MONTHLY 
ALG 


UNITED STATES ™ 
GOVERNMENT PUBLICATIONS 4% 





APRIL 1969 


Entries 5009-635 1 _ 





DISTRIBUTION OF PUBLICATIONS 


In ordering publications listed in this catalog, it should be noted that only 
those marked with an asterisk (*) are obtainable from the Superintendent of 
Documents. 

Publications marked with a farad (#) are sold by the Clearinghouse for Fed- 
eral Scientific and Technical Information, Springfield, Va. 22151. 

Where a single dagger (7) is the distribution symbol, application should be 
made directly to the department or bureau issuing the document. 


* For sale by SUPERINTENDENT OF DocUMENTS 


@ For sale by Clearinghouse for Federal Scientific and Technical 
Information, Springfield, Va. 22151 


+ Distribution made by Issuing Office. Not definitely available if 
unaccompanied by a price 


t Printed for Official Use 
(not available for distribution) 


@ Sent to Depository Libraries 


SIZES OF PUBLICATIONS 


Symbols used to designate sizes of publications listed in this catalog 
are as follows: 


_ 6-12 inches high and width more than % of height 

large 4°........ over 12 inches high and width more than % of height 

smal] 4°______- under 6 inches high and width more than 3% of height 

_¢ SE 8-10 inches in height (size not given in entry except 
where publication is narrow or oblong) 

large 8°____--- 10-12 inches in height 

es 7-8 inches in height 

ES 6-7 inches in height 

a 5-6 inches in height 

4-5 inches in height 

Ee up to 4 inches high 

a teciacsnitsihin above 12 inches in height 

nerrow........- width less than 3% of height 


oblong_-__----- width more than height 
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FOR SALE BY THE SUPERINTENDENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 20402. PRICE 50 CENTS PER COPY 
EXCEPT DECEMBER (INDEX) ISSUE, WHICH VARIES IN PRICE 
SUBSCRIPTION PRICE $6.00 PER YEAR (INCLUDING INDEX) 
$1.50 ADDITIONAL FOR FOREIGN MAILING 


PREVIEWS 


The following publications are in the process of being printed. Advance sales 
orders may be placed for these publications. Orders will be scheduled and copies 
mailed as soon as stocks are received. It is not possible to estimate the lapse of 
time before the publications will actually appear. All information in regard to 
title, series, classification, distribution, and price given in these listings is pre- 
liminary and subject to change when the publications actually come from the 
press. Those so marked will be sent to depository libraries, providing, that at 
the time of going to press, the libraries were on list to receive the items under 
which these publications will be distributed. 


Achievements and problems of Central American common market. (State 


Department, Inter-American series 95.) 50c. @ S 1.26: 95 
Annual report of Secretary of Labor, fiscal 1968. (Labor Department.) 55c. @ 
L1.1: 968 

Ants in the home and garden, how to control them. (Agriculture Department, 
Home and garden bulletin 28, revised.) 10c. @ A1.77: 28/7 
Apples in appealing ways. (Agriculture Department, Home and garden bulletin 
161.) 15¢c. @ A1.77: 161 
Area handbook for Mozambique. (Army Department, DA pamphlet 550-64.) 
$3.25. @ D 101.22 : 550-64 
Catalog of meteorological instruments in the Museum of History and Tech- 
nology. (National Museum Bulletin 288.) $3.25. @ SI 3.3: 288 
Controlling wasps. (Agriculture Department, Home and garden bulletin 122, 
slightly revised.) 10c. @ A 1.77: 122/2 
Farm poultry management. (Agriculture Department, Farmers’ bulletin 2197, 
slightly revised.) 20c. @ A1.9: 2197/2 
Federal support to universities and colleges, fiscal 1967. (National Science Foun- 
dation.) $1.00. @ NS 1.22: C 68/4 
First aid for flooded homes and farms. (Agriculture Department, Agriculture 
handbook 38, revised.) 20c. @ A 1.76: 38/969 
Geologic story of Unita Mountains. (Geological Survey, Bulletin 1291.) $2.00. @ 
119.3: 1291 

Guides against deceptive pricing. [1969 edition.] (Federal Trade Commission. ) 
10c. @ FT 1.8/2: P 93/969 
Home planting by design. (Agriculture Department, Home and garden bulletin 
164.) 25c. @ A1.77: 164 
How to use USDA grades in buying food. (Agriculture Department, PA-708, 
slightly revised.) 15c. @ A 1.68 : 708/3 


Improving material handling in small business. (Small Business Administra- 
tion, Small business management series 4, revised.) 30c. @ SBA1.12:4/2 
Library of Congress, annual report, fiscal 1968. [Also issued as H. doc. 5, 91st 


Cong. 1st sess.] (Library of Congress.) $3.50. @ LC 1.1: 968 
Maritime subsidies. (Maritime Administration.) 60c. @ C 39.202: Su 1/2 
National survey of needs for hatchery fish. (Fish and Wildlife Service, Resource 

publication 63.) 70c. @ I 49.66 : 63 
Natural resources of Maryland. (Interior Department.) 75c. @ 11.91:M36 
Pocket data book, 1969. (Census Bureau.) $2.75. @ C 3.134/3 : 969 
Polish holdings of the Library of Congress, selective review. (Library of Con- 

gress.) 40c. @ LC 35.2: P 75/3 
Pork in family meals, guide for consumers. (Agriculture Department, Agriculture 

handbook 160.) 20c. @ A 1.77: 160 


Protecting woolens against clothes moths and carpet beetles. (Agriculture 
Department, Home and garden bulletin 113, slightly revised.) 20c. 
A1.77: 1138/2 
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IV GOVERNMENT PUBLICATIONS 


Report of 53d National Conference on Weights and Measures, 1968. (National 

Bureau of Standards, Special publication 311.) $1.25. @ C 138.10: 311 
Research relating to children. (Children’s Bureau, Bulletin 23.) $1.75. @ 

FS 17.211 : 23 

Selecting advertising media, guide for small business. (Small Business Adminis- 


tration, Small business management series 34.) 70c. @ SBA 1.12: 34 
Social services for children and families in your State. (Children’s Bureau, 
Publication 464.) 25c. @ FS 17.210: 464 
Suggested guide for weed control. (Agriculture Department, Agriculture hand- 
book 332, revised.) 70c. @ A 1.76: 332/969 

Tin resources of the world. (Geological Survey, Bulletin 1301.) 35c. @ 
119.3: 1301 


Tree diseases of eastern forests and farm woodlands. (Agriculture Department, 
Agriculture information bulletin 254, slightly revised.) 35c. @ A41.75:254/2 
Your water supply and forests. (Agriculture Department, Agriculture informa- 
tion bulletin 305, revised.) 15c. @ A 1.75: 305/2 
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Abbreviations 


0 camtuennmmwene addition, nD Ris Biccicemnnmonctimnnn no date. 
addenda. nn re no place. 
amdt., amdts___--~_ amendment, amend-| no., nos_____-___--. number, numbers. 
ments. ee een page, pages. 
app-_------------- appendix, appendixes.| | o¢ 5) ___________ pages of plates. 
bk., bks___--------- book, books. a paragraph, para- 
s.r chapter, chapters. graphs. 
GE he imciomae Congress. | AL ee plate, plates. 
a Department. ATG aT portrait, portraits. 
NU ittntiek-catnionmieciaientanin document. er part, parts. 
a SS ee facsimile, facsimiles. NOCH TRE that eles report. 
a prarntcintarasenarmnends fiscal year. — ee oe Senate, Senate bill. 
Ee a ae Greenwich hour angle.| §, Con. Res____--_-_-. Senate concurrent reso- 
__ SSE ae House. lution. 
H. Con. Res._.___--_ House concurrent reso- | S. doe___---------- Senate document. 
lution. eee Senate executive docu- 
a eae aee House document. ment. 
Hi. ex. doe...........- House executive docu-| S. ex. rp----------- Senate executive re- 
ment. port. 
Se House joint resolution, | S. J. Res___-__----- Senate joint resolution. 
ee House of Representa-| S. Res----.-------. Senate resolution. 
tives, House bill. 5 (eer See ae een Senate report. 
ii ae House resolution. a section, sections. 
ee Se House report. Cicer netimineicethtntic session, sessions. 
isons caditteanmeanentonne illustration, illustra-| Stat. L-__-__._--_- _~ Statutes at large. 
ions. i iiciatececactaynasiaiel supplement. 
ints tiaiiteieccisrmanmiananien inch, inches. ae table, tables. 
ilititccccnmcienmes latitude. es Treasury. 
ee longitude. a nee Pe ae volume, volumes. 
ee ee mile. Os Wiig cecineee versus. 





Common abbreviations for the names of States, months, etc., are also used. 
An explanation of the symbols used to designate sizes of publications is given on the 
inside of the front cover. 


Explanation 


The individual issuing department, bureau, office, or agency is considered the 
publisher of Government publications. 

Words and figures enclosed in brackets [ ] in titles are given for information, 
but do not appear on the title pages of the publications cataloged. Place and 
printer are not given for publications printed at the United States Government 
Printing Office, Washington, D.C., or at Government departmental and field print- 
ing plants. The dates given with Senate and House documents and reports are 
the dates on which they were ordered to be printed. Usually the printing promptly 
follows the ordering, but various causes sometimes make delays. 

Under provisions of the Printing Act of January 12, 1895, all Government publi- 
cations, except administrative and confidential (or restricted), are entered in the 
Monthly Catalog. 

The L.C. card number appended to some of the entries is for those libraries 
ordering printed cards from the Library of Congress. The number at the extreme 
right of an entry indicates the classification of the publication in the Office of the 
Superintendent of Documents. 
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General Information 


The Superintendent of Documents, Government Printing Office, Washington, 
D.C., is authorized by law to sell copies of Government publications and to allow 
a@ discount of 25 percent to book dealers and also to quantity purchasers of 100 
or more copies of a single publication on condition that they will adhere to the 
public sales price set by the Superintendent of Documents and that publications 
shall not be overprinted with any advertising matter. 

Publications cannot be supplied free to individuals nor forwarded in advance 
of payment. 

PRICE LIST 

There is no general price list of public documents, but numerous lists have 
been prepared on special subjects and any of these will be furnished free, on 
application, by subject or subjects concerning which information is desired. It 
will also be noted that current publications which are for sale are listed in this 
catalog. 

LIST OF SELECTED PUBLICATIONS 


In addition to the price lists, the Documents Office issues a biweekly list of 
Selected United States Government publications for sale by the Superintendent 
of Documents. Hach list is arranged alphabetically by subjects, with annota- 
tions and prices, and may be obtained free upon application to the Superintendent 
of Documents. 

CONGRESSIONAL BILLS, DOCUMENTS, AND REPORTS 


More than 12,000 different bills are usually introduced during a Congress, and 
there are additional prints on many during the progress of the legislation. With 
the exception of a very few—such as revenue bills—the demand is an unknown 
quantity and on most of them we receive no orders, which makes it impossible to 
print a sales supply. It may be that a copy could be obtained from your 
Congressman. 

A difficult problem is also presented in providing a supply of congressional 
documents, hearings, and reports because there are approximately 6,000 of this 
class of publications issued during a Congress and only a few of them are called 
for. We will attempt to print for sale a few of the more important ones, but if 
not priced the only possible source would be from your Congressman. 
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HOW TO ORDER PUBLICATIONS 


Publications entered in this catalog that are for sale by the Superintendent of 
Documents are indicated by an asterisk (*) preceding the price. Those for sale 
by the Clearinghouse for Federal Scientific and Technical Information, are 
indicated by a farad (#) preceding the price. A black dot (@) indicates that 
the publication has been or will be sent to depository libraries. A dagger (fT) 
indicates that application should be made to the department, bureau, or agency 
issuing the document. A double dagger (t) indicates that the document is 
printed for official use and is not obtainable. Whenever additional information 
concerning the method of procuring a document seems necessary, it will be found 
under the pame of the bureau by which it was published. 

In ordering a publication from the Superintendent of Documents, give (if 
known) the name of the publishing department, bureau, or agency, and the title, 
together with the classification number which is added to the entry at the ex- 
treme right; order the congressional documents and reports by the title, together 
with the document or report number and the Congress, e.g., H. Doc. 103, 88th 
Congress. 

Do not use the L.C. card number in ordering a publication from the Superin- 
tendent of Documents. 

HOW TO REMIT 


Remittances for documents marked with an asterisk (*) should be made to the 
Superintendent of Documents, U.S. Government Printing Office, Washington, 
DC 20402, by coupon, postal money order, express order, or check. Publications 
cannot be mailed in advance of receipt of remittance. Currency may be sent at 
senders’ risk. Foreign remittances should be made either by international money 
order or draft on an American bank. 

Foreign money, defaced or smooth coins, will not be accepted. Do not send 
postage stamps. 

For the convenience of the general public, coupons in the denomination of 5¢ 
that are good until used in exchange for Government publications sold by the 
Superintendent of Documents, may be purchased from this office. Address order 
to Superintendent of Documents, Government Printing Office, Washington, DC 
20402. 

Persons who make frequent purchases from the Superintendent of Documents 
may find a deposit account convenient. Deposits of $25.00 or more are accepted 
against which orders may be placed without making individual remittances or 
first obtaining quotations. Order blanks are furnished for this purpose. After 
the handling of the order has been completed, it will be returned showing the 
publications supplied, explanations regarding those not sent, the amount of 
charge, and the balance on deposit. 

No charge is made for postage on documents forwarded to points in United 
States and possessions, or to Canada, Cuba, Mexico, and certain Central and 
South American countries. To other countries the regular rate of postage is 
charged, and remittances must cover such postage. In computing foreign post- 
age, add one-fourth of the price of the publication. 


LIBRARY CLASSIFICATION IN DOCUMENTS OFFICE 


The classification given at the right of entries for departmental publications is 
that used in the Library of the Division of Public Documents. It is also used 
as a catalog number for sales stock of this office. The shilling mark (/) sep- 
arates what would ordinarily be superior or inferior numbers or letters, as it is 
not practicable to print these numbers or letters as superiors or inferiors in the 
Monthly Catalog. 
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i New Classification Numbers 
yn 
id 
Census Bureau. 
if C 3.242: date/nos_.__.....__.... Holdings for selected public-employee retize- 
ment systems, quarterly report, GR (series). 
e, Weather Bureau. 
x- C 30.84: Reserved 
op C 30.85: v. nos. & nos__- d Water supply outlook for western United States 
h (monthly). ; : 
NotTe.—Prior to vy. 21, no. 1, entitled Water 
supply forecasts for western United States. 
™" Economic Development Administration. 
CBGS  CPisuL Let SL Leo Regulations, rules and instructions. 
Environmental Science Services Administration. 
C §2.21/2 : nos__- __._...... WB/TA (series). 
Note.—See, for earlier class C 30.17/38: So 
1e 8/(nos.). 
n Defense Department. 
: DS. tee 2 nee... 2. Commanders digest indexes. 
is Public Health Service. 
it FS 2.24/3: Reserved 
y Wn 2.04/4: date......... ee Smoking and health bibliographical bulletin 
(monthly ). 
a FS 2.53/2-2: letter/nos______ Mental health statistics. 
; Social Security Administration. 
FS 3.54: series/nos_____--__-- Disability studies notes. 
¢ Aging Administration. 
“ PS 19310/3: CP... 2_.=.. ou Federal financial assistance for projects in 
aging. 
Fr Norge.—See, for earlier class, FS 15.13: (CT). 
C National Archives and Records Service. 
GS 4.22: nos_.___.............. General information leaflets. 
Urban Management Assistance Administration. 
is Pt hte es oror Annual report. 
d LS Ec te ea General publications. 
r HH 8.3: -8: Reserved 
- Fe Eo Rr cccntepdnicsetsinccee are Abstracts of “701” planning reports (semi- 
annual). 
e Geological Survey. 
f I 39.45/82 : Gate.....____.<.. Average monthly discharge for 15-year base 
period at selected gaging stations and change 
a of storage in certain lakes and reservoirs in 
Pacific Northwest. 
d NoTE.—See, for earlier class, I 19.2: P 11/date. 
is National Park Service. 
I 29.20/2: CT... __.._.._.._._. National parks, USA [poster series]. 
- Federal Water Pollution Control Administration. 
1 67.1/2: date_______.___-_-___-_._ Water pollution control, federal costs, report to 
Congress. 
Alaska Power Administration. 
I 68.1: date_____.____._._-__-._._-_._ Annual report. 
8 Ca General publications. 
d Justice Department. 
- J 1.35: nos.......__.__...._.... LEEP award list. 
s 1X 


oO 








x GOVERNMENT PUBLICATIONS 


Labor Department. 
L1.39/9: v.nos.& nos_.._...--. Manpower (monthly). 
Notr.—Replaces Unemployment insurance review 
(L 7.18/3: v.nos.& nos.) and Employment Service 
review L 7.18/2: v.nos.& nos.). 


Employment Security Bureau. 
Ree eee Unemployment insurance tax rates by industry 
(annual). 
Norr.—See, for earlier publication, L 7.61 : U-258. 
Library of Congress. 


£0 1.36/2-8: date............- Accessions list: Pakistan, index [cumulations]. 
National Aeronautics and Space Administration. 
J Re: a aes NASA posters. 


National Foundation on the Arts and Humanities. 
NF 1.3 :—-4: Reserved 


a Laws. 
National Science Foundation. 

( fo a” eens National Science Board NSB (series). 
Economic Opportunity Office. 

Peis RSE Nee .. 6 cess VISTA manuals. 

Pees TBs BOE s since OEO pamphlets. 


National Council on Marine Resources and En- 
gineering Development. 
PrEx 12.3 :-8: Reserved 
Vo koe fg OMREF pamphlets. 
Note.—Continuation of ICO pamphlet series, 
Y 3.F 31/16: 9/(nos.). 
Transportation Department. 


WH T.10/2: Gate... 2252 Annual report to Congress on administration of 
National traffic and motor vehicle safety 
act of 1966. 

Tiss: eee... -s- Annual report to Congress on administration of 


Highway safety act of 1966. 
National Transportation Safety Board. 


ee) 1200/8? Gate... 5c... Briefs of accidents involving air taxi opera- 
tions, U.S. general aviation. 

SH 27132: date..........--- Annual review of U.S. air carrier accidents, 
occurring in calendar year. 

Ti 4210/0: eae. ees Analysis of aircraft accident data, U.S. general 
aviation. 

Nore.—See, for earlier class, TD 1.102: Ai 7/3/ 

date. 

TP LISA: Gabe... ssn Analysis of accidents involving air taxi opera- 


tions, U.S. general aviation. 
Motor Carrier Safety Bureau. 


ED ceo Ge on ceeninn ses Accidents of class 1 motor carriers of 
passengers. 
Federal Aviation Administration. 
TD 4.16/2: v. nos. & nos____--- Alaska airman’s guide and chart supplement 
(monthly). 
Airports Service. 
le BET sn ctcknn ance Handbooks, manuals, guides. 


NoTe.—See, for earlier class, FAA 8.8: (CT). 
Federal Field Committee for Development Plan- 
ning in Alaska. 
Fee: BOS FOR ihc cns Report. 
GME 2B/G3S OF ao iecewcnscnn General publications. 
Nutrition and Human Needs, Select Committee 
on, Senate. 
ER :, es Publications. 


Corrections for Previous Monthly Catalogs 


Nov. 1967. Entry 16482, Guidelines for legal services programs. Change class to 
read PrEx 10.8: L 52. 

Entry 17295, Laws on sex discrimination in employment... Apr. 1967. Cor- 
rect class to read L 13.2: Em 7/10/967. 

Oct. 1968. Entry 14524, South Rim Grand Canyon National Park, Ariz. Correct 
class to read I 29.6: G 76/17/968. 
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Aprin 1969 XI 


Jan. 1969. Entry 392, Commercial banks and their trust activities, v.1 and v.2. 
This staff report was not distributed to depository libraries. Please delete 
@ Item 1013 from the entry. 

——Entry 595, Gulf Intracoastal Waterway, St. Marks to Tampa Bay, Fla. 
Correct class to read D 103.22 : G95/11. 

Feb. 1969. Entry 1977, Analysis of appointments, separations, promotions, public 
assistance caseworkers and employment security interviewers. 1968. Correct 
class to read FS 1.2: P96/3/968. 

Entry 2410, Air pollution, sulfur oxides pollution control, Federal research 
& development, planning & programming 1968-72. Add @ Item 483-K. 

Mar. 1969. Entry 4457, Practical handbook of Federal grand jury procedure. 
This book was prepared for use of attorneys in the Criminal] Division of the 
Justice Department and no copies are available for distribution. Change + to 
t (no copies available). 
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List of Government Authors 


Beginning 

entry 
Administrative Office of United States Courts____----_- Li tose J. ee 
Advisory Commission on Intergovernmental Relations___-____-_----------- 5012 
herieuibats Degen «ns on ncccecescesncestn st i) See. Se 
Reviowipees Beneneeh Gervied...--.2660520552 0 ents. 5020 
Agricultural Stabilization and Conservation Service___-_--_---------- 5025 
Consumer and Marketing Service_._.......................-......- 5469 
Economic Research Service___-_--------- nonpedebc ee 5 Ty epetJit he 5526 
Wrest: Tiss see ee be pee. |e 
Rural Electrification Administration_______-_----_--- pop se. Sie 
Sie rn is a a Bo wietndnee 6238 
Statistical Reporting Service________-..-._--------- ie Jee... Sie 
Arms Control and Disarmament Agency__---------------- SESE 
Apeieic Thneney Oona = sc occ co ccnccne nn bei. a 
CRrls Dewees Tete sso isc ccendde iad 5240 
Civil Rights Commission____--~-- canncucSsnabkewkensenenumedticllaebsle 5245 
CHVel Teton Ci se os ct ccctceecnik ALL. 5246 
CUnnientt THORN so iii encccncceensncasandcsne luctiinsessnde 5285 
Business and Defense Services Administration______-_-_____--------~- 5196 
Ce aaa eneeme Speed 5 AE Re es 5201 
Economie Development Administration___-__-_ presse sey we... EB 
Environmental Science Services Administration____--.-__----------- 5dT5 
Coast and Geodetic Survey___------------- niece es Bees 1. £3 a 
I ak i eins ntinionnnnmmaen de dado 6348 
International Commerce Bureau_-_----------------------- wwilek. GR 
Winns. Die es a 2 ee LIS 5925 
Nations Daven of BianGerGs... .2cc0 cn ZILLI 7 6036 
Pua GEE: «.cnannsnnsucnse nannies A Cease. en7 35.. ee 
Tatied Dishes Weevil Bee viOi a in nn cnnwsasen ses sssecscee tse -. 6331 
CN tp ed cts e aime Delt b ibd Se 
Binialie. Falah Ti soos a aw 5316 
Siewee.ot Menneieieneb ni a ak es ed. 5317 
Appropriations Committee........<..-. sno skis 5364 
Armed Services Committec.........................-..- Loupe guilt. 5365 
Banking and Currency Committee_____--.------- bis A ea Le 5369 
Dieteiet of Cotumble Commitios...............5cleu dal. 5371 
Baduecation and Labor Committee... 2... 1 22s i 5372 
Poscian- Afislen Comte aoc inn nnn Se ee 5375 
Government Operations Committee__.....------------~--------- 5376 
Interstate and Foreign Commerce Committee___------------~--- 5377 
Zeihers, Com oo eee ct eerie niieeemisege~ 5380 
Public Werks CetitO nos cence nce nest asin ees 5381 
Science and Astronautics Committee_____._-_------------------- 5382 

XIII 








XIV GOVERNMENT PUBLICATIONS 


Congress—Continued 


Beginning 
House of Representatives—Continued Entry 
Te - enemeinemeuees 5383 
re ee NS Ca oa nn a ee i eee tincnce 5384 
GSE eo TRESS eS ee eae SP re ee yt a a ee 5386 
Aeronautical and Space Sciences Committee________-_--___---_- 5423 
Agricultural and Forestry Committee___._..__.._____-___________ 5425 
Se re nas ee he ewcwewe 5426 
Banking and Currency Committee __........................... 5430 
ee en FC ae Se OC ee TE TT eee 5432 
EPROEEICE GE COTMEIIER COMI airs see hire ce cenne 5436 
Ee ee eee ee eT eee 5438 
TL Tn Te eee 5441 
Government Operations Committee__________________-__-_------ 5447 
Interior and Insular Affairs Committee...........2....-......... 5450 
ee ee aE Re) eT Se LO 545 
Labor and Public Welfare Committee____......_..._..-.-----. 5458 
Nutrition and Human Needs, Select Committee on__-._---__---- 5463 
Post Office and Civil Service Committee___......._..._--.------. 5464 
Small Business, Select Committee on___.__-----_--------------- 5465 
NE ee Se ee CS. aaa e See 5475 
ee Se Pee eee ON at 5069 
Avmmed Forces Information Service... icc diccinnnee 5092 
a ee ee eee 5106 
Le ee Ne Tee Oe 5133 
EE a ee eee ee ee 5241 
EEE SCE OOO SOLS Ae Oe CE” ee Oe 5 a eee 5568 
Joint Chiefs of Staff 
Defense Communications Agency... . .. coon. 5474 
Re ae Cree Oe eee ae eee ee ee 6057 
i ee ee ee mT eee es ee ee eee ee 6152 
EE ee er at aes ees. ae 5924 
Deeeeeens ork Darts BONGO... 26s ass ish secccstenissnuniincun 5927 
Naval Operations Office 
TE CIE orien nnsiveained inte daeeeeilnlianen 6112 
Navel Ocesmempestiic Olle... a. oes seine 6113 
DU: TE TI saci sd hs se Ge ccs aceneek 6130 
NO a obaea nS amaenie 6134 
DeGeral Communications. Comminasion........._. - sin sede cses sass 5601 
Federal Field Committee for Development Planning in Alaska_______---~-- 5604 
eee: Tees Fi TI TRE ee ie eed ecb ammmnoin 5605 
eee LEE e mee ee aes ee ee ae 5610 
Federal Mediation and Conciliation Service______.------.-------------- 5615 
es. ee 0 I in ene it eines scams 5616 
Federal Reserve System Board of Governors___------------------------ 5639 
ee ee eee Te Se ee eee a 5652 
Foreign Claims Settlement Commission___------.--------------~-------- 5663 
es Babemeiiie Gime. 2a ies he is a a Jc cnn 5680 
Se eI Dionne cnccesc ened eel 5695 
NE I CINE in ce tncttiencenencts See 5646 
National Archives and Records Service_._................-------.-- 6029 
0 rpeneaniad pecoamaiaatnee 5619 
Ire IUPUI ease eerriominenioesiemenes ecaoanescninl 6166 
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XV 
Beginning 
Government Printing Office Entry 
eee UII OPPO ne iii cane ceneeunaomees 6167 
Health, Education, and Welfare Department____________________________ 5729 
I lw cree cc tae rmeiaeaas 5533 
ES eg ier PN eke re rey A Re he 5172 
Consumer Protection and Environmental Health Service 
Food and Drug Administration__._........._--__...________- 5658 
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ACCOUNTS BUREAU, Treasury Dept. 
Washington, DC 20220 


Combined statement of receipts, expenditures and balances of United States 
Government, for fiscal year 1968. [1969.] vi+[1]+720 p. 4° ([{Treasury 
Department doc. 3246; Fiscal Service.]) * Paper, $6.00. @ Item 928 
L.C. card 10-1151D T 63.113 : 968 


Statement of foreign currencies purchased with dollars, July 1—Dec. 31, 1967 
(in millions of dollar equivalents). [Mar. 19, 1968.] [1]+4 leaves, oblong 
eS 2 T 63.102 : C 93/2/967-2 


ADMINISTRATIVE OFFICE OF UNITED STATES COURT 
Washington, DC 20543 


Reports of proceedings of Judicial Conference of United States held at 
Washington, D.C., Feb. 27-28 and Sept. 19-20, 1968; Annual report of 
Director of Administrative Office of United States Courts, [fiscal year] 
1968. 1969. xi+319 p. il. 7 @ Item 728 
L.C. card 41-18702 Ju 10.1: 968 


ADVISORY COMMISSION ON INTERGOVERNMENTAL RELATIONS 
Washington, DC 20575 


Advisory Commission on Intergovernmental Relations, 10th annual report, 
Jan. 31, 1969. [1969.] vi+26 p. 4° (M-42.) [Includes list of reports 
published during 1968.] + @ Item 1049-D 
L.C. card 6383-60295 Y 3.Ad 9/8 : 1/969 

State and local finances, significant features, 1966-69. Nov. 1968 [published 
1969]. [290] p. il. 4° (Information report; M-43.) * Paper, $2.25. 
@ Item 1049-D 
L.C. card 70-600951 Y 3.Ad 9/8: 2F 49/966-969 


AGING ADMINISTRATION, Health, Education, and Welfare Dept. 
Washington, DC 20201 


Federal financial assistance for projects in aging: Adult basic education 
program of Office of Education. [Feb. 1968.] [6] p. 4° [AoA publication 
718] ; OE, Adult basic education.) [Issued with perforations.] t 

FS 17.310/2: ED 8 

—— Training programs under manpower development and training act. 
{[Feb. 1968.] [8] p. 4° ([AoA publication 719]; OE, Labor, Manpower 
development and training.) ¢f FS 17.310/2: M 31 


—— Training support of National Institute of Mental Health, Public Health 
Service. [Jan. 1968.] [6] p. 4° ([AoA publication 716]; NIMH, 
Training.) tf FS 17.310/2: M 52 

—— Vocational technical education program of Office of Education. [Feb. 
1968.] [6] p. 4° ([AoA publication 720]; OE, Vocational education.) 
[Issued with perforations.] tf FS 17.310/2: V 85 
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GOVERNMENT PUBLICATIONS 


5018 Handle yourself with care, instructor’s guide for accident prevention course 


for older Americans; by Dorothea J. Lewis and Richard J. Winsor. 
[May 1969.] cover title, [2]+46 p. 4° ([Publication 804-IG.]) [Pre- 
pared in cooperation with National Safety Council.) * Paper, 50c. 
@ Item 447-A-3 FS 17.308: H 19 


5019 What is your community doing for Senior Citizens Month, 1969? [compiled 


by James E. Warner]. [1969.] cover title, 32 p. il. 4° ([AoA publication 
269.1) + @ Item 447-A-1 FS 17.302: Se5 


AGRICULTURAL RESEARCH SERVICE, Agriculture Dept. 
Washington, DC 20250 


ARS (series.) 7 A 77.15 : (nos. ) 


5021 


5022 


34-105. Crops research: Results of 1967 regional cotton variety tests by coop- 
erating agricultural experiment stations; [by C. F. Lewis and Thomas 
Kerr]. Feb. 1969. [2] +99 p. il. 4° (Prepa ared in Cotton and Cordage 
fg y Research Branch, Crops Research Division. Errata, 2 p., issued 
also. 

44-8. Participants in national turkey improvement plan, national plan 
hatcheries, national plan dealers and independent flocks; [compiled 
by Animal Husbandry Research Division]. Revised Feb. 1969. [1969.] 
23p.4° @ Item 25-B 

44-209. DHIA cow rformance index list, registered progeny of DHIA sires, 

Sept. 1967—May 1968. Feb. 1969. cover title, 708 p. 4° [Text on p. 2 

of cover.] @ Item 25-B 


5023 Plant quarantine import requirements of South Africa. Jan. 6, 1969. 34 p. 


(Plant Quarantine Division.) Issued with perforations. Supersedes sum- 
mary dated Aug. 14, 1967.] 7 A 77.329 : So 87 af/969 


5024 Veterinary Biologics Division notice 8: Biological products produced [and 


destroyed] in licensed establishments during calendar year ended Dec. 31, 
1968. Feb. 11, 1969. 6 p. 4° (Veterinary Biologics Division.) 7 
A 77.226/3: 8 


AGRICULTURAL STABILIZATION AND CONSERVATION SERVICE, 


Agriculture Dept., Washington, DC 20250 


5025 Illinois AGCS, 1967 annual report. [Apr. 1968.] cover title, [1]+71 p. il. 4° 


(Agricultural Stabilization and Conservation Service State Office 
Springfield, Il.) a. on p. 20f cover.] fF 
L.C. card 68-67141 A 82.1/2: I1 6/967 


AGRICULTURE DEPARTMENT 
Washington, DC 20250 


NoTe.—Requests to the Department of Agriculture for publications should in- 


clude the USDA number if given in the entry. 
Agriculture handbooks. @ Item 3 A 1.76: (nos. ) 


5026 


5027 


5028 


355. Even-aged silviculture for upland central hardwoods [with list of litera- 
ture R eoge §; ; by Benjamin A. Roach and Samuel F. Gingrich. Dec. 1968. 
iv+39 p. il. 4° (Forest Service.) * Paper, 50c. 

L.C. ecard Agr 68-363 

356. Ozark range and hy a lants [with list of literature cited] ; by Hewlette 
S. Crawford, Clair L. Kucera, and John H. Bhrenreich. Jan. 1969. (3]+ 
236 p.il.4° (Forest Service.) * Paper, $2.50. 

L.C. card 70-601001 " 

358. Sweetpotato storage [with list of literature cited] ; by L. J. Kushman, and 
and F. S. Wright. (Feb. 1969.] iv+35 p. il. 4° (Agricultural Research 
Service.) [Prepared in cooperation with North Carolina Agricultural Ex- 
periment Station. Contains information formerly opal in Farmers’ 
‘ice. —_ Storage of sweetpotatoes, by J. M. Lutz and J. W. Simmons.] 
* aper, 

L.C. card 74-601002 


Agriculture information bulletins. @ Item 4 A 1.75: (nos.) 


5029 
5030 


Page 2 


130. Protecting forests from fire. [Revised Feb. 1969.] [1969.] 32 p. il. (Forest 
Service.) * Paper, 25c. 

207. Growing dates in United States [with list of literature cited]; by Roy W. 
Nixon. Revised Jan. 1969. [1969.] 1ii+56 p. il. (Agricultural Research 
Service.) [Text on p. 2ofcover.] * Paper, 45c. 

C. card 70-601163 
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333, Imprint on living, report on progress. [Feb. 1969.] 48 p. il. 4° (Agricul- 
tural Research Service.) [Text on p. 3 of cover. Some illustrations are 
colored.] * Paper, $1.25. 


Farmer’s bulletins. @ Item 9 A 1.9:(nos.) 
2126. Farm beef herd; [by E. J. Warwick and P. A. Putman]. [Revised Jan. 

1968, slightly revised Mar. 1969.] [1969.] 16 p. il. ({ Animal Husbandry 
Research Division, Agricultural Research Service.]) * Paper, 10c. 
L.C. card 72-601161 

2239. Growing cauliflower and broccoli; [prepared by Crops Research Division, 
Agricultural Research Service]. [Feb. 1969.] 12 p. il. [Supersedes Farm- 
ers buletin 1957, Cauliflower and broccoli varieties and culture.] 
* Paper, 15c. 
L.C. card 77—-601000 


Home and garden bulletins. @ Item 11 A 1.77 : (nos. ) 


25. Roses for the home. [Revised Aug. 1963, slightly revised Feb. 1969.] 
{1969.] 24 p. il. ({Crops Research Division and Entomology Research 
Division, Agricultural Research Service.]) * Paper, 15c. 

L.C. card 73—600995 

44. Cabbage insects, how to control them in home garden [on] cabbage, broccoli, 
cauliflower, kale, brussels sprouts, collards, kohlrabi; [by W. J. Reid, jr., 
and F. P. Cuthbert, jr.J]. [Mar. 1955, slightly revised Mar. 1969.] [1969.] 
[8] p. il. narrow 8° * Paper, 10c. 

53. Lawn insects, how to control them; [prepared by A. M. Vance and B. A. 
App]. [Slightly revised Mar. 1969.] [1969.] 24 p. il. ({Entomology Re- 
search Division, Agricultural Research Service.]) * Paper, 20c 
L.C. card 76—600993 

55. Potatoes in popular ways. [Oct. 1957, slightly revised Mar. 1969.] [1969.] 
{2]+22 p. il. ({Human Nutrition Research Division, Agricultural Re- 
search Service.]) [Supersedes Leaflet 295.] * Paper, 20c. 

L.C. card 79-600991 

65. Growing chrysanthemums in home garden; [prepared by Crops Research 
Division and Entomology Research Division, Agricultural Research Serv- 
ice]. [Dec. 1959, slightly revised Mar. 1969.) [1969.] %p.il. * Paper, 10c. 
L.C. card 70-600989 

71. Growing azaleas and rhododendrons, [Revised Feb. 1966, slightly revised Mar. 
1969.] [1969.] 8 p. il. [Information furnished by Crops Research Di- 
vision and Entomology Research Division, Agricultural Research Service.] 
* Paper, 10c. 

L.C. card 75-—600990 

86. Growing camellias; [prepared by Crops Research Division, Agricultural 
Research Service]. [Slightly revised Mar. 1969.] [1969.] 12 p. il. 
* Paper, 15c. 

L.C. card 70--600986 

88. Growing flowering dogwood ; [prepared by Crops Research Division, Agricul- 
tural Research Service]. [Jan. 1963, slightly revised Mar. 1969.] [1969.] 
8p.il. * Paper, 10c. 

L.C. card 73—600987 

126. Growing peonies; [by Henry M. Cathey]. [Issued Nov. 1967, revised Mar. 
1969.] [1969.] 12 p. il. ({Crops Research Division, Agricultural Research 
Service.]) * Paper, 10c. 

L.C. card 70—600994 

159. Controlling the Japanese beetle ; [prepared by Entomology Research Division, 
Agricultural Research Service]. [Mar. 1969.] 16 p. il. [Supersedes Farm- 
ers’ bulletin 2151.] * Paper, 25c. 

L.C. card 77-600988 

163. Minigardens for vegetables. [Mar. 1969.] 12 p. il. [Information for this 
publication furnished by Crops Research Division, Agricultural Research 
Service.] * Paper, 15c. 

L.C. card 72—600992 

165. Pruning ornamental shrubs and vines; [prepared by Crops Research Di- 
vision, Agricultural Research Service]. [Mar. 1969.] 16 p.il. * Paper, 10c. 
L.C. card 77-600996 


Leaflets. @ Item 12 A 1.35: (nos.) 


444. Narcissus bulb fly, how to prevent its damage in home gardens; [by C. F. 
Doucette]. [Slightly revised Feb. 1969.] [1969.] [6] p. il. ([Entomology 
Research Division, Agricultural Research Service.]) * Paper, 10c. 

456. Cattle lice, how to control them; [prepared by Entomology Research Division 
and Animal Disease and Parasite Research Division, Agricultural Research 
Service]. [Revised Feb. 9, 1969.] [1969.] 8p.il. * Paper, 10c. 

514. Meadow spittlebug, how to control it on legumes; [prepared by Entomology 
Research Division, Agricultural Research Service]. [July 1962, slightly 
revised Nov. 1968.] [1969.] 4 p. il. [Illustrations are colored. Supersedes 
Leaflet 341, Meadow spittlebug, how to control it.] * Paper, 20c. 
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Marketing research reports. @ Item 13-B A 1.82: (nos.) 


823. Improved handling methods and layout in affiliated frozen food warehouses 
[with list of literature cited; by Arnold L. Lundquist]. [Feb. 1969.] 
{[1968.] ii+33 p. il. 4° ({'Transportation and Facilities Research Divi- 
sion, ae ae Research Services].) * Paper, 30c. 

L.C. card 71—601004 

829. Food distribution facilities for Salt Lake City, Utah. [Mar. 1969.] iv+30 
p.il.4° (Agricultural Research Service.) * Paper, 30c 
L.C. card 78—600999 

834. Evaluation of on-premise and bake-off bakery departments in retail food. 
stores ; [by Martin L. Doordan and Marvin D. Volz]. [Dec. 1968.) [2]+ 
p. il. 4° (Agricultural Research Service.) * Paper, 25c. 

L.C. card 72—601031 


Miscellaneous publications. @ Item 13-A A 1.38: (nos. ) 

1086. Demand and price situation for forest products, 1968-69 [with list of 

literature cited] ; by Dwight Hair and Alice H. Ulrich. Mar, 1969. iv-+74 
p. il. 4° (Forest Service.) 7 

1108. Potato storage 25,000 cwt. pallet box. Feb. 1969. [2] p. il. 4° (Cooperative 
farm building plan exchange; plan 6038.) * Paper, 5c. 

1120. Poultry house floor management. Feb. 1969. [2] p. il. 4° (Cooperative 
farm building plan exchange; plan 6000.) * Paper, 5c. 

1128. Free-stall barn for 50 cows (housing only). Mar. 1969. [2] p. il. 4° 
(Cooperative farm building plan exchange; plan 6039.) * Paper, 5c. 

1130. Free-stall barn for 62 cows (arrangement for dairy system). Mar. 1969. 
[2] p. il. 4° (Cooperative farm building plan exchange; plan 6034.) 
* Paper, 5c. 

1133. Food costs, retail, farm, marketing. [Feb. 1969.] 16+ [1] p. il. (Economic 
Research Service.) [Supersedes M.P. 856, Food costs, retail prices, farm 
prices, marketing spreads.] * Paper, 10c. 


PA [Program aid] (series). @ Item 14-A A 1.68 : (nos. ) 
502. Camping, national forests, America’s playgrounds. [Slightly revised Mar. 
1969.] [1969.] cover title, 16 p. il. 4° (Forest Service.) * Paper, 20c. 
550. Watch for cereal leaf beetle; [prepared by Plant Pest Control Division, 
Agricultural Research Service]. [Revised Jan. 1964; slightly revised Dec. 
1968.] [1968.] [4] p. il. [Illustrations are colored. ] 
893. Public assistance for forest landowners. [1968.] [8] p. il. narrow 8°(Forest 
Service.) [Prepared in cooperation with State Forestry Agencies.] 7 
902. Community resource development, how cooperative extension helps. [Feb. 
1969.] [8] p. il. narrow 8° (Federal Extension Service.) * Paper, 10c. 


Picture stories. 7 A 1.100: (nos. ) 
215. Build civic pride with growing plants. Feb. 1969. [4] p. il. 4° (Agricultural 
Research Service. ) 
219. Water management for lawn & garden. Mar, 1969, [4] p. il. 4° (Soil 
Conservation Service.) 


Report of Secretary of Agriculture, 1968; Agriculture in transition. [1969.] 
cover title, [2] +147 p. il. 7f A 1.1: 968 


Science for better living [yearbook of agriculture 1968; Jack Hayes, editor}. 
[1968.] xlvi+386 p. il. [Illustrated lining papers attached to front and 
back covers. Some illustrations are peer Yearbook in made up of 
signed articles. Also issued as H. doc. 239, 90th Cong. 2d sess.] * Paper, 
$3.00. @ Item 17 
L.C. card Agr 68-301 A 1.10: 968 


Statistical bulletin. 


244. Sugar statistics and related data compiled in administration of sugar acts: 
v. 2, Agricultural, manufacturing and income statistics for domestic sugar 
areas. Revised Feb. 1969. [1969.] cover title, iv+78 p. 4° (Agricultural 
Stabilization and Conservation Service, Policy and Program Appraisal 
——* ioe _Sugar statistics and related data, v. 2, revised July 

@ Item 15 
L.C. ecard 62-60419 A 1.34: 244/3 


Technical bulletins. @ Item 16 A 1.36: (nos. ) 


1399. Attractants for Japanese beetle [with list of literature cited; by Walter E. 
Fleming]. Feb. 1969. iv-+87 p. il. (Agricultural Research Service.) [Text 
on p.2ofcover.] * Paper, 45c. 

L.C. card 78—-601003 

1400. Response of ironweed and buckbrush to herbicides and to herbicides in 
combinations with mowing, nitrogen fertilizer, and surfactants [with 
list of literature cited] ; by Elroy J. Peters and J. F. Stritzke. [Feb. 1969.] 
iv+16 p. il. (Agricultural Research Service.) [Prepared in cooperation 
with Missouri Agricultural Experiment Station.] * Paper, 15c. 

L.C. card Agr 68-365 
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AIR FORCE DEPARTMENT, Defense Dept. 
Washington, DC 20330 


Air Force Human Resources Laboratory: [Technical report] AFHRL-TR 
(series). (Personnel Research Division, Air Force Systems Command, 
Lackland Air Force Base, Tex.) 

68-106. Relationship between airman qualifying examination and Armed Forces 


qualifying test norms [with list of references] ; by Lonnie D. Valen- 
tine, jr. July 1968. v+7+([2] p. il. 4° ([Project 7717: task 


771705.]) ¢ D 301,45/27 : 68-106 

Air Force manual AFM (series)@¢ @ Item 421 D 301.7 : (nos. ) 

55-8. See Federal Aviation Administration, United States standard 
- flight inspection manual. 

78-41, a Department, Defense Supply Agency handbook DSAH 


88-7, chap. 5. See Army Department technical manual 5—822-2. 

88-15. Facility design and construction: Air Force design manual criteria 
and standards for Air Force construction [with list of refer- 
ences]. Feb. 11, 1969. cover title, [346] p. il. 4° [Issued in 
looseleaf form. Supersedes AFM 88-15, Jan. 31, 1964, AFP 
88-700-2, Mar. 18, 1966 and AFP 88-880-1, July 15, 1964.] 
* Paper, $2.75. 

L.C. ecard 55-60199 

SS—40, chap. 8. See Army Department, Technical manual 5—S82-1. 

160-5. Medical service: Physiological technician’s training manual [with 
lists of references]. Feb. 27, 1969. cover title, [406] p. il. 4° 
{eo a = looseleaf form. Supersedes AFM 160-5, a 15, 

171-400, v.1. Automatic data processing systems and procedures, base level EDP 
procedures, HAF—E6 reporting system. Mar. 1, 1969. [227] p. 4° 
[Issued in looseleaf form.] 

171-400, v. 2. Automatic data processing systems and procedures, base level EDP 
procedures, HAF—E6 reporting system. Mar. 1, 1969. [174] p. 4° 
[Issued in looseleaf form. ] 


Air Force pamphlet AFP (series). t @ Item 421-A D 301.35 : (nos. ) 
36-2. Active duty promotion list [Jan. 1, 1969.] [1969.] iii+-430 p. 4° (Office 


of Directorate of Personnel Program Actions.) 
L.C. ecard 73-601180 

50-51. General military training: Disaster preparedness. Jan. 1, 1969. cover title, 

+43 p. il. 4° [Supersedes AF pamphlet 50—-15-2, pt. 1, June 15, 

1966, as amended. ] 

50-55. First aid, general military training. Jan. 1, 1969. cover title, ii+52 p. il. 
ioe {Issued with perforations. Supersedes AFP 50—15-2, pt. 2, June 15, 
1966.] 


Air Weather Service : Technical report. 

211. Reprint of: 1, Objective forecasting [with lists of references], by Philip 
Williams, jr.; 2, Objective forecast studies and their evaluation and verifi- 
cation, by Donald N. Seay. Dec. 1968. cover title, ii+54 p. il. 4° [Issued 
with perforations. Supplements basic texts on preparation of objective 
forecast studies, the AWS manual 105-40 and pe | Weather Research 
Facility report 38—0563—073. Originally issued as WBTM WR-33 and 


TWW technical note 6.] ¢f D 301.40—211 
Gateway to leadership, United States Air Force Officer Training School. 
[1969.] 8 p. il. 4° + @ Item 484 D 301.2: Ai 7/14/968 


School of Aerospace Medicine: Technical report SAM-TR (series). (Aero- 
space Medical Division (AFSC), Brooks Air Force Base, Tex.) f 
D 301.26/13-6 : (nos. ) 
68-118. Comparison of speech recordings in room air at ground level and in 
helium-oxygen mixture at simulated altitude [with list of references] ; 
{by] S. Joseph Barry [and] James E. Endicott. Nov. 1968. cover title, 
1ii+6+[2] p.il.4° ([Task 775508.]) ; 
68-129. Effects of right and left vagal cooling on heart rate [with list of refer- 
ences: [by] William G. Davis, jr. Nov. 1968. cover title, iii+4+ [2] 
p. il. 4° ([{Task 793003.]) 
U.S. Air Force Systemis Command. [1968.] cover title, [32] p. il. oblong 8° 
[Text on p. 2-3 of cover.] 7 @ Item 422-B D 301.45: Ai 7/2/968 


USAF lunar wall mosaic, LEM—(series). 
1B. Lunar earthside hemisphere; published by Aeronautical Chart and Informa- 
tion Center, St. Louis, Mo. Scale 1: 2,500,000. 2d edition. July 1966. 
2 sheets, each 58 x 35 in. [Orthographic projection. Mosaic compiled Nov. 
1962.] * Paper, $2.00 per set of 2 sheets. 
D 301.49/4: LEBM—1B/966/sh.1,2 
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AIR TRAFFIC SERVICE, Transportation Dept. 
Washington, DC 20553 


Special military operations. [1969.] [209] p. il. 4° (7610.4A.) [Effective 
May 1, 1969. Cancels Air defense procedures handbook, 7610.4, Sept. 1, 
1966, All-weather low-level navigation routes (operation oil burner) 
handbook, 7510.1A May 6, 1966, and Aerial refueling handbook, 7510.3, 
July 6, 1965. Issued in looseleaf form.] + @ Item 431—D-1 

TD 4.308 : M 59 


Terminal air traffic control, Change 7. [Dec. 27, 1968.] [98] p. il. 4° [Effec- 
tice Apr. 1, 1969. Cancellation date June 1, 1969. Issued in looseleaf form.] 
+ @ Item 431-D-1 TD 4.308 : T 27/ch.7 


AIRPORTS SERVICE, Transportation Dept. 
Washington, DC 20553 


List of airport projects which sponsors are prepared to undertake during 
fiscal year 1969 and for which they have requested Federal financial 
assistance under Federal-aid airport program, as of Jan. 5, 1969. [1968.] 
[2] leaves+132 p. 4° ft 
L.C. card 68-62436 TD 4.102 : P 94/968 


Planning State airport system [with bibliography]; prepared by Joint 
Committee of Federal Aviation Administration and National Association 
of State Aviation Officials. Dec. 1968 [published 1969]. cover title, iv-+60 
+ [36] p. il. 5 maps, 4° [Issued with perforations.] + @ Item 431-H-2 
L.C. card 76-601008 TD 4.108: St 2 


ALASKA POWER ADMINISTRATION, Interior Dept. 
P.O. Box 50 Juneau, Alaska 99801 


Notz.—The Alaska Power Administration was established by the Secretary of the 
Interior on June 16, 1967, to promote the development and utilization of the 
water, power and related resources of Alaska. 


1st annual report, 1968. [1969.] cover title, 24 p. il. 4° [Text on p. 24 of 
cover.] + @ Item 604—C-1 
L.C. card 77-601019 I 68.1: 968 


ARMED FORCES INFORMATION SERVICE, Defense Dept. 
Washington, DC 20301 


DoD [pamphlets]. t @ Item 312-A D 2.14: (letters-nos. ) 
AO-105. Capsule facts for Armed Forces: Colombia. Aug. 1968. [4] p. il. 4° 
({Army Dept.] DA Pam 360-744.) [Adapted from Department of 
State Background notes series. ] 
L.C. card 68—61277 
AO-106. Capsule facts for Armed Forces : Paraguay [with reading list.) Aug. 1968. 
fa] . il. 4° ({Army Dept.] DA Pam 360-745.) [Adapted from 
Department of State Background notes series. ] 
L.C. card 68-61277 
AO-107. Capsule facts for Armed Forces: Mali [with bibliography]. July 1968. 
[4] p. il. 4¢ ([Army Dept.] DA Pam 360-734.) [Adapted from De- 
partment of State Background notes series. ] 
L.C. card 68—61277 
AO-108. Capsule facts for Armed Forces: Spanish Sahara [with reading list]. 
uly 1968. [3] p. il. 4° (f{Army Dept.] DA Pam 360-735.) [Adapted 
from Department of State Background notes series]. 
L.C. card 68—61277 
AO-109. ne facts for Armed Forces: Bolivia, Aug. 1968. [4] p. il. 4° ({Army 
ept.] DA Pam 360-746.) [Adapted from Department of State Back- 
ground notes series. ] 
L.C. card 68-61277 “ 
AO-123. Capsule facts for Armed Forces: Republic of Vietnam [with reading 
list]. Oct. 1968 [published 1969.] [8] p. il. 4° ([Army Dept.] DA 
— 360-759.) [Adapted from Department of State Background notes 
series. ] 
L.C. card 68—61277 
AO-127. Capsule facts for Armed Forces : Malagasy Republic. Dec. 1968. 4 p. il. 4° 
({Army Dept.] DA Pam 360-763.) [Adapted from Department of 
State Background notes series. ] 
L.€. card 68-61277 
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AO-128. Capeue facts for Armed Forces: Republic of South Africa. Jan. 1969. 
[4] il. 4° ([{Army Dept.] DA Pam 360-764.) [Adapted from 
Departiment of of State Background notes series. ] 
card 6 277 
AO-129. Capsule facts fos Armed Forces: Southern Rhodesia [with reading list]. 
Jan. 1969. [4] p. il. 4° ({Army Dept.) DA Pam 360-765.) [Adapted 
from ee yt of State Background notes series. ] 
L.C. card 68—6127 
AO-130. Capsules facts for , ty ay Republic of Ivory Coast [with reading 
list]. Jan. 1969. [4] p. 4° ([{Army Dept.] DA Pam 360-766.) 
[Adapted from Department ‘ot State Background notes series. } 
L.C. card 6 
AO-131. Ca y facts for Armed Forces : Portugal [with reading list]. Jan. 1969. 
. il. 4° ([{Army Dept.] DA Pam 60-767.) [Adapted from Depart- 
ment of State Background notes series. ] 
L.C. card 68—61277 
AO-132. Capsule facts for Armed Forces: Central African Republic [with read- 
ing list]. Feb. 1969. [4] p. il. 4° {Army Dept.] DA Pam 369-768.) 
[Adapted from a of State Background notes series. } 
L.C, card 68—61277 


ARMS CONTROL AND DISARMAMENT AGENCY 
Washington, DC 20451 


Explanatory remarks about the draft non-proliferation treaty. [Apr. 1968.] 
iii+19 p. ({Publication 47.]) * Paper,15c. @ Item 125-A-3 
AC 1.2: N 73/2 
International negotiations on Treaty on Nonproliferation of Nuclear Weap- 
ons. [Jan. 1969.] xvi+183 p. ({Publication 48.]) * Paper, $1.00 © Item 
125-A-3 
L.C. card 77-601165 AC 1.2: N 88/3 


ARMY DEPARTMENT, Defense Dept. 
Washington, DC 20310 


AMC pamphlet. (Army Materiel Command. ) 
310-1. Military publications: Index of AMC publications and blank forms, 
Change 2. July 1, 1968. 20 p. 4° [Issued with perforations. Super- 
sedes Change 1, Apr. 1, 1968.] ¢~ @ Item 322—A 
D 101.22/3 : 310—1/8/ch. 2 


Army regulations AR (series). [Issued with perforations.) @ Item 323 
D 101.9: (nos.) 
40-501. Medical service : ae of medical fitness. Dec. 1960 [reprinted 1969]. 
cover title, [102] p. 4° [Includes current pages from Changes 1 
through 21. Text on p. 2 of cover. Supersedes AR-40-500, Aug. 16, 
1956, etc. * Paper, $1.25. 
55-356. Transportat on and travel: Personal property traffic peanegement part 
tion. Dec. 1968. cover title, [101] p. il. 4° (NAVSUP Pub. 455 
Force regulation, AFR 75-17; Marine Corps order, MCO P4050. SB) 
[Issued with perforations. Supersedes AR 55-356/NAV SUP Pub 455/ 
AFR 75-17/MCO P4050.34A, Oct. 28, 1966, including all interim 
changes, and Navy unnumbered publication, Uncrated household goods 
traffic regulation.] * Paper, $1. 


Army Strategic Communications Command: Technical manual CCTM 

(series). 

105—50. Communications: Telecommunications engineering-installation practices, 
chap. 1 [General]. July 1, 1968 [published 1969]. cover title, [1] + 
ix+70 p. il. 4° [Issued with perforations. Supersedes Chap. 1, CCTM 
105-50, July 1, 1964.] * Paper, $1.00. @ Item 329 

D 101.11/2 : 105-50/chap.1 


Cold Regions Research and Engineering Laboratory, Hanover, N.H.: 
Special report. (Army Materiel Command. ) 
122. Digital solution of modified Berggren equation to calculate depths of freeze 
or thaw in multilayered systems [with list of literature cited]; [by] 
George W. Aiken and Richard L. Berg. Oct. 1968. es eat” p. il. 4° ¢ 
103.33/2 : 122 
Field manual FM (series). 


31-18. Long-range reconnaissance ranger company, Change 1. Mar. 7, 1969. [3] 
p. il, 4° [Issued with perforations.) { @ Item 324 
D 101.20: 31-18/ch.1 
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Pamphlets. @ Item 327 D 101.22: (nos. ) 
37-6. Accounting and reporting procedures manual for Project Prime under 


resource INManagement systems. Jan. 1969. cover title, [180] p. il. 4° 
” [issued with perforations. . = 
350-60. Angongesment of prey correspondence courses [Sept. 1, 1966], Change 

; Feb. 17, 1969. 1969. [37] p. 4° [Issued with perfor: itions. | t 
-763. See ‘Armed Forces Information Service, DoD pamphlet AO-127. 

360-764. See Armed Forces Information Service, DoD pamphlet AO-128. 
360--765. See Armed Forces Information Service, DoD pamphlet AO-129. 
360-766. See Armed Forces Information Service, DoD pamphlet AO-130. 
360-767. See Armed Forces Information Service, DoD pamphlet AO-131. 
369-768. See Armed Forces Information Service, DoD pamphlet AO-132. 
550-2-1. Middle East, tricontinental hub, bibliographic survey, v. 2. Apr. 1968. 


97 


cover title, x+266 p. il. 27 maps, 7 in pocket, 4° [Some maps are 


colored.] ¢ 
L.C. card 65-61529 
600-5. Handbook on retirement services for Army personnel and their families. 


Jan. 1969. cover title, vii+161 p. il. 4° [Issued with perforations. 
Supersedes DA pam 600-5, Mar. 26, 1965.] * Paper, $1.75. 
L.C. card 79-60179 

600-8. Unit personnel officer’s guide, Change 19. Jan. 17, 1969. [74] p. il. 4° 
[Issued in looseleaf form. } 


Technical manual TM (series). 


5-244. Multiplex mapping, Change 1. Feb. 24, 1969. 8 p. [Issued with per- 
forations.] t @ Item 329 D 101,11 : 5—244/ch.1 
5-—-S882-1. Architectural design: Emergency construction [with list of refer- 


ences]. Nov. 1967. cover title, 10+ [1] p. 4° (Air Force [Dept.], 
AFM 88-40, chap. 8.) [Issued with perforations. Supersedes TM 
5-882-1 (EM 1110-345-535), July 1, 1963.) 

D 101.11 : 5-882-1 


5-822-2. General provisions and geometric desis gn for roads, streets, walks, 
and open storage areas, Change 5; Jan. 31, es [1969.] [12] p. 
il. 4° ({Air Force Dept. }) AFM 88-7, chap. 5, C 5.) [Issued with 
perforations. Formerly designated Corps of Fe Bae ah manual BM 
1110-—345-—290, July 29, 1961 and AFM 8807, chap. 5, July 21, 


1969.] { @ Item 338-A D 103.6/3 : 1110—345—290/ch.5 
8—500. Hospital diets [with list of references]. June 1965 [reprint 1969]. 


cover title, [253] p. il. 4° [Includes current pages from Changes 

1 and 2. Issued with perforations. Supersedes TM 8-500, Dec. 9, 

1957.) * Paper, $1.50. @ Item 32¢ 

L.C. card. 58—60344 D 101.11 : 8—-500/3/rep. 
11-2557-25. See Federal Aviation Administration, United States standard fiight 

inspection manual. 


United States Army Human Factors Research & Development 14th annual 
conference, Army Tank-Automotive Command, Warren, Mich. (Oct. 23-— 
25, 1968; with lists of references and bibliographies]. Oct. 1968 [pub- 
lished 1969]. cover title, viii+407 p. il. 4° [Sponsored by Chief of 
Research and Development Army Dept.] + @ Item 323-C 

D 101.52/6 : 968 


USAAVLABS technical report* (Army Aviation Materiel Laboratories, 
Fort Eustis, Va.) ft D 117.8/2: (nos. ) 
68-79. Optimization of JP—4 fuel emulsions and development of design concepts 

for their demulsification, final report [with list of literature cited] ; 
by J. C. Harris and E. A. Steinmetz. Nov. 1968. [1]+xiii+111+[2] 
p. il. 4° (Task 1F162203A15003, contract DAAJ02—67—C—0107.) [Pre- 
ong by Monsanto Research Corporation, Dayton Laboratory, Dayton, 


68-84. Im woved concept of elastomeric bearings for UH—1 tail rotor assembly 
Pwith list of references cited] ; by C. H. Fagan. Oct. 1968. [1] +ix+52 
+[2] p.il.4° (Task 1G162203D14414, contract DAAJ-—02-67—C-—0076. ) 
{Prepared by Bell Helicopter Company, division of Bell Aerospace 
Corporation, Fort Worth, Tex.; Bell helicopter report 572—099—008.] 

68-88. T63 regenerative engine program (extended endurance and et page ge 
testing) ; by Edward J. Privoznik. Dec. 1968. [1] +xi+-72+ [2] p 40 
(Task 16162203D14413, contract DA 44-177-AMC-293(T), EDR’ 5380, 
addendum 1.) [Prepared by Allison Division, General “Motors, Indianap- 


olis, Ind.] 
You’ll never be the same! [Army Speciai Services, brochure]. [1968.] [16] 
p. il. [Illustrations are colored.] { @ Item 325 D101.2: Y8 


ARMY MEDICAL SERVICE, Defense Dept. 
Washington, DC 20310 


Army Medical Research and Nutrition Laboratory, Fitzsimons General 
Hospital, Denver, Colo. : Laboratory report. 
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320. Computer based biomedical information system: 1, Logic foundations and 
techniques [with bibliography] ; by James C. Snyder. Oct. 1968. cover 
title, iii+50+ [26] p. il. 4° ([Project ; 34025601A822 military internal 
medicine.] Some pages are issued as leaves. ee - D 104.17 : 320 


ATOMIC ENERGY COMMISSION 
Washington, DC 20545 


AEC news release index, Jan.—Dec. 1968 ; prepared by Division of Technical 
Information Extension. Jan. 1969. [2]+14 p. 4° 7+ U.S. Atomic Energy 
Commission, Division of Public Information, Washington, DC 20545 


L.C. card 59-62302 Y 3.At 7: 44 N 47/968-2 
AEC research and development reports. Y 3.At 7: 22/(letter—nos. ) 
AEC-tr—6945. Preliminary investigations of possible influence of radiation 


on natural vegetation of uraniferous deposits of Cuyo 
region; by A. R. Leal and F. A, Roig. [Oct. 1968.] cover 
title, [1] -+44 p. il. 12 p. of plates 4° (Translation series ; 
Division of Technical Information.) [Translated from pub- 
lication of Mendoza, Argentina, 1965.] # Paper, $3.00. 
L.C. card 71—-600827 

AEC-tr-6956. Wuergassen nuclear power plant, informatory report. [Dec. 
1968.] cover title, 30 p. il. 4° (Translation series.) [Trans- 
lation of Kernkraftwerk Wuergassen, informationsschrift 
(report).] & Paper, $3.00. 
L.C. card 79—-600975 

AEC-—tr—6960. Experimental investigation of reactions between uranium 
dioxide and water under nonisothermal, quasi-isobaric condi- 
tions [with list of literature]. [Nov. 1968.] cover title, 44 
p. il. 4° (Translation so Division of Technical Infor- 
mation.) [Translation of report for Federal Ministry of 
Scientific Research Bonn, Apr. 24, 1968; Battelle Institute, 
Frankurt/Main, West Germany.] © Paper, $3.00. 
L.C. card 72—600227 

AEC—tr—7004. Motion of transit particles in system with aminimum B 
{with bibliography; edited by] Yu. V. Skosyrev, i. 
Yurcheenko. [Jan. 2, 1968.] [2]+9 p. il. 4° (Translation 
series.) [From report IAE-—1488, Institute of Atomic 
Energy imeni I. V. Kurchatov Academy of Sciences USSR.] 
® Paper, $3.00 
L.C. card 75-601048 

AEC-—tr—7007. Plasma-electron confinement region for electron-cyclotron 
resonance in magnetic trap with plugs [with list of refer- 
ences: by] B. V. Garaktionov [and others]. [1969.] [2] 
+6 p. il. 4° (Translation series.) [Translation of Russian 
report.] & Paper, $3.00. 
L.C. card 71-—601047 

AEC-tr-7008. Motion of particles in helical fields having equipotentials 
coinciding with magnetic surfaces [with bibliography ; by] 
A. P. Popryadukhin. [1969.] [2]+17 p. il. 4° (Transla- 
tion series.) [Translation of Russian report.] % Paper, 


$3.00. 
L.C. card 77—-601027 
AEC—tr-7014. Radiology, v. 8, no. 4, 1968 [articles, with bibliographies]. 


[Feb, 1969.] cover title, [1] -+a-c+238 p. il. 4° (Division 
of Technical Information.) [Translation of publication of 
Academy of Sciences, USSR.] & Paper, $3.00 

AEC-tr-7015. Investigation of mechanisms of plasma jet cutoff by transverse 
ee fields [with list of references; by] E. Ya. Gol’ts 
and A. Z. Khodzhayev. [1969.] [2]+34 p. il. 4° (Transla- 
lation ‘series. ) # Paper, $3.00. 
L.C. card 78—-601046 

AEC-tr-7016. Hot plasma production during injection of clusters “. _fast 
atoms into magnetic traps [with bibliography; by] K. B. 
Kartashevy [and others]. 1967. [2]+1- A+24 p. il. 4° 
(Translation series.) [From report IAE—1399, Institute of 
Atomic Energy imeni I. V. Kurchatov.] #Paper, $3.00. 

AEC-tr-7017. Interaction between ion flux and target plasma during charge 
exchange [with bibliography; [by] K. B. Kartashev [and 
others]. 1967. [3]+24 p. il. 4° (Translation series.) 
{From report IAE-1400, Institute of Atomic Energy imeni 
I. V. Kurchatoyv.] & Paper, $3.00. 
L.C. ecard 74—601045 

CONF-—680419. Proceedings of National topical meeting on fast reactors sys- 
tems, materials and component, Cincinnati, Ohio, Apr. 2-4, 
1968 [with lists of references]; edited by W. E. Niemuth 
and J. F. Weissenberg. [1969.] viii+471 p. il. 4° (Amer- 

ican Nuclear Society, Southwestern Ohio Section.) & Paper, 


2 
o. 


#For Sale by Clearinghouse, U.S. Department of 
Commerce, Springfield, Va. 22151 
@Sent to Depository Libraries Page 9 








5146 


5147 


5148 


5149 


5150 


5151 


5152 


5153 


5154 


5155 


5156 


5157 


5159 


5160 


GOVERNMENT PUBLICATIONS 


AEC research and development reports—Continued 


COO-1183-26. Growth characteristics of type E Clostridium botulinum O 
igh Jan 31. range 34° F to 50° F, annual oat, intB es 
1967-Jan 1968 [with list of references]. A 68. 
cover title, [3]+26+4 [18] p. il. 4° (Metal Site Re- 
search and Development, ea ias Can Company, Chi- 
cago, Ill.; [contract AT (11-1) -) Paper, $3.00. 

COO-1183-30. Growth characteristics of was E Clostr dium botulinum in 
temperature oe 34° F to 50° F, summary report, Jan. 15, 

Oct. 15, 1968. cover title, [2]+26+-[17] p. il. 4° 
(Mental Division Research and Development, Continental 
Can Company, Chicago, Ill.; [contract AT (11-1) 1183].) 
® Paper, $3.00. 

COO-1539-1. Effects of gamma radiation and chemical treatment on quality 
of stored potatoes for fresh market and processing usage ; 
prepared by Eugene V. Kwiat. Feb. 22, 1968. [1] +vi+94 
p. il. 4° (Pillsbury Company, Minneapolis, Minn.; con- 
tract AT (11—1)—1i539, finai report.) [Prepared for Division 
of Isotopes Development. ] & Paper, $3.00. 

COO-1592-25. Irradiation of fruits and vegetables, annual report, Apr. 16, 
1966—Apr. 15, 1967; [prepared by P. Markakis and others]. 
May 3, 1968. cover title, [2] +58 p. il. 4° (Department of 
Food Science, Michigan State University, East gone, 
Mich. ; [contract AT (11-1)-1592.].) Paper, $3.00. 

COO-1653-15. Effects of ionizing radiation on colloids, final report, May 1964— 
Nov. 1966 [with Genet i Nov. 1967. cover title 
ili+82 p. il. 4° ([Contract AT (29-2)—1653 ; Unidynamics 
document D67-—058].) [Prepared by Research Department, 
Unidynamics/Phoenix, division of UMC Industries, Inc., 
Phoenix, Ariz.] & Paper, $3.00. 

COO-1689-2. Radiation pasteurization of fresh meats and poultry, annual 
report, Feb. 15, 1967—Feb. 14, 1968 [with list of refer- 
or by Walter M. Urbain, and others]. cover title, 

vi+80 p. il. 4° Mar. 15, 1968. (Department of Food 
Science, Michigan State University, East Lansing, Mich. ; 
{contract AT (di_ 1)-1689].) Paper, $3.00. 

HASL-202. Determination of radon progeny in air from alpha activity of 

air eae 143 [with list of references; by] Jess W. Thomas. 
. 4° — and Safety Laboratory, New 
York, N.Y.) + aper, $3.0 

HASL-—203., Tables for determination of esens shielding requirements of 
high a eee a [with list of references ; by Keran 
O’Brien] 1968. cover title, [6]-+72 p. il. 4° (Health 
and Safety Laboratory, New York Operations Office, AEC, 
New York, N.Y.) & Paper, $3.00. 

HASL-204. Health and Safety Laboratory —- Sy Riek quarterly 
ot Bn. (Sept. 1-Dec. 1, 196 [with bibliogra- 
ang ared any cdward P. Hardy, a." Joseph Rivera. 

069, [318] p. il. 4° (Environmental Studies Divi- 
sion, he You. Operations Office.) [Includes list of recent 
publications related to radionuclide studies.] Paper, 


$3.00. 

HASL-—204, app. Health and Safety Laboratory fallout program, quarterly sum- 
mary report [Sep t. 1—-Dec. 1, 1968], appendix. Jan. 1, 1969. 
cover title, [363] p. il. 4° & Paper, $3.00. 

HN-189(Rev.). Some considerations in earthquake resistant design of nuclear 
power plants [with lists of references; by] R. A. William- 
son, Mar. 1967, revised June 1968. 11969 } [815] p. il. 4° 
(Holmes “and Narver, Inc., Los Angeles, Calif.) by 
under subcontract 2813 and supplemental agreement 1 for 
Oak Ridge National Laboratory.] & Paper, $3.00. 

IDO—12067. Calculation of organ and tissue burdens and doses resultin 
from acute exposure to radioactive aerosol using ICRP Tas 
Group report on human respiratory tract [with list of 
references] ; by P. G. Voillequé. Aug. 1968. v. <2. il. 4° 
(Health Services Laboratory, Idaho Sporanens Office [na- 
tional reactor testing station].) Paper, $3.00. 

IITRI-578P21-10. SWIMM code, stress wave propagation in elastic- -plastic-com- 
pactible media, final report on task 1 of IITRI project 
T6042, v. 4 (on blast shields) ; by John B. Eichler. Aug. 
1968. vi+103+ [86] p. 4° (Division of Reactor Develop- 
ment and Technology.) ({IIT Research Institute, Chicago, 
Ill.; master contract AT (11-1)-578, project agreement 
21, Studies of reactor containment.] Paper, $3.00. 

JILI-3655-—200. Radiation chemical reactions of olefins with methanethiol and 
with methylsilanes and of dimethylamine, final report [with 
list of references] ; prepared by B. Y. Howard, W. S. Koski. 
[1969.] cover title, [3] +92 p. il. Yje (Johnston Labora- 
tories, Inc.. Baltimore, Md.; {AEC contract AT (30-1)- 
3655].) & Paper, $3.00. 

NP-17506. Phenomenological and microscopic analisis of properties of 
even-even nuclei [with bibliographies- by] C. A. Heras, 
Ss. becasis, and H. E. Bosch. [May 1968.] xvii+421 
p. il. 4°} Paper, $3.00. 
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Performance of nuclear reactor operators; [by] Robert Bg 
Toe Dale W. Dyetngne, Vernon L. Hanson. Sept. 

[186] p. il. 4° (American Institutes for Research, Pree: 
burgh, Pa.; contract AT (30—-1)-—3288.) Paper, $3.00. 

Investigation of use of nuclear radiation in preparation of 
optical maser materials, final report, Aug. 14, 1967; |pre- 
pared by wd Sadowski, Kalman Held, James Beckerley.] 
[Apr. 15, 1968.] cover title, viii+ 99 p. il. 40 (Radioptics, 
Inc., Plainview, Long Island, N.Y.; Leontract AT (30-1)- 
3330].) Paper, $3.00. 

Generation and practical use of monoenergetic X-rays from 
alpha emittin g te ne final report [with list of references ,; 
Eee by Bach Cellers, Henry Wilson and Frederick A. 

anser]. Oct. 1968. cover title, vili+101 p. il. 4° (Pana- 
metrics, Incorporated, Waltham, Mass.; [contract AT 
6-8) OE [Prepared for Division ‘of Isotopes De- 
velopment. ] Paper, 0. 
ee Geasseen’ pes system, final report [with list 
references ; propered by Orlando Cucchiara, Philip Good- 
man ,and Roy ex]. May 1968. cover title, iv+35 il. 4° 
(Panametries, Inc., Waltham, Mass. ; [contract AT 30-1)- 
3735].) [Prepared for Division of Isotopes Development. ] 
® Paper, $ ‘ 

Competition in nuclear power supply industry, report to 
Atomie Energy Commission [and] partment of Justice ; 
prepared by Arthur D. Little, Inc. Dec. 1968 [published 
1969]. xxi+[1]+430 p. il. 4o (C-—69376; contract AT 
oo 38 “eet c [Text on p. 2 of cover]. * Paper, $4.50. 

em 1 

Nuclear 4. = i in on-stream analysis of -- and coal 
[with pipliograp ay i peered by J. R. Rhodes, P. F. Berry, 
R. D. Sieberg]. Sept. 26, 1968. cover title, iv+90 p. il. 4¢ 
(Texas Nuclear Corporation, Austin, Tex.; [contract AT-— 
(40-1)- ee Nag ry for Division of Isotopes De- 
velopment. ] Paper, 

Phy siclogical studies on  —- botulinum, type F, prog- 
ress report, Dec. 1, 1965—Nov. 30, 1966; {by Nancy 
Walls]. Jan. 1969. cover title, [10]+103 il. 4° (En- 
gineering Experiment Station, Georgia Ins tute of Tech- 
nology, Atlanta, Ga.; [contract AT—(40—1)-3347].) 
® Paper, $3.00. 

Physiological studies on Clostridium botulinum, type F, prog- 
ress report, Dec. 1, 1966—Nov. 30, 1967; [by Nancy Ww. 
Walls]. Jan. 1969. cover title, (1] +y+60 p. il. 4° (En- 
gineering Experiment Station, Georgia Institute of Tech- 
nology, Atlanta, Ga.; [contract AT—(40—-1)-—3347].) 
® Paper, $3.00. 

Physiological studies on Clostridium ee WL ag 

year summary report of progress, Mar. 
1967 ; [by Nancy W. Walls]. Jan. 1969. aE atte, (sy +48 
p. il. 4° (Engineeri ng Experiment Station, Georgia Insti- 
tute of Technology, Atlanta, Ga.; {contract AT-—(40-1)- 
3347].) {508° 15 of text printed on p. 3 of cover.) 
® Paper, $ 5 

Plowshare, industrial and scientific uses for nuclear explo- 
sives, Project Pre-Schooner, Nevada Test Site, Feb. 1964, 
final report: a motion measurements {with list of 
references - ; Ard G. Christopher, J. E, Lattery. Oct. 1968 
cover title, [ ]+iv+45 p. il. 4° (Army Engineer Nuclear 
Cratering Group, Livermore, Calif.) # Paper, $3.00. 

Potential applications of nuclear explosives in development 
and management of water resources, preliminary canvass 
of ground-water environment [with list of references cited ; 
by Arthur M. Piper]. 1968, cover title, vii+173 p. il. 4° 
(Geological Survey, Washington, D.C.) [Preliminary.] 
# Paper, $3.00. 


TID—4051 (1st ed.). Summaries of USAEC basic Trai’ program in chemistry 
(off 


TID—24317. 


TID-24332. 


site). Jan. 1969. ili+81+41 p. 4° (Division of Re- 
search.) [Indexes siete by Chemistry Section, Science 
and Lamy eB - ran — of Technical Information 
Extension.) Paper, $ 

Application of radiation- ~~ processes to Pacific 
crab and flounder, annual report, Nov. 1, 1966—Oct. 31, 1967 
{with lists of literature —_ “st |, prepared by David Miyauchi 
[and others]. Nov. 1967, i 4° (Bureau of Com- 
mercial Fisheries, ecistdactend Laboratory, Seattle, Wash. ; 
contract AT (49~-77)-2058.) [Prepared for Division of 
Isotopes Development.] © Paper, $3.00. 

Shipboard irradiator studies, final report, May 16, 1966—- 
Aug. 31, 1967 [with lists of references]; by Joseph H. 
Carver fand others]. [Dec. 1968.] [1] +-vili 434410 p. il. 
4° ([{Bureau of Commercial Fisheries, Technological Labo- 
ratory, Gloucester, Mass.; contract "AT—(49—11)—1889].) 
_ for Division of Isotopes Development.) Paper, 
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TID-24681. 


TID—24699. 


TID—24767. 
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TID~—24778. 


UWFL-91. 


UWFTL- 92. 


WAI-TR-68.2. 


WASH-1125. 


GOVERNMENT PUBLICATIONS 


research and development reports—Continued 


Chemistry of radiopasteurized seafoods, Oct. 1, 1966—Sept. 30, 
1967 [with list of references] ; prepared by L. J. Ronsivalli 
{and others]. [1969.] [1]+viii+39 p. il. 4° (Bureau of 
Commercial Fisheries, Technological Laboratory, Gloucester, 
Mass. ; [contract AT—(49—11)-—2443-—mod. 3].) [Prepared for 
Division of Isotopes Development.] & Paper, $3.00. 

Sources of tritium and its behavior upon release to environ- 
ment [with list of references]; by D. G. Jacobs. 1968. vi 
+90 p. il. [(AEC critical review series] ; Health Physics 
Division, Nuclear Safety Information Center, Oak Ridge 
National Laboratory.) & Paper, $3.00. 

L.C. card 68—67209 

Nuclear power and water desalting plants for southwest 
United States and northwest Mexico, preliminary assess- 
ment conducted by joint United States-Mexico-International 
Atomic Energy Agency study team, executive summary. 
Sept. 1968. ix+18 p. il. 2 pl. 4° [Illustrations are colored. ] 
# Paper, $3.00. 

Application of radioisotope-fueled stirling engine to circula- 
tory support systems [with list of references; prepared by 
R. B. Goranson]. June 1968. cover title, xiv-+229 p. il. 4° 
(McDonnell Douglas Corporation, Richland, Wash.; [con- 
tract AT (45-1)-2112].) & Paper, $3.00. 

Nuclear power and water desalting plants for southwest 
United States and northwest Mexico, preliminary assess- 
ment conducted by joint United States-Mexico-International 
Atomic Energy Agency study team [with list of references]. 
Sept. 1968. xvi+154+ [231] p. il. 4° Paper, $3.00. 
L.C. card 68—67260 

Irradiation preservation of freshwater fish, annual report, 
Apr. 15, 1966—Apr. 14, 1967 [with list of references] ; by 
J. T. Graikoski [and others]. [Dec. 1968.] [83] p. il. 4° 
(Division of Isotopes Development.) [Contract AT (49-11)— 
2954; Bureau of Commercial Fisheries, Ann Arbor, Mich.] 
* Paper, $3.00. 

Growth characteristics of type E Clostridium botulinum in 
temperature range of 34° F. to 50° F., annual report, 
June 29, 1962-June 28, 1963 [with list of references]. 
Aug. 15, 1963. cover title, 86 p. 4° (Metal Division Re- 
search & Development, Continental Can Company, Inc., 
Chicago, Il. ; [contract AT (11-1) 1183].) & Paper, $3.00. 

Gamma dose rates at Rongelap Atoll, 1954-63 [with list of 
references; by Edward E. Held]. May 1965. cover title, 
[3] +16 p. il. 4° (Laboratory of Radiation Biology, Uni- 
versity of Washington, Seattle, Wash.; [contract AT (45— 
1) 1385]. ) # Paper, $3.00. 

Atoll soil types in relation to distribution of fallout radio- 
nuclides [with list of literature cited: by] E. E. Held, S. P. 
Gessel, and R. B. Walker. Aug. 1965. [7]+37 p. il. 4° 
(Laboratory of Radiation Biology, University of Washing- 
ton, Seattle, Wash.; contract AT (45-1) 1385.) & Paper, 
$3.00. 

Collation and evaluation of analyses and experiments on re- 
entry behavior of PuOz microspheres [with lists of ref- 
erences]; by David W. Pyatt, Peter P. Ostrowski, Aug. 
1968. [125] p. il. 4° (Weiner Associates, Inc., Baltimore, 
Md. ; contract AT (29-2)-2518.) % Paper, $3.00. 

Progress in reactor physics, summary of present and antic- 
ipated work in reactor physics under direction of Division 
of Reactor Development and Technology, USAEC, as of 
Jan. 1969; [edited by Virgil W. Lowery and George P. 
Sakalosky]. [Jan. 1969.] cover title, [1]+iv+159 p. 4° 
(Reactor Physics Branch, Division of Reactor Development 
and Technology.) & Paper, $3.00. 


5186 Atom’s expanding role in medical world, remarks by Glenn T. Seaborg, 
Chairman, Atomic Energy Commission, at symposium on Biological im- 
plications of nuclear-age, dedicating bio-medical laboratories of Lawrence 
Radiation Laboratory, University of California, Livermore, Calif., 
Mar. 6, 1969. 1969. 22 leaves, 4° (S-6-69.) 7 Y 3.At 7: 34 Se 1-172 


5187 Fundamental nuclear energy research 1968, supplemental report to Annual 
report to Congress for 1968. Jan. 1969. xxv-+368 p. il. 4° [Edited by 
Division of Plans and Reports in cooperation with Office of Assistant 
General Manager for Reactors, Division of Biology and Medicine, and 
Division of Research.] * Paper, $4.25. @ Item 1051-I 

L.C. card 6460544 Y 3.At 7: 48/968 
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Aprit 1969 


Operational accidents and radiation exposure experience within U.S. Atomic 
Energy Commission [1943-67]. Dec. 1968 [published 1969]. v-+-53 p. il. 4° 
(Division of Operational Safety.) * Paper, 60c. @ Item 1051 
L.C. card 76-600926 ¥ 3.At 7: 2 Ac 2/3/943-67 

Present and future of U.S. nuclear supply industry, remarks by Francesco 
Costagliola, Commissioner, Atomic Energy Commission at Japan Atomic 
Industrial Forum, Inc., Tokyo, Japan, Mar. 4, 1969. 1969. 17+[4] leaves, 
il. 4° (S-7-69.) 7 Y¥ 3.At 7:34 C82 

Radiological emergency procedures for non-specialist. Jan. 1969. cover title, 
vi+35 p. il. 4° [Prepared for Interagency Committee on Radiological 
Assistance. Cut-out cards on immediate emergency procedures on p. 3-4 
of cover.] * Paper, 50c. @ Item 1051-F Y 3.At 7: 6-3 R 11/3/969 

Remarks by Glenn T. Seaborg, Chairman, Atomic Energy Commission, and 
President, Science Service at 28th annual Science Talent Search Banquet, 
Washington, D.C., Mar. 3, 1969. 1969. 3 leaves, 4° 7 

Y 3.At 7: 34 Se 1/171 

Understanding the atom (series). (Division of Technical Information. ) 

Spectroscopy [with list of suggested references; by Hal Hellman]. [1968.] cover 
—- _— p. il. f Atomic Energy Commission, P.O. Box 62, Oak Ridge, 


an 
ot 


L.C. card 68-62126 Y 3.At7:54S8p3 


AVIATION MEDICINE OFFICE, Transportation Dept. 
Washington, DC 20553 


Aviation medical reports AM (series). TD 4.210: (nos. ) 
68-3. Biomedical applications of commercial capacitance transducer [with bib- 
liography ; by] Edward Podolak, James B. Kinn, Edwin E. Westura. 

Mar. 1968. [3] +10+[1] p. il. 4° & Paper, $3.00. 

8-12. Peripheral vision cues, their effect on pilot performance during instru- 
ment landing approaches and recoveries from unusual attitudes [with 
list of references; by] A. Howard Hasbrook and Paul E. Young. May 
1968. [3] +17+[1] p.il.4° © Paper, $3.00. 


BUDGET BUREAU, Executive Office of the President 
Washington, DC 20503 


for) 


Special analysis, budget of United States, fiscal year 1970. [1969.] 278 p. il. 
* Paper, $1.50. @ Item 855-B 
L.C. card 66-60942 PrEx 2.8/5: 970 


BUSINESS AND DEFENSE SERVICES ADMINISTRATION, Commerce 
Dept., Washington, DC 20230 


Foundry equipment and supply industry. Feb. 1969. 11 p. 4° 7 Paper, 10c. 
C 41.2: F 82 

Industry trend series. 
3. Lumber & furniture manufacturing. Feb. 1969. vi+53 p. il. 4° * Paper, 60c. 


@ item 130-B C 41.90: 3 
Metals consumed in manufacturing & construction, 1965. Feb. 1969. v-+26 
p. 4° *Paper,35c. @ Item 215 C 41.2: M 56/3/965 
Microforms, growth industry. Feb. 1969. vi+-18 p. il. *Paper,30c. @ Item 
215 C 41.2: M 58/3 


Some relations of metals industry to problems of Government and trade, 
address by James M. Owens, Director, Office of Basic Materials, Business 
and Defense Services Administration, Department of Commerce, pre- 
pared for delivery before Extractive Metallurgy Division, American 
Institute of Mining, Metallurgical and Petroleum Engineers annual 
luncheon meeting, Washington, D.C., Feb. 19, 1969. [1969.] 12 p. 4° 7 

C 41.15: Ow 2/6 
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CENSUS BUREAU, Commerce Dept. 
Suitland, MD 20233 


1960 Census of population : Supplementary reports: PC (S1) (series). 
56. — he ey - of Congressional districts for 91st Congress. Oct. 14, 1968. 


4° +Paper, 10c. @ Item 154 C 3.223/12 : 960/56 
1967 census of transportation : Truck inventory and use survey, area series 
TC 67(A)-T @ Item 160-D C 3.233/2 : TC 67(A)-T (nos. ) 


54. East North Central. Feb. 1969. 31 p. il.4° + Pa om 25c. 

56. South Atlantic. Feb. 1969. 31 p. il.4° 7 Paper, 

57. East South Central. Feb. 1969. 31 p. il. 4° 7 Paper. 2 25c. 

58. West South Centra!. Feb. 1969. 31 p. il. 4° + Paper, 25c. 

59. Mountain. Feb. 1969. 31 p. il. 4° 7 Paper, 25c. 

60. Pacific. Feb. 1969. 31 p. il. 4° + Paper, 25c. 

Census tract papers, GE-40 (series). ([Geography Division.]) 

5. Papers presented at Conference on Small-Area Statistics, American Statistical 
Association, Pittsburgh, Pa., Aug. 23, 1968, and related paper. [Jan. 1969.] 
iii+61 p.il.4° * Paper, 65c. @ Item 131-C 
L.C. card A 68-7769 C 3.227/2:5 

Changes in Schedule C, Classification of country designations used in com- 
piling United States foreign trade statistics, Jan. 1, 1967 edition; ef- 
fective Jan. 1, 1969. [1969.] [2] p. 4° (Foreign Trade Division; Public 
bulletin C-2.) 7 C 3.150 : C/967/ch.2 

Current industrial reports: Metalworking machinery, summary for 1967; 

[prepared in Industry Division]. Feb. 7, 1969. [3]+10 p. 4° (Series 

M35W (67)-—5.) [Prepared in cooperation with Business and Defense 

Services Administration.] 7 Paper, 25c. @ Item 142-: 

C 3.158: M 35 W(67)-5 

—— Pulp, paper, and board. Feb. 14, 1969. [83]+17 p. 4° (Series M26A 
(67)-13.) + Paper, 15c. @ Item 142-A C 3.158 : M 26 A(67)-13 


Current population report: Series P-20, Population Characteristics. 
* Paper, $8.50 (including Series P—20, P-23, P-25, P-27, P-28 summaries, 
P-60, and P-65 for one year), $2.50 additional for foreign mailing; single 


copy, prices vary. @ Item 14-C C 3.186 : P-20/(nos.) 
177. Voter participation in Nov. 1968, advance statistics. Dec. 27, 1968. 4 p. 4° 
* Paper, 10c. 


178. Changes in average number of children ever born to women, 1960-69 (ad- 
vance data, Jan. 1969 survey). Feb. 27, 1969. 2 p. 4° * Paper, 5c. 


Current population reports: Series P-—25, Population estimates. * Paper 
$8.50 (including Series P-20, P-23, P-25, P-27, P-28 summaries, P-60, 
and P-65 for one year), $2.50 additional for foreign mailing; single copy, 
prices vary. @ Item 142-C C 3.186 : P-25/nos. ) 
409. ae ow of population of countries, July 1, 1966, report 4, Nov. 12, 1968. 

p. 4° (State and Local Population Estimates and Projections Branch, 
Population Division.) [Supersedes provisional metropolitan county esti- 
mates for July 1, 1966 in report 378.] * Paper, 10c. 

412. —sTe of population of United States to Nov. 1, 1968. Dec. 17, 1968. 2 p. 

‘aper, 5c. 

413. Estimates oF population of United States to Dec. 1, 1968. Jan. 17, 1969. 2 p. 
4° * Paper, 5c. 

415. Protections of population of metropolitan areas, 1975; [prepared by Richard 
Irwin and Signe Wetrogan]. Jan. 31, 1969. cover title, 1i1+32 p. 4° 
* Paper, 35c. 

416. Estimates of peeriaticn of United States by age, race, and sex: July 1, 1968. 
Feb. 17, 1969. [2] +18 p. il.4° * Paper, 20c 

417. Estimates of population of United States to Jen. 1, 1969. Feb. 20, 1969. 2 p. 
4° * Paper, 5c. 

418. Estimates re population of United States and components of change, 1940— 
69, with discussion of current status of national population projections 
published in Series P—25, no. 381. Mar. 14, 1969. ii+15 p. il. 4° [Re- 
places no. 398.] * Paper, 20c. 


Current population reports: Series P-28, Special censuses. * Paper, $8.50 
(including Series P-20, P-23, P-25, P-27, P-28 summaries, P-60, and 
P-65 for one year), $2.50 additional for foreign mailing; single copy, 
prices vary. @ Item 142-C C 3.186 : P-28/ (nos. ) 


Note.—Only the summaries for Series P—28 are included in the subscription. 
Censuses for individual cities and towns are sold by the Census Bureau at the 
prices indicated. 
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Apri. 1969 


1463. a por of Delaware, Sept. 20, 1967, Errata sheet. Feb. 23, 1968. 


Dp 
1480. Summary of special censuses conducted by Bureau of Census between July 1 
and Sept. 30, 1968. Feb. 20, 1969.4 p.4° * Paper, 10c. 
1481. Special census of Huntington Beach, Calif., Oct. 3, 1968. Mar. 4, 1969. 18 
p. il. 4° 7 Paper, 25c. 

Current Ravers reports: Series P-60, Consumer income. * Paper, $8.50 
(including Series P-20, P-23, P-25, P-27, P-28 summaries, P-60, and 
P-65 for one year), $2.50 additional for foreign mailing; single copy, 
— vary. @ Item 142-C C 3.186 : P-60/ (nos. ) 

. Household income in 1967 oy selected characteristics of the head. Dec. 17, 
1968.3 p.4° * Paper, 1 

Current population reports: Series P-65, consumer buying indicators. 
* Paper, $8.50 (including Series P—20, P-23, P-25, P-27, P-28 summaries, 
P-60, and P-65 for one year), $2.50 additional for foreign mailing; single 
copy, prices vary. @ Item 142-C C 3.186: P-65/ (nos. ) 
25. Recent purchases of cars, houses, and other durables and expectations to buy 

during months ahead, survey data through Jan. 1969. Mar. 11, 1969. ii+ 
18 p. il. 4° * Paper, 20c. 

Holdings of selected public-employee retirement systems, quarterly report. 
(GR series.) @ Item148-A 7; Paper, each 10c. C 3.242 : (date/nos.) 
GR 68, no. 1—June 30, 1968— 


List of materials consumption items, 1967 censuses of manufactures and 
mineral industries. [1969.] [8]+304 p. il. 4° (MC 67-6; [Industry Di- 
vision].) * Paper, $2.25. @ Item 135 
L.C. card 77-60118 C 3.24/2: M 41/2/967 


Quarterly public construction reports GC68—(series). @ Item 148-A 
C 3.215/10 : 68/ (nos. ) 
2. Construction expenditure of State and local governments, Apr.—jJune 1968. 
3 p.4° ¢ Paper, 10c 
3. Construction expenditure of State and local governments, July—Sept. 1968. 
Dec. 1968.3 p. 4° f Paper, 10c. 


Quarterly tax reports GT68—(series). 
3. Quarterly summary of State and local tax revenue, July—Sept. 1968. Dec. 
1968. 7 p. il. 4° ¢ Paper, 10c. @ Item 146-E C 3.145/6 : 968/3 
Series ISP 3, New Florencia, case study for 1970 censuses of population 
and housing. (International Statistical Training and Workshop Office.) 
Unit 4. Sampling; prepared by Margaret Gerace. Feb. 1969. cover title, iv+106 
p. il. 4° [Preliminary.]. + @ Item 146-F 

C3.205/3 : 3/unit 4/prelim. 
Supplemental courses for case studies in surveys and censuses, ISP sup- 
plemental course series. ( [International Statistical Training and Work- 
shop Office.]) [Prepared under auspices of Agency for International 

Development, Department of State.] 
2. Demography lectures [with selected list of references]. [Feb. 1969.] cover 


title, iii+48 p.4° [Formerly designated Series ISPO 1, no. 1—N.] f Paper, 
50c. @ Item 146-F 
L.C. card A68—7960 C 3.205/4:2 


CHILDREN’S BUREAU, Health, Education, and Welfare Dept. 
Washington, DC 20201 


Evaporated milk a good formula for babies: Day’s supply won’t sour. 
[1969.] [4] p. il. * Paper, $2.00 per 100; single copy, 5c. @ Item 452 
FS 17.202: B 11/4 


—— Heating after bottling. [1969.] [4] p. il. * Paper, $2.00 per 100; single 


copy, 5c. @ Item 452 FS 17.202: B 11/3 
—— Single bottle method. [1969.] [4] p. il. * Paper, $2.00 per 100; single 
copy, 5c. @ Item 452 FS 17.202: B11 


Federal grants for training of personnel for work in field of child welfare. 
1963, revised 1968. [1968.] cover title, iv-+19 p. 4° 7 
FS 17.202 : G 76/968 


@For Sale by Clearinghouse, U.S. Department of 
Commerce, Springfield, Va. 22151 
@Sent to Depository Libraries Page 15 








5241 


on 
to 
> 
ou 


5246 


Page 


GOVERNMENT PUBLICATIONS 


Food for your baby’s first year, his first food is milk. [1969.] [4] p. il. 
* Paper, $2.00 per 100; single copy, 5c. @ Item 452 FS 17.202: B 11/2 
Foods for the preschoolchild, ages 13 months to 6 years. [1969.] [2] p. il. 
* Paper, $1.25 per 100; single copy, 5c. @ Item 452 FS 17.202: C 48/2 
Some facts and figures about adolescents. 1967, reprinted 1968. [1]+9 p. 
oblong 24° ¢ FS 17.202: Ad 7 


CIVIL AERONAUTICS BOARD 
Washington, DC 20428 


Regulations of Civil Aeronautics Board, as amended to Sept. 30, 1968. Sept. 
1968 edition. [1968.] [1]+viii+[475] p. 4° [Contains all of Board’s 
regulations except pt. 241, which is issued separately. Issued in looseleaf 
form. Replaces in its entirety Nov. 1963 edition.] * Paper, $12.00 (in- 
cluding basic manual and supplementary service for an indefinite 
period) ; $3.00 additional for foreign mailing. @ Item 186 
L.C. card 64-60524 C 31.206/7 : 968 


CIVIL DEFENSE OFFICE (Army), Defense Dept. 
Washington, DC 20310 


Annual report of Office of Civil Defense, for fiscal year 1968. [1969.] vii+ 
140 p. il. ltab. * Paper, $1.00. © Item 320—-B—4 
L.C. card 6383-60641 D 119.1: 968 
Federal civil defense guide: pt. B, chap. 3, app. 1, Fiscal year 1970 program 
emphasis. Mar. 1969. 4 p. 4° [Supersedes issue of May 1968. Issued in 
looseleafform.] { @ Item 320-B-3 
D 119.8/4: pt.B/chap.3/app.1/970 
pt. B, chap. 3, app. 2. Local civil defense program papers and progress 
reports for fiscal year 1970. Apr. 1969. [2]+28 p. il. 4° [Supersedes is- 
use of Apr. 1968. Issued in looseleaf form.] + @®@ Item 320-B-3 
D119.8/4: pt.B/chap.3/app.2/970 
—— pt. F, chap. 5, app. 3, Procedures for donation of Federal surplus 
personal property. Jan. 1969. iii+30 p. 4° [Issued in looseleaf form. 
Supersedes F-5-3, dated Dec. 15, 1963, and changes 1-5.] + © Item 
320-B-3 D 119.8/4: pt. F/chap.5/app.3/969 


CIVIL RIGHTS COMMISSION 
Washington, DC 20425 





Federal role in school desegregation in selected Virginia districts, report of 
Virginia State Advisory Committee. Sept. 1968. ix+45 p. 4° 7; 
L.C. card 76-600985 CR 1.2: Sch 6/14 


CIVIL SERVICE COMMISSION 
Washington, DC 20415 


Amendment of announcement 413, mid-level positions in administrative, 
staff and technical services. Mar. 4, 1969. 1 p. oblong 12° j# 
CS 1.26: 967/413/amdt. 
Amendment to announcement 235B, radio broadcast technician. Mar. 11, 
1969. 1 p. oblong 48° (Interagency Board of U.S. Civil Service Ex- 
aminers for Washington, D.C.) 7 CS 1.26: 960/235B/rev./amdat. 
Amendment to announcement WA-02-6 (local) [fireman, District of Co- 
lumbia Fire Department]. Jan. 28, 1969. 1 p. oblong 48° (Interagency 
Board of U.S. Civil Service Examiners for Washington, D.C.) 7 
CS 1.26/4 : 966/W A-02-6/amdt.—4 
Amendment to announcement WA-7-01 (local), changes in maintenance 
and service worker and worker trainee announcement. Feb. 18, 1969. 1 p. 
24° (Interagency Board of U.S. Civil Service Examiners for Wash- 
ington, D.C.) Ff CS 1.26/4 : 967/W A-7-01/rev.—4/amdat. 
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Amendment to announcement WA-7-13 (local) change in announcement 
for messenger, GS-2. Jan. 28, 1969. 1 p. oblong 48° (Interagency Board 
of U.S. Civil Service Examiners for Washington, D.C.) 7 

CS 1.26/4 : 967/W A-7-13/amdt.-2 

Amendment to announcement WA--7-41, Agricultural commodity grader 
(meat), Grade GS-5. Feb. 18, 1969. 1 p. 4° (Interagency Board of U.S. 
Service Examiners for Washington, D.C.) 7 

CS 1.26/4 : 967/W A-7-41/amat. 


Announcing examination for senior level positions in administration, tech- 
nical services, staff services, management, professional services, grades 
GS 13-15, announcement 408. Revised Apr. 1969. [1969.] [8] p. narrow 
8° + @ Item 292 CS 1.26 : 967/408/rev. 


Best bets for returning veterans in Washington, D.C. area, Mar.—May, 
1969. [1969.] [8] p. narrow 8° (Interagency Board of U.S. Civil Serv- 
ice Examiners for Washington, D.C., 1900 E Street NW., Washing- 
ton.) 7 CS 1.2: V 64/8/969 


Current Federal civil service announcements, AN-2279, issue 188, Mar.— 
Apr. 1969. [1969.] [2] p. f° folded into narrow 8° size. + @ Item 292 
CS 1.28 : 2279/188 


Current Federal examination announcements, AN 2279, supp. A to issue 
188, Mar.—Apr. 1969. [1969.] 1 p. oblong48 7 
CS 1.28 : 2279/188/supp.A 


Current local announcements covering Washington, D.C., metropolitan 
area, AN 2602-WA, issue 5, Mar.—Apr. 1969. [1969.] [2] p. iL f°, folded 
into oblong 8° size. (Interagency Board of U.S. Civil Service Examiners 
for Washington, D.C.) 7 CS 1.28 : 2602-WA/5 


Discontinuance notice to announcement 323B, Medical technologist with 
Veterans Administration, grades GS-5/11. Feb. 18, 1969. 1 p. oblong 
48° f CS 1.26 : 964/323B/rev.—2/notice-3 


Discontinuance notice to announcement 350B, Mineral specialist, GS-5 and 
GS-7. Feb. 18, 1969. 1 p. oblong 48° (Interagency Board of U.S. Civil 
Service Examiners for Washington, D.C.) + 

CS 1.26 : 965/350B /notice 


Discontinuance notice to announcement WA-6-08 (local), stenographer 
[and] typist. Mar. 10, 1969. 1 p. oblong 48° (Interagency Board of U.S. 
Civil Service Examiners for Washington, D.C.) 7 

GS 1.26/4: 966/W A-6-08/rev./notice 


Federal office assistant examination: Stenographer, typist, clerk and office 
machine operator, what it is, and how it is given; [by Elizabeth D. John- 
son]. 1969. cover title, [8]+60 p. il. 4° (AN 2400 R3.) [Booklet pre- 
pared in Personnel Measurement Research and Development Center, 
Standards Division, Bureau of Policies and Standards.] * Paper, 60c. 
@ Item 292 CS 1.28: 2400/4 


Key step, program to combat problem drinking among employees. Jan. 1969. 
(2]+29 p. (Bureau of Retirement, Insurance, and Occupational Health. ) 
{Text on p. 2 of cover. Includes some sources of educational materials. ] 
* Paper, 25c. @ Item 295 CS 1.2: D 83/2 

Local and regional civil service announcements offering best job oppor- 
tunities, AN 2280 [issue 135], Jan._Feb. 1969. [1969.] [2] p. oblong f°, 
folded into narrow 8° size. + @ Item 292 CS 1.28 : 2280/135 

Local and regional civil service announcements offering best job oppor- 
tunities, AN 2280 [issue 136], Mar.—Apr. 1969. [1969.] [2] p. oblong f°, 
folded into narrow 8° size. ~+{ @ Item 292 CS 1.28 : 2280/136 

Opportunities as veterinary medical officer in Federal service, GS-9 through 
GS-15, WAH-907. Mar. 4, 1969. 4 p. 4° [No written test. Applications 
accepted until further notice.] + @ Item 292 

be CS 1.26/4: 969/WAH-907 


#For Sale by Clearinghouse, U.S. Department of 
Commerce, ada Va. 22151 


@Sent to Depository Libraries Page 17 
337-648—69—No. 891-3 





GOVERNMENT PUBLICATIONS 


5265 Opportunities in printing positions, positions are in many Federal agencies 
in Washington, D.C. metropolitn area, apply to Interagency Board of 

U.S. Civil Service Examiners for Washington, D.C. 1900 E St. NW, 
Washington, D.C. 20415, announcement WAW-906 (local). Mar. 4, 1969. 

4p. 4° [Open until further notice; no written test.] {~ @ Item 292 

CS 1.26/4 : 969/W A W-906 


Pamphlets. @ Item 299 CS 1.48 : (nos.) 


5266 66. Civil service and the nation’s progress, Jan. 1969. 8 p. narrow 8° 

5267 SM-68-2. Annual report of Federal civilian employment in United States by 52. 
geographic area (Dec. 31, 1967). [1969.] [1] +i+182 p. 4° (Bureau tae 
of Manpower Information Systems, Manpower Statistics Division.) 
* Paper, $1.50. 

5268 T-6. Studies and reports relating to training and education, fy 1968. 
{6]+i+105 p. 4° (Analysis and Evaluation Division, Bureau of 
Training.) + 

5269 T-7. Employee training in Federal service fiscal year 1968. Feb. 1969 
[4] +iii+60 p. il. 4° (Analysis and Evaluation Division, Bureau 
of Training.) * Paper, 65c. 

5270 T-T7A., Statistical annex to employee training in Federal service, fiscal year 


* Paper, $2.75. 


5271 Places where civil service examinations are held, AN 2300, Apr. 1968. 
[1968.] [2] p. 4° [Supersedes all earlier editions.] + CS 1.28: 2300/29 


5272 [Professional careers for] educators, librarians; Education specialist and 
education services officer, Job Corps teacher and guidance counselor, 
program specialist and advisor (education), public health educator, 
librarian, apply to Interagency Board of U.S. Civil Service Examiners for 3 
Washington, D.C. [1900 E Street NW., Washington, D.C. 20415], an- 
nouncement WAS 908. Mar. 11, 1969. [1]+5 p. 4° [No written test; no 
closing date.] { @ Item 292 CS 1.26/4 : 969/WAS-908 


5273 Stenographers and typists, GS-1 to GS-5, come to Washington, D.C., an- 
nouncement WAO-901. Mar. 11, 1969. 6 p. 4° (Interagency Board of 


U.S. Civil Service Examiners for Washington, D.C.) [Applications con- ne 
tinuously accepted.] + @ Item 292 CS 1.26/4 : 969/WAO-901 


5274 Stenographers and typists GS 1—5, metropolitan area, supplement to an- 
nouncement WAO-901. Mar. 11, 1969. 2 p. 4° folded into oblong 48° 
+ @ Item 507 CS 1.26/4 : 969/WAO-901/supp. 


COAST AND GEODETIC SURVEY, Commerce Dept. 
Washington, DC 20230 


5275 3d supplement to United States coast pilot 2, Atlantic Coast, Cape Cod to 
Sandy Hook, 7th (Sept. 24, 1966) edition; Jan. 4, 1969. [1969.] 23 p. 4° 
[Changes reported to C&GS from date of edition through Notice to 
mariners 1 of Jan. 4,1969.] + @ Item 203 
L.C. card 54-61674 C 4.6/1 : 2/7/supp.3 


5276 4th supplement to United States coast pilot 1, Atlantic Coast, Eastport to 
Cape Cod, 7th (Apr. 3, 1965) edition; Jan. 4, 1969. [1969.] 18+-[2] p. 4° 
[Changes reported to C&GS from Apr. 3, 1965 through Notice to mariners 
1 Jan. 4,1969.] + @ Item 203 
L.C. card 51-60958. C 4.6/1 : 1/7/supp.4 


5277 7th supplement to United States coast pilot 8, Pacific Coast, Alaska, Dixon 
Entrance to Cape Spencer, 11th (Jan. 6, 1962) edition; Jan. 4, 1969. 
[1969.] 22 p. 4° [Changes reported to C&GS from dates of edition 
through Notice to mariners 1, Jan. 4,1969.] + @ Item 201 
L.C. card 62-61612 C 4.7/2: 8/11/supp.7 528 


5278 4th supplement to United States coast pilot 9, Pacific and Arctic Coasts, 
Alaska, Cape Spencer to Beaufort Sea, 7th (Oct. 3, 1964) edition; Jan. 4, 
1969. [1969.] 16 p. il. 4° [Changes reported to C&GS from date of edi- 
tion through Notice to mariners 1 of Jan. 4, 1969.] + @ Item 202 
C 4.7/3 : 9/7/supp.4 


*For Sale by Superintendent of Documents 
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Aprit 1969 


2d supplement to United States coast pilot 5, Atlantic Coast, Gulf of Mex- 
ico, Puerto Rico, and Virgin Islands, 6th (Apr. 29, 1967) edition; Jan. 4, 
1969. [1969.] 34+[2] p. 4° [Changes reported to C&GS from date of 
edition through Notice to mariners 1 of Jan. 4, 1969.] + @ Item 204 
L.C. card 50—-60257 C 4.6/4 : 5/6/supp.2 


COAST GUARD, Transportation Dept. 
Washington, DC 20591 


Light list: v. 1, Atlantic Coast of United States from St. Croix River, 
Maine, to Little River, S.C., 1st, 3d, and 5th Coast Guard districts, 
Dec. 28, 1968 (including N.M. no. 52 of 1968). 1969. xxv-+517+ [4] p. il. 4 
pl. 4° [Publication contains list of lights, fog signals, buoys, daybeacons, 
lightships, radiobeacons, and loran stations. Plates are colored. Map on 
page 2 of cover.] * Paper, $4.25. @ Item 936 
L.C. ecard 67-9518 TD 5.9: v.1/969 


—y. 3, Pacific Coast and Pacific Islands, 11th, 12th, 13th, 14th, and 
17th Coast Guard districts, Dec. 14, 1968 (including N.M. no. 50 of 
1968). 1969. xxv+307+ [4] p. il. 4° (CG—162.) [Publication contains 
list of lights, fog signals, buoys, daybeacons, lightships, radiobeacons, 
and loran stations. Some illustrations are colored. Map on p. 2 of cover.] 


* Paper, $2.75. @ Item 940 
L.C. ecard 14-80372 TD 5.9: v.38/969 


——y. 4, Great Lakes, United States and Canada, 9th Coast Guard dis- 
trict, corrected to Mar. 1, 1969. 1969. xx+215+-[4] p. il. 4° (CG—159.) 
[Publication contains list of lights, fog signals, buoys, daybeacons, light- 
ships, and radiobeacons. Illustrations are colored. Map on p. 2 of cover.] 
* Paper, $2.00. @ Item 937 
L.C. card 12-29082 TD 5.9: v.4/969 


——-y. 5, Mississippi River system of United States, 2d Coast Guard dis- 
trist; corrected to Jan. 1, 1969. 1969. xvii+300+ [4] p. il. 4° (CG —161.) 
{Publication contains list of lights, fog signals, buoys and daybeacons. 
Some illustrations are colored. An Insert, Navigational aids in United 
States waters, 4 p. il. issued also, and attached to inside of back cover.] 
* Paper, $2.75. @ Item 939 

TD 5.9: v.5/969 


— 


S. Coast Guard Auxiliary, a volunteer non-military organization, a proud 
tradition, a worthy mission, saving lives. Add a new dimension to your 
boating activities. [1968.] [1]+14+ [2] p. il. oblong 48° ([AUX-201 
(S-68).]) + @ Item 934 TD 5.2: Sa 9/968 


COMMERCE DEPARTMENT 
Washington, DC 20230 


NoTe.——Requests to the Commerce Department for publications should give the 
full title and the date of the publication. Do not include Monthly Catalog entry 
numbers or Superintendent of Documents classification numbers, which should be 
be used only when ordering from the Superintendent of Documents. 


Guidelines for monetary policy, address by John B. Henderson, Deputy 
Assistant Secretary of Commerce for Economic Affairs, prepared for 
delivery before National Industrial Conference Board’s Financial Con- 
ference, Feb. 21, 1969, New York, N.Y. 1969. 11 p. 4° 7 C 1.18: H 38 


National Marketing Advisory Committee, new relationship, report to Sec- 
retary of Commerce, on background, programs, and accomplishments of 
National Marketing Advisory Committee, including summary proceed- 
ings of 3d National Marketing Conference, Oct. 29 and 30, 1968. [1969.] 
28 p. il. 4° [Texton p.2-3o0fcover.] + @ Item 128 
L.C. card 73—600952 C 1.2: M 34/2/968 
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GOVERNMENT PUBLICATIONS 


Overseas business reports OBR (series). [Issued irregularly.] * Paper, 
$16.00 a yr., $5.00 additional for foreign mailing; single copy, 15c. (1-38 
yr. subs.). @ Item 231-B C 1.50: (nos.) 


68-107. Foreign trade regulations of Ceylon; prepared by Jackson B. Hearn. 
Dec. 1968. 9 p. 4° (Bureau of International Commerce. ) [Issued with 
perforations. Supersedes OBR 67-95.] 

68-108. Foreign trade regulations of Belgium—Luxembourg ; prepared by Robert 
H. Walker. Dec. 1968. 12 p. 4° (Bureau of International Commerce.) 
[Issued with perforations. Custos OBR 64-26. 

68-114. Basic data on economy of Dominican Republic [with bibliography] ; pre- 
pared by Robert H. Bateman. Dec. 1968. 20 p. il. 4° (Bureau of Inter- 
pion Commerce.) [Issued with perforations. Supersedes OBR 
64-80. ] 

69-2. United States foreign trade, annual, 1962-68 ; [prepared in International 
Trade Analysis Division, Bureau of International Commerce]. [Issued 
with perforations.] 

69-3. Basic data on economy of Switzerland [with bibitoeraphy} preee 
by Gail Van Keulen & Don McDonough. Feb. 1969. 14 p. (Bu- 
reau of International Commerce.) [Issued with ean Super- 
sedes OBR 66—42.] 

69-4. Establishing business in New Zealand i= bibliography] ; prepared 
by John N. Randolph, jr. Mar. 1969. 4° (Bureau of Interna- 
tional Commerce.) [Issued with B.-A Senelabbes OBR 63-131.] 


Remarks by Don D. Cadle, Acting Director of Office of Foreign Direct In- 
vestments, Department of Commerce, prepared for Financial Conditions 
Conference of National Industrial Conference Board, New York City, 
Feb. 20, 1969. 1969. 7 p. 4° 7 C1.18: C11 


World weather program, plan for fiscal year 1970. Mar. 1, 1969. vi+-26 p. il. 
4° [Prepared in cooperation with Defense Dept., Interior Dept., State 
Dept., Transportation Dept., Atomic Energy Commission, National 
Aeronautics and Space Administration and National Science Founda- 
tion.] * Paper, 45c. @ Item 128 C 1.2: W 89/970 


COMMERCIAL FISHERIES BUREAU, Interior Dept. 
Washington, DC 20240 


C.F.S. (series.) ~ @ Item 610-A I 49.8/2 : (nos. ) 


4654. South Carolina landings, 1967, annual summary. [Dec. 1968.] 4 p. il. 4° 
[Prepared in cooperation with South Carolina Wildlife Resources Depart- 
ment, Division of Commercial Fisheries, Charleston, S.C. 
4682. Maryland landings, 1967, annual summary. [Feb. 1969.] 11 p. il. 4° 
repared in cooperation with Maryland Department of Chesapeake Bay 
Affairs, Annapolis; Natural Resources Institute, Solomons; Potomac 
River Fisheries Commission, Colonial Beach, Va.] 


Circulars. @ Item 609 I 49.4: (nos. ) 


258. Monthly mean charts sea surface temperature North Pacific Ocean 1949- 
62 [with list of a cited] ; by L. E. Eber, J. F. T. Saur, and O. E. 
Sette. June 1968. vi £68) 1 My 7 eblong f° (Ocean Research 
Laboratory, Stanford, alif, * Paper, $7.7 

298. Research facilities of Raliobiologica Laboratory, Bureau of Commercial 
Fisheries, Beaufort, N.C. Dec. 1968. iii4+-17 p. il. 4° 

299. Doe Ba er on marine mammals; by Ethel I. Todd. Dec. 1968. 

p. 4° 

L.C. card 70-601166 

306. Bureau of Commercial Fisheries Biological Laboratory, Honolulu, Hawaii. 
Dec. 1968. [8] p. il. narrow 8° + 


Fishery leaflet. 


625. United States tariffs on selected items of commercial fishing gear; by Jurate 
Micuta. Feb. 1969. [1]+11 p. 4° jtcevanen of hates ‘Trade and 
Economic Service.]) + @ Item 611-1 49.28 : 625 


Special scientific report: Fisheries (series). t @ Item 614-B 

I 49.15/2 : (nos. ) 
564. Description and evaluation of methods for determining incident solar radia- 
tion, submarine daylight, chlorhpyll a, and primary production used by 
Scripps Tuna Oceanography Research Program in eastern tropical Pacific 
{with list of literature cited] ; by Robert W. Holmes. Dec. 1968. [1] +1Hii 
+381 p. il. 4° [Contribution from Scripps Institution of Oceanography, 

University of California, Sean Diego, La Jolla, Calif. ] 
573. Page’. chemical and biological oceanography of entrance to Gulf of 
alifornia, spring of 1960 [with list of literature cited] by eg tee Cc, 
Griffiths. Dec. 1968. iii+47 p. il. 4° [Contribution from Scripps Institu- 
tion of Oceanography, University of California, San Diego, La Jolla, Calif. ] 
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575. Length relations of some marine fishes from coastal Georgia; by Sherrell C. 
Jorgenson and Grant L. Miller. Nov. 1968. iii+16 p. 4° (Contribution 93, 
Bureau of Commercial Fisheries Biological Laboratory, Brunswick, Ga.) 

577. Relation of scale characteristics to river of origin in 4 stocks of chinook 
salmon (Oncorhynchus tshawytscha) in Alaska Wy list of literature 
cited] ; by Richard G. Rowland. Jan. 1969. 1ii+-5 p. il. 

579. List of marine mammals of world [with esregaa : 2 “oy Dale W. Rice and 
Victor B. Scheffer. Dec. 1968. iii--16 p. 4 

580. Maturity and spawning of skipjack tuna, (Katsuwonus palamis) in Atlantic 
Ocean, with comments on nematode infestation of ovaries [with list of 
literature cited]; by David C. Simmons. Jan. 1969. [1]+17 p. il. 4° 
[Contribution 83, Bureau of Commercial Fisheries Tropical Atlantic Biolog- 
ical Laboratory, Miami, Fla.] 


CONGRESS 


Congressional serial set 


NotTe.—During each session of Congress the House and Senate documents and 
reports are accumulated into bound volumes comprising the Congressional serial 
set. No catalog entry is made for the volumes of the Serial set since the documents 
and reports contained therein have been previously listed in the Monthly catalog. 

The following bound volumes were sent to depository libraries during the period 
of this catalog: 


House documents: 


No. 319, 90th Cong., 2d sess., Use and control of waters of interstate and inter- 
national streams [Serial 12808-8]. @ Item 995-G 

No. 398, 90th Cong., 2d sess., Federal educational policies, programs and pro- 
posals, pts. 1-3 [Serial 12808-4]. @ Item 995-G 

No. 88, 91st Cong., Ist sess., Disabled American veterans, 1968 [Serial 12851-1]. 
@ Item 995-J 

No. 39, 91st Cong., 1st sess., 16th National Convention, 1968, Veterans of World 
War I [Serial 12851-2]. @ Item 995-Q 


House reports: 


No. 3, 91st Cong., Ist sess., 18th annual report Joint Committee on Defense pro- 
duction [Serial 12839-1]. @ Item 1007-A 

No. 28, 91st Cong., 1st sess., Job evaluation and ranking in Federal government 
[Serial 12839-3]. @ Item 1007-A 


Senate document: 


No. 6, 91st Cong., Ist sess., Report of the Secretary of the Senate, July 1—Dec. 31, 
1968 [Serial 12843]. @ Item 995-M 


Senate reports: 


Nos. 940-1183, with exceptions, 89th Cong., 2d sess., Senate miscellaneous reports 
on public bills I [Serial 12710-1]. @ Item 1007—A 


ECONOMIC JOINT COMMITTEE 
Washington, DC 20510 


Economics of military procurement, hearings before Subcommittee on 
Economy in Government, 9th Congress, 2d session. 
Y 4.Ec 7: P 94/15/pt.2 


pt. 2. Testimony of H. G. Rickover, Navy (Nov. 14, 1968. 1968. viii+244 p. il. 
* Paper, $1.00. @ Item 1000 


HOUSE OF REPRESENTATIVES 
Washington, DC 20515 


Civil service classification and salary laws, v. 2 [Apr. 7, 1961-Oct. 21, 
1968]; compiled by Gilman G. Udell, superintendent, Document Room, 
House of Representatives, 87th-90th Congress. 1968. vi+335 p. * Paper, 
$1.25. @ Item 998 
L.C. card 46—-27648 Y¥ 1.2: Sa 3/2/968 


Journal of House of Representatives, 90th Congress, 2d session, begun and 
held at city of Washington, Jan. 15-[Oct. 14], 1968. 1968. [1]+1775 p. 
4° { @ Item 1030 XJH : 90-2 
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House documents 


Notre.—-All House documents, entries for which are followed by a 7, may be 
obtained from the House Document Room or from the issuing office. 


House documents, 90th Congress. 

214, pt. 2. Annual report of chief of engineers, Army, on civil works activities 
{pertaining to rivers and harbors, flood control, beach erosion control, and 
related purposes], fiscal year 1967: v. 2 [Specific project data]. 1967. 
iii+1779 p. il. *(Available in departmental edition, $6.25, D 103.1: 
967/v. 2, and sent to depositories in that form. See Entry no. 5568.) 

232. Minerals yearbook 1967: v. 3, Area reports, domestic; prepared by staff of 
Bureau of Mines. [1968.] viii+892 p. il. *(Available in departmental 
edition, Cloth, $5.25, I 28.37: 967/v. 3, and sent to depositories in that 
form. See Entry no. 5952.) 

239. Science for better living [yearbook of agriculture 1968 ; Jack Hayes, editor]. 
[1968.] xlvi+386 p. il. [Illustrated lining papers attached to front and 
back covers. Some illustrations are colored. Yearbook is made up of signed 
articles.] *(Available in departmental edition, Cloth $3.00, A 1.10: 968 
and sent to depositories in that form. See Entry no. 5065.) 

396. pt. 2. 17th semiannual report to Congress, Jan. 1—June 30, 1967. [1968.] 
xv+ 262 p. il. [Text on p. 2 of cover.| * (Available in departmental edi- 
tion, $1.50, NAS 1.1: 967, and sent to depositories in that form, See 
Entry no. 6027.) 

401. Examination of financial statements, Federal Housing Administration, fiscal 
year 1967, letter from Comptroller General of United States, transmitting 
report ; Nov. 29, 1968, 1969. vi+37 p. 4° + @ Item 996 

House documents, 91st Congress. 

6. Commissioner of Internal Revenue, 1968 annual report, fiscal year 1968 [with 
statistical tables]. [1969.] [6]+128 p. il. 1 pl. 4° (Publication 55.) 
* (Available in departmental edition, $1.50, T 22.1: 968, and sent to deposi- 
tory libraries in that form. See Entry no. 5766.) 

10. 40th annual report of work and operations of Gorgas Memorial Laboratory, 
fiscal year 1968 [and financial statements, fiscal year 1968], letter from 
President, Gorgas Memorial Institute of Tropical and Preventive Medicine, 
sae transmitting annual report; Jan. 14, 1969. 1969. v+-36 p. + @ Item 
99 


34. Building the American city, report of National Commission on Urban Prob- 
lems to Congress and the President of United States. [1969.] xi+504 p. 
il. 15 pl. 4° [Includes list of other Commission publications.] * Paper, 
$4.50. (To be sent to depository libraries in Serial set binding.) 
L.C. eard 76—601162 

35. Studies concerning reform of Internal revenue code. Jan. 7, 1969. 2 p. 7 
@ Item 996 

36. Report on salaries of certain officers and employees of organizations funded 
under Economic opportunity act, message from President of United States, 
transmitting report prepared by Director of Office of Economic Opportunity 
containing information on salaries of certain officers and employees of or- 
ganizations funded under Economic opportunity act; Jan. 7, 1969. 1969. 
[9]-+309+ [29] p.4° + @ Item 996 

37. Report relating to trade and other transactions involving Southern Rhodesia, 
communication from President of United States transmitting report, in- 
cluding copy of Executive order 11419 and United Nations Security Council 
resolution 253. Jan. 8,1969.6p. t+ @ Item 996 

38. 48th national report, Disabled American Veterans, 1968 [national convention, 
Philadelphia, Pa., Aug. 18-23, 1968] ; Jan. 8, 1969. 1969. viii+344 p. 2 p. 
of por. + (Tobe sent to depository libraries in Serial set binding.) 
L.C, card 21-16790 

39. Proceedings of 16th national convention of Veterans of World War I of United 
States, Inc., New Orleans, La., Sept. 23-25, 1968; Jan. 8, 1969. 1969. ix 
+181 p. 2 p. of por. f (To be sent to depository libraries in Serial set 
binding.) 
L.C. card 64—60773 

41. Reports of 4 river basin commissions, message from President of United States 
transmitting 1st annual reports of commissions established under Water 
resources planning act of 1965; Jan. 13, 1969. 1969. v+180 p. il. map, 4° 
[Commissions established are Pacific Northwest River Basins Commission, 
Souris-Red-Rainy River Basins Commission, Great Lakes Basin Commission, 
and New England River Basins Commission.] + @ Item 996 

42. Our Nation and the sea, plan for national action, report of Commission on 
Marine Science, Engineering and Resources. Jan. 1969. xii+305 p. il. 4° 
*(Available in departmental edition, $2.75, Pr 36.8: M33/Se 1, and sent 
to depository libraries in that form. See Entry no. 6164.) 

54. 19th semiannual report to Congress, Jan. 1—June 30, 1968. [1969.] xv+238 
p. il. [Text on p. 2 of cover.] *(Available in departmental edition, $1.25, 
NAS 1.1: 968, and sent to depositories in that form. See Entry no. 6028.) 

57. 2d annual report, operation of medicare program, letter from Secretary of 
Health, Education, and Welfare transmitting report; Jan. 20, 1969. 1969. 
vii+121p.il. ¢ @ Item 996 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
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Aprit 1969 


59. Annual report of Appalachian Regional Commission for fiscal year 1968, mes- 
sage from President of United States transmitting report; Jan. 23, 1969. 
1969. [3]+vi+153 p.il. + @ Item 996 
L.C. card 66—61155 

61. 6th annual report on Communications satellite act of 1962, message from 
President of United States transmitting report on activities and accomplish- 
ments ; Jan. 23, 1969. 1969. v+13p.2pl.map. * @ Item 996 
L.C. card 64—60701 

63. 1st annual report on national housing goals, mesSage from President of United 
States transmitting annual report on national housing goals, pursuant to 
provisions of Housing and urban development act of 1968; Jan. 23, 1969. 
1969. vii+101Lp. + @ Item 996 
L.C. card 76—601032 

65. Budget amendment for fiscal year 1970. Jan. 23, 1969.2 p. + @ Item 996 

69. Audit of certain banks of Farm Credit System, fiscal year 1968, letter from 
Comptroller General of United States, transmitting audit; Jan. 29, 1969. 
1969. vi+40p. + @ Item 996 

70. Extending reorganization authority, message from President of United States 
urging enactment of legislation to extend for at least 2 years the Presi- 
dent’s authority to transmit reorganization plans. Jan. 30, 1969. 2 p. 
@ Item 996 

73. Examination of financial statements of Federal Prison Industries, Inc., fiscal 
year 1968, letter from og ae ed General of United States transmitting 
report ; Feb. 17, 1969. 1969. iv+23 p.4° + @ Item 996 

82. Audit of Federal Savings and Loan Insurance Corporation, year ended Dec. 31, 
1967, letter from Comptroller General transmitting audit; Feb. 26, 1969. 
1969. vi+33 p.4° + @ Item 996 


House reports 


Nore.—For titles of bills which these reports accompany, see Congressional 
record index. 


House reports on public bills, 90th Congress. + House Document Room, 
Capitol. @ Item 1008—-A 
1985. Final report of Select Committee on Small Business, 90th Congress, pur- 
suant to H. Res. 53; Dec. 31, 1968. 1968. xili-+ 224 p. 
L.C. ecard 57-61050 


House reports on public bills, 91st Congress. + House Document Room, 
Capitol. (Nos. 28 and 33 are sold by Superintendent of Documents.) 
@ Item 1008-A 


4. Authorizing payment of compensation for certain committee employees. 
Report from Committee on House Administration to accompany H. Res. 96. 
Jan. 16, 1969. 1 p. 

5. Authorizing Committee on Interior and Insular Affairs to make investiga- 
tions into any matter within its jurisdiction, and for other purposes. 
Report from Committee on Rules to accompany H. Res. 21. Jan, 23, 1969. 
1 


p. 

6. Authorizing Committee on Veterans’ Affairs to conduct investigation and 
study with respect to certain matters within its jurisdiction. Report from 
Committee on Rules to accompany H. Res. 47. Jan. 23, 1969. 1 1 

Creating select committee to conduct studies and investigations of problems 
of small business. — from Committee on Rules to accompany H. Res. 
66. Jan. 23, 1969. 

8. Authorizing tameabee on District of Columbia to conduct investigation and 
study of organization, management, operation, and administration of de- 
partment and agencies of Government of District of Columbia. Report from 
Committee on Rules to accompany H. Res. 76. Jan. 23, 1969 

9. Authorizing Committee to Judiciary to conduct studies and investigations 
relating to certain matters within its jurisdiction. Report from Committee 
on Rules to accompany H. Res. 93. Jan. 23, 1969. 2 p. 

19. Authorizing Committee on Armed Services to conduct full and complete 
investigation and study of all matters relating to procurement by De- 
partment of Defense, personnel of such Department, laws administered 
by such Department, use of funds by such Department, and scientific 
research in support of Armed services. Report from Committee on Rules 
to accompany H. Res. 105. Jan. 23, 1969. 1 p 

11. Authorizing Committee on Interstate and Foreign Commerce to make studies 
and investigations within its jurisdiction. _ from Committee on 
Rules to accompany H. Res. 116. Jan. 23, 1969. 1 p. 


12. Protection of disability evaluation in effect for 20 or more years. Report 
from Committee on Veterans’ Affairs to accompany H.R. 4622. Feb. 4, 1969. 
4p. 

18. Concurrent jurisdiction (United States and State of Montana) at Fort Har- 


rison, Mont. Report from Committee on Veterans’ Affairs to accompany 
H.R, 3689. Feb. 4, 1969. 3 p. 

14. ‘Technical corrections in title 38 United States Code. Report from Com- 
mittee on Veterans’ Affairs to accompany H.R. 684. Feb. 4, 1969. 28 p. 


#For Sale by Clearinghouse, U.S. Department of 
Commerce, Springfield, Va. 22151 
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House reports on public bills, 91st Congress—Continued 


5. Amending rules of House of Representatives to change name of Committee 
on Un-American Activities, and for other purposes. Report from Com- 
mittee on Rules to accompany H. Res. 89. Feb. 5, 1969. 1 p. 

5357 16. Providing grade of general for Assistant Commandant of Marine Corps. Re- 

port o7 Committee on Armed Services to accompany H.R. 3832. Feb. 6, 
a4 

5258 25. Measuring hamlet security in Vietnam. Report of special study mission by 

John V. Tunney (California) of Committee on Foreign Affairs pursuant 
to provisions of H. Res. 179, 90th Congress. 1969. vii+11 p. 1 pl. 

5359 28. Report on job evaluation and ranking in Federal Government, Subcommittee 

on Position Classification. Report from Committee on Post Office and 

Civil Service ; Feb. 27, 1969. 1969. xv-+-467 p. il. * Paper, $2.00. (To be 

sent to depository libraries in Serial set binding. ) 


eo 
un 
ms) 
» 


5360 33. Aireraft piracy. Preliminary report of Commifiee = Interstate and For- 
eign Commerce; Mar. 11, 1969. 1969. iii+28 p. * Paper, 20c. 
5361 75. 1966-68 survey of water pollution control and cteteananit at Federal instal- 


lations. 1st report by Committee on Government Operations; Mar. 12, 
1969. 1969. vi+159 p 


5362 78. Disposal of rights in Fndian tribal lands without tribal consent. 3d report 
by Committee on Government operations; Mar. 13, 1969. 1969. iii+50 p. 
5363 108. Deceptive programing practices, staging of marihuana broadcast, Pot party 


at a university, report of Special Subcommittee on Investigations (pur- 
suant to sec. 136 of Legislative reorganization act of 1946, Public law 601, 
79th Congress, and House resolution 116, 91st Congress) ; Mar. 20, 1969. 
1969. v+47 p. il. 


Appropriations Committee, House 
Washington, DC 20515 


5364 Budget for 1970, hearings, 91st Congress, 1st session. 1969. ii+110 p. il. + 


@ Item 1011 
L.C. card 73-600778 Y 4.Ap 6/1: B 85/970 
Armed Services Committee, House 
Washington, DC 20515 
[Papers], 91st Congress. @ Item 1012 Y 4.Ar 5/2 a: 969-70/ (nos. ) 


NotTe.—These papers consist largely of hearings. They are paged continuously for 
binding at the end of session of Congress under title ‘““Hearings before Committee on 
Armed Services of the House of Representatives on sundry legislation affecting the 
naval and military establishments.” Title page, contents, and index are issued for 
each volume. 

5365 a. Orpen te meeting of House Committee on Armed Services, 91st Congress. 

p 

5366 5. Status of naval oe. report by Seapower Subcommittee, 91st Congress, 1st 
session; Mar. 19, 1969. 1969. v-+415-482-+-iii p. il. * Paper, 30c. 
L.C. card 75-601021 

5367 6. Supeiementes military procurement authorization, fiscal year 1969 (H.R. 7757), 
oe 91st Congress, 1st session, Mar. 11 ‘and 12, 1969. 1969. ii+487— 
ote 
pm bk ane 78601054 


5368 33d report to Congress (July 1—Dec. 31, 1968) of Department of Defense in 
accordance with sec. 2455, title 10, U.S.C. (formerly sec. 8 of Public law 

426, 82d Congress), on Defense cataloging and standardization act of 

1952, report of Armed Services Investigating Subcommittee, 91st Con- 

gress, 1st session; Mar. 3, 1969. 1969. iii+-15 p. (Committee print.) f 

Y 4 Ar 5/2: D 36/2/968-2 


Banking and Currency Committee, House 
Washington, DC 20515 


5369 Growth of unregistered bank holding companies, problems and prospects, 
staff report ; [prepared by Benet D. Gellman]. 1969. v-+393 p. 4° (Com- 
mittee print, 91st Congress, Ist session.) * Paper, $2.75. 

L.C. card 72-600846 Y 4.B 22/1: B 22/19 


5370 To provide for increased participation by United States in International 
Development Association, hearing, 91st Congress, 1st session, on H.R. 33, 
Mar. 4, 1969. 1969. iii+74p. + @ Item 1013 
L.C. card 70—-600880 Y 4.B 22/1: In 8/17/969 
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District of Columbia Committee, House 
Washington, DC 20515 
. 
Legislation relating to District of Columbia, summary report, 90th Con- 
gress ; Oct. 11, 1968. 1968. iii4+-57 p. (Committee print.) tf 
Y 4.D 63/1: L 52/968 


Education and Labor Committee, House 
Washington, DC 20515 


Extension of elementary and secondary education programs, hearings, 91st 
Congress, 1st session, on H.R. 514. 
pt. 1. Jan. 15—Feb. 5, 1969. 1969.ix+-785p.il. + @ ee 1015 
L.C. card 70—-601052 Yy4. Ed 8/1: Bd 8/34/pt.1 
Malnutrition and Federal food service programs, hearings, 90th Congress, 
2d session, on H.R. 17144, H.R. 17145, H.R. 17146, H.R. 17872, H.R. 17873. 
pt. 2. June 4-10, 1968. 1968. v+-753-1149 p. il. ¢ @ Item 1015 
L.C. card 68-62676 Y 4.Ed 8/1: M 29/pt.2 
National school lunch programs, hearings, 91st Congress, Ist session, on 
H.R. 515 and H.R. 516, Jan. 16 and Mar. 6, 1969. 1969. iii+106 p. il. + 
@ Item 1015 
L.C. card 77-600953 Y 4.Ed 8/1: Sch 6/26 


Foreign Affairs Committee, House 
Washington, DC 20515 


Legislation on foreign relations, see Foreign Relations Committee, Senate. 


Government Operations Committee, House 
Washington, DC 20515 


Activities of House Committee on Government Operations, 90th Congress, 
1st and 2d session, 1967-68; Dec. 1968. 1968. xii+187 p. (Committee 
print, 90th Congress, 2d session.) f Y 4.G 74/7: Ac 8/3/967-68 


Interstate and Foreign Commerce Committee, House 
Washington, DC 20515 


[Committee hearings] serial, 9ist Congress. ~ @ Item1019 
Y 4.In 8/4: 91-(nos.) 
comaee board of directors, hearing, 91st Congress, 1st session, on H.R. 4214, 
Feb. 18, 1969. 1969. iii+-14 p. 
i é. card 71-600957 
3. War claims act amendments of 1968, hearing before Subcommittee on Commerce 
and Finance, 91st Congress, 1st session, on H.R. 2669 [and] H.R. 4204, 
Mar. 5, 1969. nana’ ~ 7 p. 
L.C. card 7860095 
Compilation of selected public health laws, etc. See Labor and Public Wel- 
fare Committee, Senate. 


Judiciary Committee, House 
Washington, DC 20515 


District of Columbia code, 1967 edition, supp. 2, Laws, Jan. 10, 1967—Jan. 2, 
1969, notes to decisions, Jan. 1, 1967—Oct. 31, 1968 [titles 1-49, tables and 
index]. 1969. xv-+[1]-+578 p. large 8° * Paper, $5.00. © Item 990 
L.C. card 67-61869 Y 4.J 89/1: D 63/24/967/supp.2 


Public Works Committee, House 
Washington, DC 20515 


Legislative history, 90th Congress, 1st session, convened Jan. 10, 1967, 
adjourned Dec. 15, 1967, 2d session, convened Jan. 15, 1968, adjourned 
Oct. 14, 1968; Oct. 1968. 1968. v-+70 p. map. (House committee print 
42, 90th Congress, 2d session. ) Y 4.P 96/11: L 52/968 


@For Sale by Clearinghouse, U.S. pomentenat of 
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Science and Astronautics Committee, House 
Washington, DC 20515 


5382 Barth resources satellite system, report for Subcommittee on NASA Over- 
sight, 90th Congress, 2d session. 1968. v+28 p. (Serial W, committee 
print. ) 

L.C. card 71-600843 Y 4.Sei 2: 90-2/W 


Veterans’ Affairs Committee, House 
Washington, DC 20515 


5383 State veterans’ laws, digests of State laws regarding rights, benefits, and 
privileges of veterans and their dependents, revised to Jan. 1, 1969 [pre- 
pored by Office of General Counsel of Veterans’ Administration] ; Feb. 4, 
1969. 1969. v-+285 p. (House committee print 3, 91st Congress, 1st ses- 
sien.) [Includes enactments of 1968 session of various State legislatures. 
Brings up to date and supplements 1967 compilation published as House 
committee print 99, 90th Congress, Ist session.] * Paper, $1.25. 
L.C. card 74-600876 Y 4.V 64/2: I. 41/2/969 


Ways and Means Committee, House 
Washington, DC 20515 


5384 Increase in public debt ceiling, hearings, 91st Congress, 1st session, on Ad- 
ministration’s proposal to redefine and increase public debt ceiling, 
Mar. 5, 1969. 1969. iii+97 p. + @ Item 1028 
L.C. card 73-600881 Y 4.W 36: D 35/3/969 


5385 Summary of decisions of conferees on H.R. 15414, Revenue and expenditure 
control act of 1968. See Finance Committee, Senate. 


SENATE 
Washington, DC 20510 
Senate documents 


Note.—aAll Senate documents, entries for which are followed by a 7f , may be 
obtained from the Senate Document Room or from the issuing office. 


Senate documents, 90th Congress. 

5386 81. National Academy of Sciences, National Academy of Engineering, National 
Research Council, annual report, fiscal year 1966-67. Mar. 23, 1968. ix 
+325 p.il. *(Available in departmental edition, $1.50, NA 1.1: 967, and 
sent to depository libraries in that form. See Entry no. 5967.) 

5387 115. Mineral and water resources of Colorado. Report of Geological Survey in 
collaboration with Colorado Mining Industrial Development Board, pre- 
pared at request of Gordon Allott of Colorado of Committee on Interior 
eae Insular Affairs; Oct. 11, 1968. 1968. v+302 p. il. 1 pl. ¢ @ Item 


Senate documents, 91st Congress. (No. 3 is sold by Superintendent of 


Documents. ) 

5388 3. Inaugural address of Richard Milhous Nixon, President of United States, 
delivered at the Capitol, Washington, D.C., Jan. 20, 1969. 1969. ii+5 p. 
*Paper,10c. @ Item 996 

5389 6. Report of Secretary of Senate, July 1—Dec. 31, 1968; Feb. 25, 1969. 1969. 
iv+477 p. + (To be sent to depository libraries in Serial set binding.) 

5390 7. Tributes to the President and Mrs. Lyndon Baines Johnson in Congress of 
United States ; Jan. 17, 1969. 1969. iii+-185p. + @ Item 996 
L.C. card 70-601033 

5391 8. Semiannual report of Architect of Capitol, July 1—Dec. 31, 1968; Feb. 28, 
1969. 1969. iii+116p. 7 @ Item 996 

5392 9. Nature and control of aircraft engine exhaust emissions, report of Secretary 
of Health, Education, and Welfare to Congress, lee to Public law 
i a Fg Rng act of 1967, Dec. 1968; Mar. 4, 1969. 1969. vii+32 p. 

em 

5393 10. Air pollution abatement by Federal facilities, 2d report of Secretary of Health, 
Education, and Welfare to Congress, pursuant to Public law 90-148, Air 
quality act of 1967, Jan. 1969; Mar. 1969. 1969.iv+28 p. + @ Item 996 

5394 11. Progress in prevention and control of air pollution, 2d report of Secretary of 

ealth, Education, and Welfare to Congress in compliance with Public 

law 90-148, Air quality act of 1967, Jan. 1969; Mar. 4, 1969. 1969. viii+60 
. il. [Includes list of references. } + @ Item 996 
4C. ecard 74-600825 
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Senate executive documents 


Senate executive document, 91st Congress, 1st session. 

5395 A. Convention establishing World Intellectual Property Organization and Paris 
Convention for Protection of Industrial Property as revised, message from 
President of United States transmitting convention establishing world 
Intellectual Property Organization, signed Stockholm July 14, 1967 and 
Paris Convention for Protection of Industrial Property, as revised at Stock- 
holm July 14, 1967 ; Mar. 12, 1969. ix+-70 p. 
L.C. card 79-601160 Y¥1.91/1:A 


Senate executive reports 


Senate executive report, 91st Congress, 1st session. 
5396 1. Treaty on non-proliferation of nuclear weapons. Report together with supple- 


mental views from Committee on Foreign Relations to accompany Ex. H, 
90th Cong., 2d sess. Mar. 6, 1969. 21 p. f Y¥1.91/1:rp.1 


Senate reports 


NotTe.—For titles of bills which these reports accompany, see Congressional 
record index. 


Senate reports on public bills, 91st Congress. + Senate Document Room, 
Capitol. (No. 8 is sold by Superintendent of Documents.) ©@ Item 


1008—A 
5397 1. Study of banking and currency matters. Report from Committee on Banking 
and Currency to accompany §. Res, 22. Jan. 16, 1969. 2 p. 
5398 3. Study of problems of small and independent business. Report from Sopetites 


on Banking and Currency to accompany S. Res. 57. Jan. 27, 1969. 
4. Continuation of legislative functions. Report from Committe on Post Office 
and Civil Service to accompany S. Res, 63. Jan. 27, 1969. 1 
5400 5. Printing as Senate document the 69th annual report of Ee eebiee of Ameri- 
can Revolution. Report from Committee on Rules and Administration to 
accompany S. Res. 73. Jan. 28, 1969. 1 p. 
5401 6. COMSAT board of directors. Report from Committee on Commerce to ac- 
company S. 17. Jan. 29, 1969. 9 


5399 


5402 7. Designating Tennessee-Missouri bridge in honor of Robert A. “‘Fats’’ Everett. 
os ag rom Committee on Public Works to accompany S. 769. Feb. 4, 
1968. 2 p. 

5403 8. Federal reserve discount mechanism, system proposals for change. Report of 
Joint Economic Committee together with supplementary views; Feb. 6, 
1969. 1969. iii+12 p. * Paper, 10c. 

5404 45. Study of banking and currency =" Papert from Committee on Rules and 
Administration to accompany S. Res. 22. Feb. 7, 1969. 4 

5405 51. Senate Permanent Subcommittee on Investigations. aeeeee from Committee 
on Rules and Administration to accompany S. Res. 26. Feb. 7, 1969. 12 p. 

5406 52. Study of executive reorganization. Report from Committee on Rules and 
Administration to accompany S. Res. 25. Feb. 7, 1969. 7 p 

5407 53. Study of research and development programs financed i Federal Govern- 


ment. Report from Committee on Rules and Administration to accompany 
S. Res. 38. Feb. 7, 1969. 9 p. 

5408 56. Investigations by Committee on Interior and Insular Affairs. Report from 
waa on Rules and Administration to accompany S. Res. 60. Feb. 7, 


5409 59. Study of Pnatters pertaining to constitutional amendments. Report from 

Tyg on Rules and Administration to accompany S. Res. 42. Feb. 7, 
Pp 

5410 60. Study of constitutional rights. se ty from ‘sonnet on Rules and Ad- 
ministration to accompany S. Res. 43. Feb. 7, 1969. 7 

5411 61. Study of constitutional separation of powers. Report es er eng on 
Rules and Administration to accompany S. Res. 52. Feb. 1969. 4 p. 

5412 63. Federal charters, holidays, and celebrations. Report from ( ‘omimittee on Rules 
and Administration to accompany S. Res. 41. Feb. 7, 1969. 3 p. 

5415 66. Internal security. Report from Committee on Rules and Administration to 
accompany S. Res. 46. Feb. 7, 1969. 4 p. 

5414 69. Examinations and review of statutes relating to patents, trademarks, and 


copyrights. Report from Committee on Rules and Administration to ac- 
company S. Res. 49. Feb. 7, 1969. 4 p. 

5415 72. Authorizing certain studies and investigations by Committee on Labor and 
Public Welfare. Report from Committee on Rules and Administration to 
accompany S. Res. 81. Feb. 7, 1969. 6 p 

5416 73. Authorizing study of matters pertaining to education of American Indians. 
Report from Committee on Rules and Administration to accompany S. Res. 
80. Feb. 7, 1969. 3 p. 

5417 74. Investigations by Committee on Post Office and Civil Service. Report from 
a ane on Rules and Administration to accompany S. Res. 63. Feb. 7, 
1969. 5 p. 
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5418 76. Privileges and ng ogg Re Report fre irom. seg on Rules and Administration 
us to accompany S feb. 7, 

5419 77. Study of problems a rhe and ts Somendent Dastnees. Report 7 Committee 
* on Rules and Administration to accompany S. 57. Feb. 1969. 7 p. 
5420 78. Select Committee on Nutrition and Human sects? “Report froin ae 


on Rules and Administration to accompany S. Res. 68. Feb. 1969 
5421 79. Special Committee on Aging. Report from Committee on ly ‘and Xambuis. 
tration to accompany S. Res. 76. Feb. 7, 1969. 14 p. 

5422 83. ag my farm labor problem in United States. 1969 report of Committee on 
abor and +_ 7 “an made by its Subcommittee on Migratory Labor 
pursuant to S. 2 (90th Cong., 2d sess.), as extended, together with 

individual Ad. Feb, 9, 1969. 1969. viii+ 152 p. il. 
L.C. card 78-6010 


Aeronautical and Space Sciences Committee, Senate 
Washington, DC 20510 


5423 National aeronautics and space act of 1958, as amended, and related Jegisla- 
tion, staff report; Dec. 31, 1968. 1969. iii+43 p. (Committee print, 90th 
Congress, 2d session.) tf 
L.C. eard 78-600893 Y¥ 4.Ae 8: N 21/3/968 


5424 Nomination, hearing, 91st Congress, 1st session, on nomination of Thomas 
O. Paine to be Administrator of National Aeronautics and Space Admin- 
istration, Mar. 14, 1969. 1969. iii+15p. + @ Item 1032-A 
L.C. card 76-601039 Y 4.Ae 8: N 72/969 


Agriculture and Forestry Committee, Senate 
Washington, DC 20510 


or 
rs 
to 
a 


Nomination of Richard EB. Lyng, David A. Hamil, and James V. Smith, hear- 
ing, 91st Congress, 1st session, on nomination of Richard E. Lyng, of 
California, to be Assistant Secretary of Agriculture, David A. Hamil, of 
Colorado, to be Administrator of Rural Electrification Administration, 
and James V. Smith, of Oklahoma, to be Administrator of Farmers Home 
Administration, Feb. 26, 1969. 1969. iii+23 p. + @ Item 1032 
L.C. ecard 71-600878 Y 4.Ag 8/2: L 99 


Armed Services Committee, Senate 
Washington, DC 20510 


5426 Military implications of treaty on non-proliferation of nuclear weapons, 
hearings, 91st Congress, 1st session, Feb. 27 and 28, 1969. 1969. iii+141 p. 
+ @ Item 1034 
L.C. card 78-600972 Y 4.Ar 5/3: N 88/2 


5427 Nominations, Beal, Becker, Brehm, Hansen, McLucas, Nutter, and Clarke, 
hearing, 91st Congress, 1st session, on Thaddeus R. Beal to be Under 
Secretary of Army, Eugene M. Becker to be Assistant Secretary of Army 
(Financial Management), William K. Brehm to be Assistant Secretary of 
Army (Manpower and Reserve Affairs), Grant Hansen to be Assistant 
Secretary of Air Force (Research and Development), John L. McLucas to 
be Under Secretary of Air Force, G. Warren Nutter to be Assistant 
Secretary of Defense (International Security Affairs), Frederick J. 
Clarke to be Chief of Army Engineers (in grade of lieutenant general), 
Feb. 26, 1969. 1969. iii+36 p. + @ Item 1034 
L.C. card 75-600879 Y¥ 4.Ar 5/3: B36 


5428 Nominations, Bowsher, Foster, Frosch, Hittle, Kelley, and Moot, hearing, 
91st Congress, 1st session, on Charles A. Bowsher to be Assistant Sec- 
retary of Navy (financial management), John S. Foster, jr., to be 
Director of Defense Research & Engineering, Robert A. Frosch, to be 
Assistant Secretary of Navy (research and development), James D. 
Hittle, to be Assistant Secretary of Navy (manpower & reserves), Roger 
T. Kelley, to be Assistant Secretary of Defense (manpower & reserves), 
Robert C. Moot, to be Assistant Secretary of Defense (comptroller), 
Feb. 20 1969. 1969. iii+18 p. + @ Item 1034 
L.C. card 74-601010 Y 4.Ar 5/3: B 67 
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5429 Nominations of Warner, Sanders, and Russell hearing, 91st Congress, 1st 
session, on John W. Warner to be Under Secretary of Navy, Frank P. 
Sanders, to be Assistant Secretary of Navy (Installations and Logistics), 
Fred J. Russell to be Deputy Director, Office of Emergency Preparedness, 
Feb. 6, 1969. 1969. iii+14p. + @ Item 1034 
L.C. card 78-600771 Y 4.Ar 5/3: W 24/2 


Banking and Currency Committee, Senate 
Washington, DC 20510 


5430 Nomination of George W. Romney, hearing before Committee on Banking 
and Currency, 91st Congress, 1st session, on nomination of George W. 
Romney to be Secretary of Department of Housing and Urban Affairs, 
Jan. 16, 1969. 1969. ii+33 p. + @ Item 1035 
L.C. card 71-600598 Y 4.B 22/3: R 66 


5431 Nominations of Richard C. Van Dusen, Floyd H. Hyde, Samuel C. Jackson, 
and Samuel J. Simmons, and Sherman Unger, hearing, 91st Congress, 1st 
session, on nominations of Richard C. Van Dusen to be Under Secretary 
of Department of Housing and Urban Development, Floyd H. Hyde, 
Samuel C. Jackson, and Samuel J. Simmons to be Assistant Secretaries, 
and Sherman Unger to be General Counsel, Feb. 3, 1969. 1969. ii+28 p. 
+ @ Item 1035 
L.C. card 76-601040 Y 4.B 22/3: V 26 


Commerce Committee, Senate 
Washington, DC 20510 


[Committee hearings] serial, 90th Congress. + @ Item 1041 
Y 4.C 73/2 : 90—(nos. ) 

5432 85. Management of fish and resident wildlife on Federal lands, 90th Congress, 2d 

Eo on 8S. 2951 and S. 3212. 

t. 2. Oct. 28 and Dec, 13, 1968. 1969. v-++ 195-341 p. 
fe. card 68—-67069 

5433 89. Implementation of National traffic and motor vehicle safety act of 1966, 

hearing, 90th sagem, 2d session, Apr. 25, 1968. 1968. iv-+532 p. il. 

L.C. card 70—600891 


[Committee hearings] serial, 91st Congress. ¢ @ Item 1041 
Y 4C 73/2: 91-(nos. ) 
5434 1. rag of Board of Directors of Communications Satellite Corporation, hear- 
ing, ist Congress, 2d session, on 8. 17, Jan. 29, 1969. 1969. i115 p. 
L.C ae 75-600600 
2. Nominations, 1969, hearing, 91st Congress, Ist session, on nominations of 
Maurice H. Stans, of New York, to be Secretary of Commerce, and John A. 
Volpe, Governor of Massachusetts, to be Secretary of Transportation, Jan. 15, 
1969. 1969. iii+ 60 p. 
L.C. card 74-600955 


ry 
on 
C 


District of Columbia Committee, Senate 
Washington, DC 20510 


5436 Increase Bail Agency staff, hearing, 91st Congress, 1st session, on S. 545, 
Feb. 1, 1969. 1969. iii+15 p. + @ Item 1036 
L.C. card 77-600890 Y 4.D 63/2: B 15/2 


5437 Nominations of D.C. Commissioner and 3 city council members, hearings, 
91st Congress, 1st session, on nomination of Walter E. Washington to 
be District of Columbia Commissioner (reappointment), Gilbert Hahn, 
jr., to be Chairman of District of Columbia City Council, Sterling Tucker 
to be Vice Chairman of District of Columbia City Council, and Jerry 
Moore, jr., to be Member of District of Columbia City Council, Jan. 30, 
and Feb. 28, 1969. 1969. v+100p. + @ Item 1036 
L.©. card 73-601042 Y¥ 4D 63/2: C 73/969 


Finance Committee, Senate 
Washington, DC 20510 


5488 Compensation increases for service-connected disabled veterans, H.R. 
16027, as enacted by Congress. Aug. 5, 1968. [2] p. 4° (Committee 
print.) ¢ 
L.C. ecard 71-600973 Y 4.F 49: V 64/13 
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GOVERNMENT PUBLICATIONS 


Summary of decisions of conferees on H.R. 15414, Revenue and expenditure 
control act of 1968, joint publication, Committee on Finance, Senate, and 
Committee on Ways and Means, House; May 9, 1968. 1968. ii+-7 p. (Com- 
mittee print, 90th Congress, 2d session.) f 
L.C. card 74-600561 Y 4.F 49: R 32/12 

Work incentive program for public assistance recipients. [1969.] 1 p. 4° 
(Committee print.) f 
L.C. card 75-600974 Y 4.F 49: P 96/11 


Foreign Relations Committee, Senate 
Washington, DC 20510 


Legislation of foreign relations, with explanatory notes; Jan. 1, 1969. 
1969. xiii+942 p. (Foreign Relations Committee, Senate, Foreign Affairs 
Committee, House, joint committee print, 90th Congress, 2d session.) 
[Prepared by officials in various departments and agencies of executive 
branch in collaboration with staffs of Committee on Foreign Relations 
and Foreign Affairs. Contains texts of laws as amended through 2d 
session of 90th Congress. Edge index and how to use on p. 4 of cover.] ¢ 
L.C. card 57-60766 Y 4.F 76/2: L. 52/969 

Nomination of Gerard C. Smith to be Director, Arms Control and Disarm- 
ament Agency, hearing, 91st Congress, Ist session; Feb. 6, 1969. 1969. 
iii+34 p. 7 @ Item 103! 

L.C. card 71-600772 Y 4.F 76/2: Sm 5 

Nominations of Walter H. Annenberg, Jacob D. Beam, and John S. D. 
Eisenhower, hearing 91st Congress, 1st session, on nominations of Walter 
H. Annenberg to be Ambassador to Great Britain, Jacob D. Beam to be 
Ambassador to Union of Soviet Socialist Republics, and John S. D. 
Eisenhower to be Ambassador to Belgium, Mar. 7, 1969. 1969. iii+38 p. 
7 @ Item 1039 
L.C. ecard 70-601041 Y¥ 4.F 76/2: An7 


Nonproliferation treaty, hearings, 91st Congress, 1st session, on Executive 
H, 90th Congress, 2d session, treaty on nonproliferation of nuclear 
weapons. 
pt. 2. Feb. 18 and 20, 1969. 1969. v+301-519 p. + @ Item 1039 

L.C. card 68-62298 Y 4.F 76/2: N 73/pt.2 

Survey of Alliance for progress: Colombia, case history of U.S. aid, study 
prepared at request of Subcommittee on American Republics Affairs by 
staff of Committee on Foreign Relations, together with report of Comp- 
troller General; Feb. 1, 1969. 1969. viii+199 p. il. (Committee print, 91st 
Congress, 1st session.) tf 
L.C. card 73-600569 Y 4.F 76/2: Al 5/9 

Wintry days in Prague and Moscow, Nov. 1968, report of Albert Gore and 
Clairborne Pell; Jan. 1969. 1969. iii+7 p. (Committee print, 91st Con- 
gress, Ist session.) {f 
L.C. card 78-600570 Y 4.F 76/2: P 88 


Government Operations Committee, Senate 
Washington, DC 20510 


Health care in America, hearings before Subcommittee on Executive Re- 
organization, 20th Congress, 2d session, examination and review of 
organization, financing and delivery of health care and coordination, 
efficiency and economy of public and private activities and role of Fed- 
eral Government. + @ Item 1037 
L.C. card 70-600777 Y 4.G 74/6: H 34/5/pt. (nos. ) 


pt. 1. Apr. 22-25, 1968. 1969. iv+ 1-483 p. il. 
pt. 2. Apr. 26—July 11, 1968. 1969. iv + 485- 1013 p. il. 
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5448 Soviet approach to negotiation, selected writings, compiled by Subcommit- 
tee on Naticnal Security and International Operations (pursuant to 
S. Res. 24, 91st Cong.). 1969. v-+92 p. (Committee print, 91st Congress, 
1st session.) * Paper, 40c. 
L.C. card 72-601007 Y 4.G 74/6: So 8/3 


5449 Utility consumers’ counsel act of 1969, hearings before Subcommittee on 
Intergovernmental Relations, 91st Congress, 1st —, e. 8. ot. 
pt.1. Feb. 17 and 18, 1969. 1969. 212 p. il. * Paper, $1. a 
L.C. card 78—-600877 4.G ye mot 372 /pt. 1 


Interior and Insular Affairs Committee, Senate 
Washington, DC 20510 


5450 Biscayne National Monument, Fla., hearings, 90th Congress, 2d session, on 
S. 3983, Sept. 12 and 18, 1968. 1968. iv+124 p. il. 2 maps. ¢ @ Item 
1040 
L.C. card 71-600031 Y 4.In 8/13: B 54 


5451 Desolation and Ventana Wilderness areas, Calif., hearing before Subcom- 
mittee on Public Lands, 91st Congress, 1st session, on S. 713 and S. 714, 
Feb. 19, 1969. 1969. iv-+76 p.il. + @ Item 1040 
L.C. card 70-600954 Y 4.In 8/13: D 46 


5452 Interior nomination, hearing, 91st Congress, 1st session, on nomination 
of Russell E. Train, of District of Columbia, to be Under Secretary of 
Interior, Feb. 4, 1969. 1969. ii+25p. + @ Item 1040 
L.C. card 72-600889 Y 4.In 8/13: N 72/969-2 


Judiciary Committee, Senate 
Washington, DC 20510 


5453 Aircraft crash litigation, hearings before Subcommittee on Improvements 
in Judicial Machinery, 90th Congress, 2d session, on S. 3305 and S. 3306, 
June 13-Sept. 25, 1968. 1968. iv+197 p. + @ Item 1042 
L.C. card 70-600343 Y 4.J 89/2: Ai7 


5454 Congressional oversight of administrative agencies (National Labor Rela- 
tions Board), hearings before Subcommittee on Separation of Powers, 
90th Congress, 2d session. Y 4.J 89/2: C 76/16/pt.2 
pt. 2. Appendix, Mar. 26—June 5, 1968. 1968. viii4+-951-1694 p. + @ Item 1042 

L.C. card 75-600513 

5455 Department of Justice nominations, hearing, 91st Congress, 1st session, on 
nominations of Richard G. Kleindienst to be Deputy Attorney General, 
William H. Rehnquist to be Assistant Attorney General, Legal Counsel, 
Will Wilson to be Assistant Attorney General, Criminal Division, Richard 
W. McLaren to be Assistant Attorney General, Antitrust Division, 
Johnnie M. Walters to be Assistant Attorney General, Tax Division, 
William D. Ruckelshaus to be Assistant Attorney General, Civil Di- 
vision, Jerris Leonard to be Assistant Attorney General, Civil Rights 
Division, Jan. 29, 1969. 1969. iii+49p. + @ Item 1042 
L.C. card 74-600770 Y 4.J 89/2: J 98/41/969 


5456 Failing newspaper act, hearings before Subcommittee on Antitrust and 
Monopoly, 90th Congress, 2d session, pursuant to S. Res. 233 on S. 1312. 
@ Item 1042 
L.C. card 68-60791 Y 4.5 89/2: N 47/2/pt. (nos. ) 
pt. 6. Feb. 27—Apr. 16, 1968. 1968. vii+2545-2869 p. _* Paper, $1.25. 
pt. 7. Feb. 27—Apr. 16, 1968. 1969. vii+ 2871-3462 p. il. 10 maps. * Paper, $3.50. 
Juvenile delinquency, hearings before Subcommittee to Investigate Juvenile 
Delinquency, 90th Congress, 2d session, pursuant to S. Res. 240. 
Y 4.J 89/2: J 98/39/pt.19 


pt. 19. L.S.D. and gg | abuse pres young people, mar. 4—6, 1968. 1968. v 
+4327-4689 p.il.1 tab. + @ Item 1042 
L.C. ecard 59- Siase 


5457 
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5461 


5462 


5463 


5664 


GOVERNMENT PUBLICATIONS 


Labor and Public Welfare Committee, Senate 
Washington, DC 20510 


Compilation of selected public health laws, including particularly Public 
health service act, Clean air act, Solid waste disposal act, Mental retarda- 
tion facilities and community mental health centers construction act, 
and Narcotic addict rehabilitation act, Federal food, drug, and cosmetic 
act, Federal hazardous substances act, and Fair packaging and labeling 
act, prepared for Senate Committee on Labor and Public Welfare and 
House Committee on Interstate and Foreign Commerce; Feb. 1969. 1969. 
vi+489 p. (Joint committee print, 91st Congress, 1st session.) [Edge 
index and how to use on p.4 of cover.] * Paper, $1.75. 

L.C. card 74-600971 Y 4.L 11/2: H 34/17/969 


Medal of Honor, 1863-1968, in the name of Congress of United States [with 
bibliography]; prepared for Subcommittee on Veterans’ Affairs. 1968. 
xix+1087 p. il. (Committee print, 90th Congress, 2d session.) * Paper, 
$4.50. 

L.C. card 76-600969 Y¥ 4.L 11/2: M 46/10/863— 


Nomination, hearing, 91st Congress, 1st session, on Lee A. DuBridge, of 
California to be Director, Office of Science and Technology, Feb. 6, 1969. 
1969.ii+9p. + @ Item 1043 
L.C. card 75—-600773 Y 4.L11/2: N 72/969-2 


Nominations, hearing, 91st Congress, Ist session, on James C. min of 
California to be Director, Federal Mediation and Conciliation Service, 
Geoffrey H. Moore, of New Jersey, to be Commissioner of Labor Statis- 
tics, Department of Labor, Feb. 25, 1969. 1969. ii+11 p. 7 @ Item 1043 
L.C. card 79-600888 Y4.L11/2: N 72/5/969-4 


Nominations, hearing, 91st Congress, 1st session, on James D. Hodgson, of 
California, to be Under Secretary of Labor, Arnold R. Weber, of Illinois, 
to be Assistant Secretary of Labor, Willie J. Usery, jr., of Georgia, to 
be Assistant Secretary of Labor, Elizabeth Duncan Koontz, of North 
Carolina, to be Director of Women’s Bureau, Department of Labor, 
Feb. 6, 1969. 1969. ii+26p. + @ Item 1043 
L.C. card 75-600887 Y 4.L 11/2: N 72/5/969-3 


Nutrition and Human Needs, Select Committee on, Senate 
Washington, DC 20510 


Note.—The Select Committee on Nutrition and Human Needs was established as 
a select committee of the Senate by S. Res. 281 of the 90th Congress, 2d session, 
which was considered, amended, and agreed to July 30, 1968. 


Nutrition and human needs, hearings, 90th Congress, 2d session. 


L.C. card 76-600776 Y 4.N 95: N 95/pt.1 
pt. 1. Problems and prospects, Dec. 17-19, 1968. 1969. iv+206 p. * Paper, $1.00. 
@ Item 1009 


Nutrition and human needs, hearings, 90th Congress, 2d session, and 91st 


Congress, 1st session. 
pt. 2. USDA, HEW, and OEO officials, Jan. 8-10, 1969. 1969. iv-+207-673 p. il. 
Paper, $1 .75. @ Item1 
Le card 76—600776 Y 4.N 95:N95/pt.2 


Post Office and Civil Service Committee, Senate 
Washington, DC 20510 


Post office nominations, hearings, 91st Congress, 1st session, on nominations 
of Elmer T. Klassen to be Deputy Postmaster General, James W. Har- 
grove to be Assistant Postmaster General, Bureau of Finance and Ad- 
ministration, Kenneth A. Housman to be Assistant Postmaster General, 
Bureau of Personnel, David A. Nelson to be General Counsel, and John L. 
O’Marra to be Assistant Postmaster General, Bureau of Facilities (re- 
appointment), Feb. 6, 1969. 1969. iii+18p. + @ Item 1044 
L.C. card 79-600774 Y 4.P 84/11: N 72/969 
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Apri 1969 


Small Business, Select Committee on, Senate 
Washington, DC 20510 


Planning, regulation, and competition, automobile industry, 1968, hear- 
ings before Subcommittees, 90th Congress, 2d session, on question, are 
planning and regulation replacing competition in American economy? 
(automobile industry as case study), July 10 and 23, 1968. 1968. xvi 
+1091 p.il.lpl. * Paper, $4.75. @ Item 1049 
L.C. card 70-601025 Y 4.8M 1/2: Au8 


Regional export expansion, hearings, 90th Congress, 2d session, on poten- 
tials and problems of developing exports of small business and regional 
industries and institutions over next decade. + @ Item 1049 

Y 4.Sml1/2: Ex 7/2/pt. (nos.) 
pt. 5. North Atlantic, May 3 and 16, 1968. 1968. vii+ 1465-2365 p. il. [Hearings 
held in Newark N.J. and New York, N.Y.] 
L.C. card 67—62806 
pt. 6. Washington, D.C., June 20, 1968. 1969. iv-+ 2367-2432 p. 
L.C. card 67-62806 


Report of Small Business Advisory Council; Dec. 16, 1968. [1968.] iv+40 
p. il. (Committee print, 90th Congress, 2d session.) ft 
L.C. card 71-600949 Y4.Sm 1/2: Sm1/7 


Task Force on Prescription Drugs, report and recommendations, Subcom- 
mittee on Monopoly, prepared by Department of Health, Education, and 
Welfare; Aug. 30, 1968. 1968. v-+41 p. (Committee print, 90th Congress, 
2d session.) * Paper, 20c. 

L.C. card 74-601053 Y 4.8m 1/2: D 84/2 


CONSUMER AND MARKETING SERVICE, Agriculture Dept. 
Washington, DC 20250 


Institutional meat products purchase specifications for cured, cured and 
smoked, and fully-cooked pork products, series 500, approved by USDA. 
Revised Mar. 1969. [1969.] +7 p. 4° (Livestock Division.) * Paper, 
15c. @ Item 23-N A 88.17/4: P 82/3/969 


Institutional meat purchase specifications for portion-cut meat products, 
series 1000, approved by USDA. Revised Mar. 1969. [1969.] 21 p. 4° 
(Livestock Division.) * Paper,20c. @ Item 24-N 

A 88.17/4: M 46/969 


COPYRIGHT OFFICE, Library of Congress 
Washington, DC 20540 


Catalog of copyright entries, 3d series, v.20. * Paper, $50.00 a yr. (includ- 
ing semiannual issues of pts. 1-13); $12.50 additional for foreign 
mailing. 

L.C. card 6-35347 LC 3.6/5: v.20/pt.1/no.1/sec.1.2 


pt. 1 Books and pamphlets, including serials and contributions to periodicals, 
Jan.—June 1966. 1968. @ Item 791 
sec. 1, Current and renewal registrations. x-+ 1-—1206 p. 4° 
sec. 2. Title index. [1] + 1207-1495 p. 4° 
Note.—Part 1 also sold seperately on subscription. * Paper, $15.00 a yr., $3.75 
additional for foreign mailing ; semiannual issue, $7.50. 


Catalog of copyright entries : 3d series, v.22, * Paper, $50.00 a yr. (includ- 
ing semiannual issues for pts. 1-13); $12.50 additional for foreign 


mailing. 

pt. 11B. Commercial prints and labels, no. 1; Jan.—June 1968. 1968. vili+58 p. 4° 
@ Item 799 
L.C. card 6—35347 LC 3.6/5: v.22/pt.11 B/no.1 


Note. Part 11B also sold separately on subscription. * Paper, $5.00 a yr., $1.25 
additional for foreign mailing ; single copy, $2.50. 
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5476 


5480 


5481 


5482 


GOVERNMENT PUBLICATIONS 


CUSTOMS BUREAU, Treasury Dept. 
Washington, DC 20226 


114th set revised pages to Customs regulations through June 1968. 1968. 
[66] p. 4° [Includes amendments made by Treasury decisions 68-135 
through 68-159; several CRA pages; and correction on CR-9. Issued in 
looseleaf form.] * Paper, $9.00 (including basic book and revised pages 
for an indefinite period) ; $3.00 additional for foreign mailing. @ Item 
948-A T 17.9: 966/rev.pages 114 


DEFENSE COMMUNICATIONS AGENCY, Defense Dept. 
Arlington, VA 22204 


DCA circular. 
330-175-—1. Standards, DCS [defense communications ren) engineering- 
installation standard manual, Change 7. Apr. 2, 1968. vii+ [476] 
p. il. 4° [Includes list of effective pages. Issued in looseleaf form. ] 
* Paper, $2.50. D 5.104 : 330-175-1/ch.7 


DEFENSE DEPARTMENT 
Washington, DC 20301 


Annual report of U.S. Court of Military Appeals and Judge Advocates Gen- 
eral of Armed Forces and General Counsel of Department of Trans- 
portation, pursuant to Uniform code of military justice, Jan.1—Dec. 31, 
1968. [1969.] cover title, [2]+41p. t @ Item311-A 
L.C. card 59-31517 D 1.19: 968 


Armed services procurement manual ASPM (series). 
1. Armed services procurement regulation manual for contract pricing. Feb. 14, 
il 


ony (254] p. il. 4° [Issued in looseleaf form. Supersedes issue of Oct. 29, 
965.] * Paper, $2.00 @ Item 303 D1.13/4:1/2 


osmieiaa manual M (series). Defense Supply Agency, Defense Logistics 
Services Center, Battle Creek, Mich. [Issued in looseleaf form.] @ Item 
314-J D 7.6/3 : (nos. ) 
1-4. Federal manual for supply cataloging: chap. 4 [Operating procedures, 
July 1967], Change 2, Feb. 1, 1969. [1969.] [8] p. 4° ({[Army Dept.] 
AR 708-14.) * Paper, 10c. 
1—7. Federal manual for supply cataloging : chap. 7 ange content and prepara- 
tion of Federal supply catalog publication], Jan. 1967, Change 4. Jan. 1, 
1969. [20] p.4° (AR 708-17.) * Paper, 20c. 


Commanders digest, Index. 


1. v. 4, nos. 27-52, (Apr. 6—-Sept. 28, 1968). Sept. 28, 1968. [8] p. 4° (Armed 
Forces Press Service.) * Paper, 5c. @ Item 312-B D 2.15/2-2:1 


Defense Supply Agency handbook DSAH (series): @ Item 314—A 
D 7.6/7 : (nos. ) 

4215.41. Industrial plant equipment handbook: FSC 3418, Planers and shapers, 
(includes Shapers formerly part of FSC 3419). Dec. 1968. cover title, 
v+100 p. 4° (SB 708—-3418-1; [Navy Dept.] NAVSUP Pub. 5540; 
{Air Force Dept.] AFM 78-37; [Marine Corps] MCO P 4870.48.) 
[Issued with perforations. Supersedes Metal Cutting Planers (FSC 
3418) and Shapers (FSC 3419) data contained in Production Equip- 
ment Directory D1, Metalworking Machinery 1960 ed. and data for 
all items formerly classified as 3418 and 3419-11 through 3419-19-90. ] 
* Paper, $1.25. 

4215.42. Industrial plant equipment handbook : FSC 3431, 3432, 3433, 3436, 3438, 
Welding, heating, cutting and metalizing equipment. Jan. 1969. cover 
title, v-+326 p. (SB 708—-3400-4; NAVSUP Pub. 5541; AFM 78-39; 
MCO P4870.49.) [Issued with perforations.] * Paper, $2.75. 

4215.43. Industrial plant equipment handbook: FSC 3408 and 3410, Machining 
centers, way type machines, electrical and ultrasonic erosion ma- 
chines. Feb. 1969. cover title, v+147 p. 4° (SB 708-3400-5; [Navy 
Dept.] NAVSUP Pub. 5542; [Air Force Dept.] AFM 78-41: [Marine 
Corps] MCO P4870.50.) [Issued in looseleaf form. Revises data con- 
tained in Production equipment directory D1, Metal working machinery 
1960 revision and 1966 supp. DSAH 4215.3. Supersedes data for all 
items formerly classified as 3419-96 and 3419-98.] * Paper, $1.50. 


*For Sale by Superintendent of Documents 
Distribution Made by Issuing Office 


Page 34 tOfficial Use. Not Available 


54s 


54 


ot 


543 


54! 


54! 


8. 
35 


es 
m 
14 


iS- 
a 


58 


ag 
a- 
vy 
ne 
ry 
ill 
0. 


5483 


5484 


5489 


5486 


5487 


5488 
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Apri, 1969 


Defense Supply Agency manual DSAM (series). @ Item 314-A 
D 7.6/8 : (nos. ) 
4140.2. Supply operations manual: y. 1, Distribution system procedures ; Apr. 
1965. [1969.] cover title, [561] p. il. 4° ({Army Dept.] AR 735- 
110.) [Issued in looseleaf form. Reprint, including pages from 
Changes 1-7. ¢ 
4160.21—-M. Defense disposal manual, Change 14. [Dec. 20, 1968.] [55] p. 4° 
[Issued in looseleaf form.) * Paper, 55c. 
5015.1. Files maintenance and disposition, Change 1. Dec. 13, 1968. [25] p. 
4° * Paper, 25c. 


DSA-DLSC handbook. (Defense Supply Agency, Defense Logistics Serv- 

ices Center, Battle Creek, Mich.) 
4160.1. Defense utilization and marketing handbook, supp. 15. Dec. 1968. 9 p. 4° 
Issued in looseleaf form, with marginal index tab on blank cardboard 


showing chap. number, part and title. t @ Item 314—-A 
D 7.6/10 : 4160.1/supp.15 


Federal item identification guide: Conduit outlets. Nov. 8, 1968, Change 1. 
Mar. 14, 1969. [20] p. il. 4° (FIIG AO35; Defense Supply Agency, De- 
fense Logistics Services Center, Battle Creek, Mich.) | Issued with per- 
forations.] * Paper, 20c. @ Item 314-A D 7.6/4: C 75/3/ch.1 


Electrical posts, splices, and terminals, Apr. 14, 1967, Change 2; Mar. 7, 
1969. [1969.] [18] p. il. 4° (FIIG AO06; Defense Supply Agency, De- 
fense Logistics Services Center, Battle Creek, Mich.) [Issued with 
perforations.] * Paper, 20c. @ Item 314-A D 7.6/4: El 2/ch.2 


Keys and pins, Change 1; Feb. 28, 1969. [1969.] [36] p. il. 4° (FIIG 
A212; Defense Supply Agency, Defense Logistics Services Center, Battle 
Creek, Mich.) [Issued with perforations.] * Paper, 35c. @ Item 314-A 
D 7.6/4: K 52/ch.1 








—— Rod and rod section, ground, May 26, 1967, Change 1; Mar. 7, 1969. 
[1969.] [10] p. 4° (FIIG AO25, Defense Supply Agency, Defense Lo- 
gistics Services Center, Battle Creek, Mich.) [Issued with perforations. ] 
*Paper, 15c. @ Item 314-A D 7.6/4: R 61/ch.1 


—— [Stuffing tubes and components], June 21, 1968, Change [2], Mar. 14, 
1969. [22] p. il. 4° (FIIG AO49; Defense Supply Agency, Defense Lo- 
gistics Services Center, Battle Creek, Mich.) [Issued with perforations. ] 
* Paper, 20c. @ Item 314-A D 7.6/4: St 9/ch.2 


—— Threaded fasteners, May 1, 1967, Change 2. Feb. 28, 1969. [16] p. 4° 
(FIIG A003; Defense Supply Agency, Defense Logistics Services Center, 
Battle Creek, Mich.) [Issued with perforations.] * Paper, 15¢c. @ Item 
314-A D 7.6/4: F 26/ch.2 


—— Threaded studs, Sept. 6, 1968, Change 1; Feb. 28, 1969. [1969.] [10] 
p. il. 4° (FIIG AO51, Defense Supply Agency, Defense Logistics Serv- 
ices Center, Battle Creek, Mich.) [Issued with perforations. * Paper, 
lic. @ Item 314-A D 7.6/4: T 41/ch.1 


Introduction to Defense Supply Agency, agency responsible to Secretary 
of Defense for providing supplies and services common to military serv- 
ices; prepared by Public Affairs Office, Defense Supply Agency. [Jan. 
1969.] vi+42 p. il. [Text on p. 2-4 of cover.] * Paper, 30c. @ Item 
314-A 
L.C. card 62-61510 D 7.2: D 36/969 


It’s your choice, how to choose military service program that will serve you 
best, guide to opportunities open to volunteers for military service. Re- 
vised Apr. 1968. [1968.] [2]+18 [3] p. il. oblong 24° + @ Item 306-A 

D 1.6/2: M 59/968 


Management of value engineering in defense contracts, joint course, course 
book, v. 2 [with bibliography]. [1969.] [215] p. il. 4° [Issued with per- 
forations.] * Paper, $2.00. @ Item 306-A D 1.6/2: V 24/v.2 
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GOVERNMENT PUBLICATIONS 


Military standard MIL-STD (series). [Issued with perforations.] + 
@ Item 314-I D 7.10: (nos. ) 
161D. Identification methods for bulk eee Pena a7 systems includ- 

ing hydrocarbon missile fuels. Dee. 1 8.v+12 p.il.4° (FSC 


91GP.) [Supersedes MIL STD 161e ‘Jone : 1966. ] 

167A (ships). Mechanical vibrations of shipboard equipment. Dec. 31, 1968 [pub- 
lished 1969]. vi+15 p. il. 4° (FSC MISC.) [Supersedes MIL- 
STD-167 (ships). Dee, 20, 1954.) 

289A. viens a guide for rubber sheet material. Dec. 2 1968. iv 
+35 p. il. 4° (FSC 9320.) [Supersedes MIL-STD-289, Aug. 26, 


1955.] 
414. Sampling procedures and tables for inspection by variables for per- 
cent defective, Notice 1. May 8, 1968.1 p.4° (FSC MISC.) 
665B. Laundering of clothing and equipage. Dec. 23, 1968 [published 1969]. 
[1] +iv+7+ [2] p. il. 4° (FSC 84GP.) [Supersedes MIL-STD— 
665A, May 8, 1962.) 
701G. Lists of standard semiconductor foviess, 5 oe 2. Dec. 24, 1968 
[published 1969]. [29] p.4° (FSC 5961.) 
726C. Packaging Soerizements code, Change Teas 1. Aug. 15, 1968. [6] 
p.4° (FSC PACK.) 
779. Reference radiographs for steel welds, v. 2. Nov. 1, 1968. [1]+v+8 
p.4° (FSC MISC.) 
779. Reference eine for steel welds, v. 3. Nov. 1, 1968. [1]-+v+7 
p.4° (FSC MISC.) 
1167B. Ammunition rong pil Notice 1. Oct. 8, 1968. [5] p. 4° (FSC: 
395.) 
1422. Mask, CBR, Dec. 31, 1968. viii+38 p. il. 4° (FSC 4240.) 


1470A(MI). Guided missile preferred items list, electronic and electromechanical. 
Dec. 15, 1968. [1164] p. il. 4° (FSG 14.) [Supersedes MIL-STD-— 
1470A (MI), Dec. 30, 1966.] 

1471A(MI). Guided missile preferred items list. mechanical and materials. 
Dec. 15, 1968. [390] p. il. 4° (FSG 14.) [Supersedes MIL-STD- 
1471A (MI), Dec. 30, 1966.] 


MILSTRIP, supp. 1, Routing identifier codes, Change 2; Feb. 1969. [1969.] 
[60] p. 4 (DoD 4140.17-M; Office of Assistant Secretary of Defense 
(Installations and Logistics).) [Issued in looseleaf form. Supersedes 
Interim Changes 1-68 through 4-68 and 1-69.] * Paper, 60c. @ Item 
314-A D 7.6/4: M 59/supp.1/ch.2 


{MILSTRIP, Military assistance program address directory], supp. 2 


[Nov. 1, 1968] ; Change 2. Feb. 1, 1969. 2+-[32] p. 4° (DoD 4140.17-M ; 
Defense Supply Agency.) [Issued in looseleaf form.] * Paper, 35c. 
@ Item 314-A D 7.6/4: M 59/supp.2/rev.—2/ch.2 


[MILSTRIP, Military assistance program address directory], supp. 2 
[Nov. 1, 1968]; Change 2A. Feb. 5, 1969. [30] p. 4° (DoD 4140.17-M; 
Defense Supply Agency.) [Issued in looseleaf form.] * Paper, 30c. 
@ Item 314-A D 7.6/4: M 59/supp.2/rev.—2/ch.2A 


[MILSTRIP, Military assistance program address directory], supp. 2, 


Change 3; Mar. 1969. [1969.] [27] p. 4° (DoD 4140.17-M.) [Issued in 
looseleaf form.] * Paper, 25c. @ Item 314-A 
D 7.6/4: M 59/supp.2/rev.—2/ch.3 


[MILSTRIP, Military assistance program address directory], supp. 2 


[Nov. 1, 1967] ; Change 20A. [Nov. 5, 1968. [6] p. 4° (DoD 4140.17-M; 
Defense Supply Agency.) [Issued in looseleaf form.] * Paper, 10c. 
@ Item 314-A D 7.6/4: M 59/supp.2/rey./ch.20A 


[Poster] DSA P-(series). 
5220.8. Secret, is it really? 1968. 22 x 14 in. (Defense Supply Agency.) * Paper, 
15e. D 7.19 : 5220.8 
Value engineering. Sept. 12, 1968. cover title, vi+74 p. il. 4° (DoD hand- 
book 5010.8-H ; Office of Assistant Secretary of Defense (Installations & 
Logistics).) [Issued with perforations. Supersedes DoD handbook 111, 
Mar. 29, 1963.] * Paper, $1.00. @ Item 314-A D 7.6/4: V 24/2 
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ECONOMIC DEVELOPMENT ADMINISTRATION, Commerce Dept. 
Washington, DC 20230 


Maximum grant rates for public works grants in qualified areas under 
Public works and economic development act of 1965, Public law 89-136. 
Jan. 31, 1969. cover title, viii+80 p. 4° ({Office of Area Planning and 
Program Support, Qualification Division.]) [Supersedes all previous 
publications under this or similar titles.] ~ @ Item 130-D 
L.C. card 66-61562 C 46.2 : P 96/5/969 


Requirements for approved projects. 3d edition. Feb. 10, 1969. [181] p. 4° 


(Office of Public Works.) [Issued with perforations.] j 
C 46.6: P 94/969 


ECONOMIC OPPORTUNITY OFFICE, Executive Office of the President, 
Washington, DC 20506 


Catalog of Federal domestic assistance, description of Federal govern- 
ment’s domestic programs to assist American people in furthering their 
social and economic progress. Jan. 1969. xvi+[1]+610 p. 4° ([{Informa- 
tion Center.]) ¢ @ Item 857-H 
L.C. card 74-600920 PrEx 10.2: P 94/969 


Job Corps handbook, JCH (series) ~ @ Item 857-H-1 
PrEx 10.10 : (nos. ) 
440(W.) Job Corps women’s centers vocational programs. Jan. 1969. cover title, 
{1]+10 p. oblong 12° [Issued with perforations. ] 
440.56. = oan te training standard for painter, D.O.T. code 840.781. Feb. 
. [2]+18 p. 4° [Issued with perforations. ] 


Maps of major concentrations of poverty in standard metropolitan statisti- 
cal areas of 250,000 or more population ; [prepared by Bureau of Census 
in 1966 from 1960 census data]. [1966.] [Issued with marginal index tabs 
on blank cardboard showing cities and States.] 7 

PrEx 10.2: P 86/9/v. (nos. ) 

v.1, os. Ohio through Grand Rapids, Mich. [maps 1-36]. cover title, xvi p. 

+t) leaves, 4° 

v. 2. Harrisburg, Pa. through Providence, R.I. [maps 37-72]. cover title, fii p. 

+ [64] leaves, 4° [Issued with perforations. ] 
v. 3. Redding. Pa. through Youngstown, Ohio [maps 73-101]. cover title, ili p. 
+ [63] leaves, 4° [Issued with perforations. ] 


OEO pamphlets. + @ Item 857-H-17 PrEx 10.23 : (nos. ) 
7401-1. What is STAP? [Jan. 1969.] [16] p. il. 
7402-1. Office of Economic Opportunity community action program, special tech- 
nical assistance program, STAP, 1967-68, 1st year activity report. 
[1969.] cover title, [11] p.4 


VISTA manual. 
4010-1. VISTA volunteer handbook. June 1968. [2]+54 p. 4° [Supersedes 


VISTA handbook, Jan. 1967.] {¢ @ Item 857—-H- 
L.C. card 77-600247 PrEx 10.8/2 : 4010-1 


ECONOMIC RESEARCH SERVICE, Agriculture Dept. 
Washington, DC 20250 


ERS (series). 
401. Costs of storing and handling grain in commercial elevators, 1967-68 and 
projections for 1967-70; [by Joseph L. Ghetti, Allen G. Schienbein, and 
Rodney C, Kite]. [Feb. 1969.] - ‘donne p.il.4° ¢ @ Item 42-I 
L.C. card 70-600997 A 93.21: 401 


ERS-foreign (series). =~ @ Item ‘oa A 93.21/2 : (nos. ) 

252. Agriculturai statistics of Eastern Europe and Soviet Union, 1950-66 [with 
bibliography ; prepared by Communist Areas Analysis Section]. [Feb. 
1969.] cover title, vi+110 p. 4° [Errata, 2 p., was issued also.] 
L.C. card 78-601184 

253. Quantity indexes of U.S. agricultural exports and imports ; ay. Dewaine H. 
Rahe, Catherine Cograve, and Joseph R. Corley. [Feb. 1969.] [2]+45 p. 
il. 4° (Trade Statistics and Analysis Branch, Foreign Devaloseene and 
Trade Division.) [Supersedes FAS—M-—76, Jan. 1960, issued by Foreign 
Agriculural Service. ] 
L.C. card 74-600998 
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Farm cost situation, FCS-40, 1969 outlook issue. Feb. 24, 1969. 48 p. il. 4° 


+ @ Item 42-A A 93.9/3 : 40 
Farm real estate market developments, CD-72. Mar. 1969. 24 p. il. 4° 7 
@ Item 42-A A 93.9/4: 72 


Foreign agricultural economic report. 
50. World agricultural situation, review of 1968 and outlook for 1969 [prepared 
by Donald Chrisler]. Feb. 18, 1969. 31 p. il. 4° + @ Item 42—B 
L.C. ecard 55-61136 A 93.27 : 50 
Soviet sunflowers and the world vegetable oil market [with list of selected 
references]; by David M. Schoonover. Novy. 1968. 5 p. 4° (World agri- 
eulural highlights; Foreign Regional Analysis Division.) [Paper pre- 
sented at 2d Inte national Sunflower Conference, University of Minne- 
sota, Northwest Agricultural Experiment Station, Crookston, Minn., 
Aug. 13, 1968.] 7 A 93.22 : Sch 6 


EDUCATION OFFICE, Health, Education, and Welfare Dept. 
Washington, DC 20202 


Awards for modern foreign language and area study, 1969-70. [1969.] cover 
title, iii+35 p. oblong 12° ([OE-55034-70.]) * Paper, 45c. @ Item 
460-—A-55 E'S 5.255 : 55034-70 

Business, Industry & Education, Inc., corporations and educators form 
partnership in learning ; by Benjamin H. Pearse. [1969.] [4] p. il. large 4° 
({OE-20116.]) [Reprinted from American education, Nov. 1968.] 
*Paper, 10c. @ Item 460—A-20 FS 5.220 : 20116 

Central city educational projects 1969, title 3 of Elementary and secondary 
education act of 1965. [1969.] [5]+70 p. oblong 12° (OE-20118; Bureau 
of Elementary and Secondary Education.) ft @ Item 460—-A-20 


L.C. card T0-601182 F'S 5.220: 20118 
Do your own thing [and stay in school; by Louise Meriwether]. [1969.] 
[8S] p. il. + @ Item 461 (Rev. 1965) FS 5.2: T 34/2 


Draftsman, entry (D.O.T. occupational code 017.00), suggested guide for 
training course, [with suggested lists of textbooks, references, and films]. 
[1968.] iii+19 p. il. 4° (OE-87037; Bureau of Adult, Vocational, and 
Library Programs; Manpower Development and Training Program.) 
* Paper, 30c. @ Item 460—A-87 FS 5.287 : 87037 

Education directory, 1967-68: pt. 4, Education associations; [prepared by 
Bobbie Doud]. [Dec. 1968.] [1969.] cover title, 141 p. ([OE—10001-68.]) 
* Paper, 60c. @ Item 460 and 460—A-10 
L.C. card E 13-213 FS 5.25 : 967-68/pt.4 

Education professions development act [articles]. [1969.] 12 p. il. large 4° 
(OE-53026.) [Reprinted from American education, Feb. 1969.] * Paper, 
25c. @ Item 460—A-58 FS 5.258 : 58026 

Educational specifications for comprehensive elementary teacher education 
program, final report. Oct. 31, 1968. ([OE-58023; Bureau of Research. | ) 
[Projects 8-9026, REP OE-68-4, contract OEC—0—8—089026-3310 (010) ; 
University of Toledo, Toledo, Ohio.] * Paper, $7.00 per set of 2 vols. 
@ Item 460-A-58 FS 5.258 : 58023/v.1,2 
v.1 Basic report [with bibliographies]. xiii 247 p. 4° 
v. 2. Specifications [with bibliographies]. x+ 720 p. il. 4° 

EPDA, Higher education personnel training programs, 1969-70, fellowship 
programs, institutes and short-term training programs, special projects 
(pt. E, Education professions development act, P.L. 90-35). [1969.] 
v+42 p. 4° ([OE-58028.]) + @ Item 460-A-58 F'S 5.258 : 58028 

Futures in education, Teacher Corps. [1969.] cover title, [6]+34-++8 p. il. 
narrow 8° ([OE-37044; Teacher Corps.]) [Text on p. 2-3 of cover.] 
7 @ Item 460-A-37 FS 5.237 : 37044 
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Grain, feed, seed, and farm supply technology, suggested 2-year post high 
school curriculum [with bibiiography]. [Dec. 1968, published 1969.] 
vii+185 p. il. 4° (OE-81014.) * Paper, $1.50. @ Item 460—A-81 

FS 5.281: 81014 

Higher education, students enrolled for advanced degrees: pt. B, Institu- 
tional data, fall 1967; [by Marjorie O. Chandler]. [1969.] viii+178 p. 4° 
( [OE-54019-67, pt. B]; National Center for Educational Statistics.) 
[Addendum, 1 p., issued also.] * Paper, $2.00 © Item 460—A-—54 

FS 5.254 : 54019-67/pt.B 


Improving education through research, development, demonstration, dis- 
semination, training, fiscal year 1967, annual report. [1969.] cover title, 
v+37 p. 4° ({OE-—12041] ; Bureau of Research.) [Text on p. 2 of cover.] 
* Paper, 50c. @ Item 460—-A-—12 FS 5.212: 12041 

Medically trained veterans, where do you go from here? [Project REMED]. 
{1968.] cover title, 12 p. il. oblong 24° ([OE-—80058; Division of Man- 
power Development and Training.])  { @ Item 460—A-80 

FS 5.280: 80058 

Model elementary teacher education program, final report [with bibliog- 
raphy]; principal investigator, Dwight W. Allen, project director, 
James M. Cooper, University of Massachusetts, Amherst, Mass. Oct. 31, 
1968 [published 1969]. vii+527 p. il. 4° ([OE-58022; Bureau of Re- 
search.]) [Contract OEC-—0-8-089023-8312 (010).] * Paper, $4.50. 
@ Item 460—-A-58 F'S 5.258 : 58022 

More education, more opportunity, a college degree, training for a job, 
Office of Education sponsors programs that can assist you! [1968.] [4] p. 
4° folded into 8° size. ({OE-55053.]) + @ Item 460—A-55 

FS 5.255 : 55053 

Opening fall enrollment in higher education, 1968: pt. A, Summary data ; 
by Marjorie O. Chandler. [Feb. 1969.] iii +36 p. 4° (OE-54003-68, pt. A; 
National Center for Educational Statistics.) [Text on p. 24 of cover.] 
* Paper, 45c. @ Item 460-A-54 FS 5.254 : 54003-68/pt.A 

Pacesetters in innovation [v. 3], fiscal year 1968; title 3, Supplementary 
centers and services program, Elementary and secondary education act 
of 1965. [1969.] [311] p. oblong 12° (OK-20103-68; Pace projects to 
advance creativity in education ; ERIC, Education Resources Information 
Center; Bureau of Elementary and Secondary Education.) [Developed 
in cooperation with Bureau of Research through services of Educational 
Resources Information Center. Back title is: Pacesetters in innovation, 
Apr. 1969, v.3.] * Paper, $2.50. @ Item 460—A-20 
L.C. card 71-601063 FS 5.220 : 20103-68 

Research in education, annual index 1968. (Educational Resources Infor- 
mation Center, ERIC; [Division of Information Technology and Dis- 
semination, Bureau of Research].) [Cumulation of monthly indexes 
Jan.—Dec. 1968. ] 

Report resume index. [1968, published 1969.] cover title, cS) + aeee + £9) a 4° 
a accession nos. EP 012 349-021-151.) * Paper, tem 
466-A FS 5 or. )682/ind. 

Right spirit all year long; by Fred Stoffel. [1968.] [4] p. il. large 4° (OE 
20114.) [Reprinted from American education, Dec.’ 1968—Jan. 1969.] 
* Paper, 10c. @ Item 460—A-20 FS 5.220: 20014 


Scholarship program, education of handicapped children, summer 1969, 
academic year 1969-70. [Mar. 1969.] cover title, 69 p. narrow 8° ([OE- 
35059-70 ; Division of Training Programs, Bureau of Education for the 
Handicapped.]) [Text on p.2o0fcover.]  ~ @ Item 460—A-35 

FS 5.235 : 35059-70 

Small engine repair (D.O.T. occupational code 625.281), suggested guide 
for training course [with bibliographies; prepared by Warren Schuett, 
Lorentz Johnson, and Orlin Bakken]. [1969]. iv+71 p. il. 4° (OE- 
87036]. * Paper, 70c. @ Item 460—-A-87 FS 5.287 : 87036 
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Statistics of State school systems, 1965-66; by Clayton D. Hutchins and 
Richard H. Barr, [Dec. 1968.] vii+77 p. il. 4° (OE-20020-66. ) [Text 
on p. 2 of cover.] * Paper, $1.00. @ Item 460-A-20 FS 5.220: 20020-66 


Student financial aid, what, where, how; by Val Trimble. [1969.] [2] p. 
large 4° (OE-55057.) [Reprinted from American education, Feb. 1969.] 
* Paper, 5c. @ Item 460-A-55 FS 5.255 : 55057 
Teacher-innovator, program to prepare teachers, final report [with biblio- 
graphies] ; by Bruce R. Joyce. Oct. 1968. v-+559 p. 4° (OE-58021; Bureau 
of Research.) [Project 8-9019, Contract OEC—0—8—089019-5307 (010) ; 
Teachers College, Columbia University.] * Paper, $4.50. @ Item 
460-A-58 I'S 5.258 : 58021 


Viva la raza, Mexican-American education, a search for identity [articles]. 
[1968.] [18] p. il. large 4& ([OE-38011.1) [Reprints from American 
education.] * Paper, 35c. @ Item 460—A-38 FS 5.238 : 38011 


Where the money is, American education’s annual guide to OE programs. 
[1968.] [18] p. il. large 4° ([OE-38011.]) [Reprints from American 
education, Feb. 1969.] * Paper,20c. @ Item 460—-A-11 

FS 5.211: 11015-69 


EMERGENCY PLANNING OFFICE, Executive Office of the President 
Washington, DC 20504 


NRAC technical report. (National Resource Analysis Center, Resource 
Evaluation Division.) 


68. New Petroleum and natural gas submodel of PARM prototype model; [by] 
Ellenora P. Rosenberg. Jan. 1968. [1]+iii+18 leaves, il. 4° (Mathe- 
matics & Computation Laboratory.) ft PrEx 4.18 : 68 


EMPLOYEES’ COMPENSATION A” XALS BOARD, Labor Dept. 
Washington, D 20210 


Decisions of Employees’ Compensation Appeals Board, index digest, v. 
16-18, supp. 2. [1969.] x+321 p. (Office of the Solicitor [of Labor; 
Division of Legislation].) + @ Item 749-B 
L.C. ecard L52-30 L 28.9 : 16-18/ind. 

Decisions of Employees’ Compensation Appeals Board, v. 19, July 1, 1967- 
June 30, 1968. 1969. xiii+644p. + @ Item 749-B 
L.C. card L52-30 L 28.9: 19 


Federal work injuries sustained during calendar year 1967, Federal em- 
ployees’ compensation act; [prepared by Statistical Division]. [Jan. 
1969.] cover title, [1]+28 p. oblong 12° + @ Item 750—C 
L.C. card L56-167 L 26.8 : 967 


EMPLOYMENT SECURITY BUREAU, Labor Dept. 
Washington, DC 20210 


BES (series). 
U-141. Comparison of State unemployment insurance laws, comperiaes revision 
series 2. no. 2, Jan. 1, 1969. [57] p. ree 75e. @ Item 752-B 
L 7.61 : U-141/965 rev.series 2/2 
Deaf clerk-carriers in Post Office experiment ; [by Richard Wright]. [1969.] 
[4] p. il. 4° [Reprinted from Employment service review, Oct.—Nov. 
1968.] + L 7.18/2 a: D 84 
High cost of sex discrimination in employment practices; [by Mary Dublin 
Keyserling]. [1969.] [1]+6 p. il. 4° [Reprinted from Employment serv- 
ice review, Dec. 1968.] + L 7.18/2a: D631 
Unemployment insurance tax rates by industry, 1967. Jan. 1969. cover title, 
v+45 p. 4° ([{Unemployment Insurance Service.]) + @ Item 752-B 
L.C. card L64—56 L 7.70 : 967 
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ENGINEERS CORPS (Army), Defense Dept. 


Nortr.—Orders or requests for publications of the Engineers Corps, other than 
those sold by the Superintendent of Documents or by offices of the Engineers Corps 
in other cities, should be addressed to Chief of Engineers, U.S. Army, Washington, 
DC 203810, Attention Publications Office. 


Annual report of chief of engineers, Army, on civil works activities [per- 
taining to rivers and harbors, flood control, beach erosion control, and 
related purposes], fiscal year 1967: v. 2 [Specific project data]. 1967. 
iii+1779 p. il. [Also issued as H. doc. 214, pt. 2, 90th Cong., 2d sess.] 
* Paper, $6.25. @ Item 334 D 108.1 : 967/v.2 


Army Engineer Division, North Pacific : Technical report. 
103-1. Fish ladders for John Day Dam, Columbia River, Oreg. and Wash., 
hydraulic model investigations, by Division Hydraulic Laboratory, Bon- 
neville, Oreg.; by R. L. Johnson, L. Z. Perkins. Dec. 1968. [116] p. il. 
4° [Sponsored by U.S. Army Engineer District, Walla vane. FF ae 
: 103— 


Engineer manual EM (series). 


1110-2-—2902. Engineering and design: Conduits, culverts and pipes [with list of 
references]. Mar. 3, 1969. cover title, ii+15-+-[5] p. il. 12 pl. 4° 

{Issued with perforations.] t @ item 338-A 
D 103.6/3 : 1110—2-2902 


Waterways Experiment Station. 


Notp.—Unless otherwise indicated, publications of Waterways Experiment Sta- 
tion may be ordered from Corps of Engineers, U.S. Army, Waterways Experiment 
Station, Vicksburg, Miss. (price upon application). 


Waterways Experiment Station : Miscellaneous paper. 


H-69-—2. Radioactive sediment tracer tests, Houston Ship Channel, Houston, Tex. 
{with list of literature cited]; by E. D. Hart. Army-MRC My grt 


Miss., Mar. 1969. xi+14+ [22] p. il. 4° eee x by U —— 
Engineer District, Galveston, Tex.] f 103.24/4: Sac 69-2 
—— Technical reports. D 103.24/2 : (nos. ) 


2-735. Model studies of navigation improvements, Columbia River estuary: Re- 
port 1, Hydraulic and salinity verification; by F. A. Herrmann, jr. 
Army-MRC Vicksburg, Miss., Dec. 1968. x) 244 [242) p. il. 4° 
[Sponsored by Army Engineer District, Portland, Oreg.] 7+ 

H-69-1. Kaskaskia River navigation project, Illinois, hydraulic model investiga- 
tion; by J. J. Franco, C. D. McKellar, jr. Army-MRC Vicksburg, Jan. 
1969. [70] p. il. 4° [Sponsored by Army Engineer District, St. 


H-69-—2. Model study of Galveston Harbor entrance, Tex., hydraulic model in- 
vestigation; by H. B. Simmons, R. A. Boland, ‘jr. Army-MRC Vicks- 
burg, Miss.” Feb. 1969. x+49+ [8] p. il. 109 pl. 4° [Sponsored by 
U.S. Army Engineer District, Galveston, Tex.] f 


ENVIRONMENTAL SCIENCE SERVICES ADMINISTRATION, 
Commerce Dept., Washington, DC 20235 


Climatography of United States no. 21 (series), Climatic summaries of 
resort areas. (Environmental Data Service) @ Item 273-B 
C 30.71/6 : (nos. ) 
12-1. French Lick and West Baden Springs, Ind.; [by Lawrence A. Schaal]. 
Nov. 1968. [4] p. il. 4° * Paper, 10¢ 
86-1. Pocono Mountains of Pennsylvania; [by Nelson M. Kauffman]. Jan. 1969. 
[6] p. il. 4° * Paper, 10c 


ESSA technical report. (ESSA Research Laboratories; Earth Sciences 
Laboratories, Boulder, Colo.) 


ERL 94-ESL 5. Tables of integrals for spherical harmonic expansion of hydro- 
magnetic equations [with list of references; by] Keith Leon 
McDonald, and Charles O. Stearns. Jan. 1969. iii+69 p. 4° 
* Paper, 70c. @ Item 208—-B-7 C 52.15: ERL 94—DSL 5 


ESSA technical report. (ESSA Research Laboratories ; Space Disturbances 
Laboratory, Boulder, Colo.) 
ERL 88—-SDL 4. Two-channel photometer for use in small sounding rockets [with 
list of references; by] J. C. Haslett, L. R. Megill. Jan, 1969. 
iv+19 p. il. 4° * Paper, 30c. @ Item 208—B-7 
C 52.15: BRL 88-SDL 4 
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ESSA technical report. (Weather Bureau.) 

5579 WB-8. Critical fire weather patterns in conterminous United States [with list of 
references ; by] Mark J. Schroeder. Jan. 1969. iv+31 p. il. 4° (Office 
of Meteorological Operations, Silver Spring, Md.) * paper, 40c. 
@ Item 208—-B-7 C 52.15: WB-8 


5580 Thunderstorms. [1969.] [6] p. il. large 8° ([ESSA/PI 670004 1968.]) 


*Paper, 15c. @ Item 208-B-1 C 52.2: T 42/968 
WB/TA (series) tf C 52.21/2 : (nos.) 
5581 14. Guide to Soviet literature accessions in Atmospheric Sciences Library and 


Geophysical Sciences Library, June—July 1967 ; translations by Irene A. 
Donehoo [ard] Henry Hacia. [1967.] vi+59 p. 4° (Environmental 
Data Service.) 

5582 17,18. Guide to Soviet literature accessions in Atmospheric Sciences Library and 
Geophysical Sciences Library, Nov.—Dec. 1967; translations by Irene A. 
Donehoo and Henry Hacia. [1967.] vii+125 p. 4° (Environmental 
Data Service.) 


FEDERAL AVIATION ADMINISTRATION, Transportation Dept. 
Washington, DC 20553 


5583 Aircraft dispatcher, written test guide. Revised 1969. [1969.] vii+-41 p. il. 4° 
(AC 65-4A.) [Supersedes FAA Advisory circular AC 65-4, Aircraft dis- 

patcher examination guide.] * Paper,50c. @ Item 431-C—4 
TD 4.8: Ai 7/12 


5584 Alaska airman’s guide and chart supplement. [Issued every 28 days.] 
+ (Price upon application), Director, Coast and Geodetic Survey, Wash- 
ington Science Center, Rockville, MD 20852. TD 4.16/2 :(v.nos.& nos. ) 
v. 6, no. 13—Feb. 6, 1969— 


5585 4th annual maintenance symposium: Man in maintenance reliability sys- 
tem, Dec. 3-5, 1968. [1969.] cover title, [314] p. il.4° + @ Item 431-C-8 
L.C. ecard 71-601134 TD 4.2: M 28/968 


5586 Census of U.S. civil aircraft as of Dec. 31, 1967; [by Sylvia M. Goring]. 
[1969.] ix+173 p. il. 4° (Office of Management Systems.) [Formerly 
issued as 2 separate annual reports, Statistical study of U.S. civil aircraft 
and U.S. active civil aircraft by State and county.] * Paper, $1.50. 
@ Item 431-A-16 
L.C. card 74—601175 TD 4.18 : 967 


5587 Facility operation handbook, Change 8; [Jan. 2, 1969]. [1969.] [95] p. il. 4° 
[Effective Apr. 1, 1969; canceJlation date July 1, 1969. Issued in loose- 
leaf form.] t @ Item 431-D-1 FAA 3.8: F 11/967/ch.8 


Federal aviation regulations. [Issued in looseleaf form.] @® Item 431—C-13 

TD 4.6: (nos.) 

5588 pt.11. General rule-making procedures. [1969.] cover title, [25] p. 4° [Con- 
solidated reprint incorporating Changes 1—9.] * Paper, 35e. 


5589 pt. 43. Maintenance, preventive maintenance, rebuilding, and alteration. [1969.] 
cover title, [41] p. 4° [Consolidated reprint incorporates changes 1-9.] 
Paper, 55c. 

5590 pt. 45. Identification and registration marking. [1969.] cover title, [18] p. 4° 

[Consolidated reprint incorporating Changes 1-6.] * Paper, 30c. 
59591 pt. 121. Certification and operations: Air carriers and commercial operations of 
large aircraft. [1968.] cover title, [251] p. il. 4° [Incorporates errata 

sheet corrections and changes 1—-30.] * Paper, $2.00. 

TD 4.9/2 :(nos.) 
Handbooks. f TD 4.8/2: (nos.) 
5592 1800.15A. Terminal area planning. [Dec. 29, 1967.] cover title, [25] p. 4° 


[Issued in looseleaf form. Cancels Order 1800.15.] 
5593 SM P 1100.6B. Systems maintenance service organization handbook. Apr. 4, 1968. 
cover title, [34] p. il. 4° [Issued in looseleaf form. Cancels 
issue of July 19, 1966.] 
5594 Instrument flying handbook. 1968. iv+254 p. il. 1 pl. 4° ({Advisory cir- 
cular] AC 61-27A]) * Paper, $2.50. @ Item 481-C—4 TD 4.8: In 7/2 


5595 Obstruction marking and lighting, Change 1, [Nov. 11, 1968]. [8] p. il. 4° 
(Advisory circular AC 70/7460-1, [Change] 1.) [Issued in looseleaf 
form.] + @ Item 431-C4 TD 4.8: Ob 7/968/ch.-1 
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[This entry number not used. ] 


Student pilot guide. [Revised 1968.] [1969.] 35 p. il. narrow 8° ([Advisory 
circular] AC 61-12 C.) * Paper, 20c. @ Item 431-C-4 
TD 4.8: P 64/3/968 


Taxiway centerline lighting system; [effective] Nov. 14, 1968. [1969.] 
cover title, [42] p. il. 4° ([{Advisory circular] AC 150/5340-19.) [Issued 
in looseleaf form.] + @ Item 431—C-—4 TD 4.8: L 62/5 


United States civil aircraft register. Jan. 1, 1969. cover title, v+[65] +1774 
p. 4° (AC 20-6K; Aeronautical Center, Data Services Division.) [Semi- 
annual.] * Paper, $11.50. @ Item 431-F-5 TD 4.18/2: 969 

United States standard flight inspection manual. 3d edition. May 1963, 
reprinted Sept. 1968. [232] p. il. 4° (Department of Army technical 
manual TM 11-2557-25; Department of Navy manual NAV-WEPS 16-1- 
250; Department of Air Force manual AFM 55-8; Coast Guard manual 
CG-317 ; Federal Aviation Agency handbook OA P 8200.1.) [Consolidated 
reprint incorporates changes 1-12. Issued in looseleaf form. Supersedes 
2d edition of United States Standard activities flight check manual.] 7 

TD 4.8: F 64/963/rep. 


FEDERAL COMMUNICATIONS COMMISSION 
Washington, DC 20554 


Public safety, industrial, and land transportation radio services, manual 
of recommended operating techniques and procedures; [prepared by 
Advisory Committee for Land Mobile Radio Services]. [1969.] [2]+12 
+[2] p. oblong 16° ;~ @ Item 285-A CC 1.7/4: P 96 


FEDERAL CREDIT UNIONS BUREAU, Health, Education, and Welfare 
Dept., Washington, DC 20201 


Federal credit union act and related statutes as amended to Aug. 1, 1968. 
[1969.] [2]-+20+[2] p.il.4° (FCU-534.) * Paper, 50c. @ Item 526-A 
FS 3.305 : F 31/968 


Reglamento Unién de Credito Federal, Agosto 1968. [1969.] [23] p. 4° 
({FCU 535-S.]) [Latraduccion del reglamento de la UCF, no. 535-S en 
Espanol hecha por la Administracion del Seguro Social, Division de Re- 
clamos del Extranjero, Servicio Central de Traducciones. Issued with 
perforations.] * Paper, 30c. FS 3.302 : B 99/968/Spanish 


FEDERAL FIELD neererrmaeny’ | whtmrmnedeasaee PLANNING IN 
A 
Suite 400, 632 6th Avenue, Anchorage, AK 99501 


Note.—The Federal Field Committee ~. . Planning in Alaska was 

established by Executive Order 11182 of Oct. 2, 1964 

Alaska natives & the land [with bibliography]. Oct. 1968. iv+-565 p. il. eb- 
long large 8° [Some illustrations are colored. Insert, Native communities 
of Alaska, map, 29 x 35 in., Oct. 1, 1968, was also issued.] * Paper, 
$16.00. @ Item 1063—A-1 
L.C. card 79-600959 Y 3.Al 18/4: 2N 21 


FEDERAL HOME LOAN BANK BOARD 
Washington, DC 20552 


Federal Savings and Loan Insurance Corporation, financial statements, 
Dec. 31, 1968. [1969.] [6] p. il. narrow 8° 7 FHL 1.2: F 31/2/9684 


#For Sale by Clearinghouse, U.S. Department of 
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FEDERAL HOUSING ADMINISTRATION, Housing and Urban 
Development Dept., Washington, DC 20411 


Dealers and individuals subject to provisions of sec. 201.8(b) and 201.8(d) 
of title 1 regulations [list]. Revised Dec. 31, 1968. [1969.] [2]+129 p. 4° 
[Issued with perforations.] +t @ Item 589 
L.C. card 63-61247 HH 2.2: D 34/968 


FHA homes 1967, data for States and selected areas on characteristics of 
FHA [insuring] operations under sec. 203. [1969.] cover title, [187] p. 4° 
(RR: 250 book, HUD SOR-3; Division of Research and Statistics, Sta- 


tistics Section.) [Issued with perforations.] + @ Item 589 
HH 2.2: H 75/13/967 


Minimum property standards for multi-family housing, General revision 
no. M-12; Nov. 1968. [1969.] [6] p. 4° (FHA no. 2600.) [Issued in loose- 
leaf form. Applicable in all FHA insuring office jurisdictions and effec- 
tive immediately.] + @ Item 593 HH 2.17/3: M 91/rev.M-12 


[Minimum property standards for 1 and 2 living units], interim revision 
no. 44, Feb. 1969. [1969.] [2] leaves, 4° (FHA no. 300.) [Issued in loose- 
leaf form.] + @ Item 593 HH 2.17/4: 965/rev.pages-5 


FEDERAL MARITIME COMMISSION 
Washington, DC 20573 


FMC SP (series). ¢ FMC 1.9: (nos.) 

68-15. Remarks of Rear Admiral John Harllee, Chairman, Federal Maritime 
Commission, at launching of SS Korean Mail, Newport News Shipbuild- 
ay | and Dry Dock Company, Newport News, Va., Nov. 9, 1968. 1968. 4 
p. 4° 

68-16. American importers and Shipping act, 1916, remarks of Edward Schmelt- 
zer, Managing Director, Federal Maritime Commission, before American 
Importers Association, Inc., membership luncheon, New York City, 
Nov. 6, 1968. 1968. 13 p. 4° 

69-1. Seattle, prime example of progress, remarks of James V. Day, Vice Chair- 
man, Federal Maritime Commission, before Maritime Committee of 
Seattle Chamber of Commerce, Seattle, Wash., Jan. 27, 1969. 1969. 4 
p. 4° 

69-3. Remarks of Commissioner James F. Fanseen, Federal Maritime Commission, 
before Chamber of Commerce of Puerto Rico, San Juan, P.R., Jan. 30, 
1969. 1969. 4 p. 4° 

69-4. Remarks of Commissioner James F. Fanseen, Federal Maritime Commis- 
sion, before New Orleans Traffic and Transportation Bureau’s C. Alvin 
Bertel Memorial Award Luncheon, Roosevelt Hotel, New Orleans, La., 
Feb. 19, 1969. [1969.] [5] p. 4° 


FEDERAL MEDIATION AND CONCILIATION SERVICE 
Washington, DC 20427 


21st anniversary report, fiscal year, 1968. [1969.] vi+72 p. il. * Paper, 40c. 
@ Item 433 
L.C. card 49-45739 FM 1.1: 968 


FEDERAL POWER COMMISSION 
Washington, DC 20426 


Federal Power Commission reports, opinions, decisions, and orders, v. 34, 
July 1—Dec. 31, 1965; [reported by Commission]. 1969. xlvii+1710 p. 5 
maps. * Cloth, $8.25. @ Item 438 
L.C. card 40-29138 FP 1.20: 34 


FPC P (series). 
86. Hydroelectric power resources of Uuited States, developed and undeveloped, 
Jan. 1, 1968; [prepared by Bureau of Power]. Nov. 1968. xxi+109 p. il. 
4° * Paper, $1.75. @ Item 435—-D 
L.C. card 58-61946 FP 1.12: 36 


*For Sale by Superintendent of Documents 
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National electric rate book, rate schedules for electric service in com- 
munities of 2,500 population or more, residential, commercial, and in- 
dustrial services. [Issued with perforations. ] 


Note.—The complete rate book is made up of separate publications, each repre- 
senting a State. They are sold on ayy basis by the Superintendent of Docu- 
ments $12.50 a year, $4.25 additional for foreign mailing ; single copy, 25c. 


Wisconsin. Dec. 1968. [2] +29 p. 4° [Supersedes issue of Oct. 1967.] @ Item 
437-A-47 FP 1.18: W 75/968 


FEDERAL REGISTER OFFICE, General Services Administration 
Washington, DC 20408 


Code of Federal regulations and Cumulative pocket supplements. 


Notgx.—For the convenience of those who maintain complete sets of the Code of 
Federal regulations, arrangements have been made to s upply pocket supplements as 
of Jan, 1, 1969 and any completely revised volumes issued in 1969 on a subscription 
basis at $150.00 a year, $40.00 additional for foreign mailing. The revised volumes 
and supplements will be mailed as printed and all subscribers will receive expira- 
tion notices in ample time to renew their ~“e~ ye thus avoiding loss of con- 
tinuity. The Superintendent of Documents will continue to make available the 
revised volumes and individual supplements for those who do not maintain com- 
plete sets. 

Code of Federal regulations: Title 3, The President, 1936-38 compilation, 
containing full text of Presidential documents published in Federal regis- 
ter Mar. 13, 1936-June 1, 1938, with ancillaries and index. [1968.] vi+512 
p. il. * Fabrikoid, $6.00. @ Item 572 
L.C. cards 49-46198 GS 4.108/2 : 936-38 


—— Title 3. The President, 1968 compilation containing full text of Presi- 
dential documents published in Federal register during 1968, with ancil- 
laries and index. [1969.] xxiii+166 p. * Paper, 75c. @ Item 572 
L.C. ecard 49-46198 GS 4.108/2 : 968 

—— Title 4 [Accounts] revised as of Jan. 1, 1969. [1969.] vi+105 p. [Con- 
tains codification of documents of general applicability and future effect 
as of Jan. 1, 1969, with ancillaries.] * Paper,50c. @ Item 572 
L.C. card 49-46198 GS 4.108 : 4/969 


Title 7 [Agriculture], pts. 46-51, revised as of Jan. 1, 1969. [1969.] 
[Contains codification of documents of general applicability and future 
effect as of Jan. 1, 1969, with ancillaries.] vi+463 p. * Paper, $1.75. 
@ Item 572 

L.C. card 49-46198 GS 4.108 : T/pt.46-51/969 


Title 12 [Banks and banking] pts. 1-299, revised as of Jan. 1, 1969. 
[1969.] vi+501 p. [Contains codification of documents of general ap- 
plicability and future effect as of Jan. 1, 1969, with ancillaries.] * Paper, 
$2.00. @ Item 572 

L.C. card 49-46198 GS 4.108 : 12/pt.300-end/969 


—— Title 12 [Banks and banking], pt. 300 to end, revised as of Jan. 1, 
1969, with ancillaries.] * Paper, $2.00. @ Item 572 
L.C. card 49-46198 GS 4.108 : 12/pt.300—-end/969 


—— Title 13 [Business credit and assistance], revised as of Jan. 1, 1969. 
[1969.] vi4+-299 p. [Contains codification of documents of general appli- 
cability and future effect as of Jan. 1, 1969, with ancillaries.] * Paper, 
$1.25. @ Item 572 
L.C. card 49-46198 GS 4.108 : 13/969 


—— Title 16 [Commercial practices] pt. 150 to end, revised as of Jan. 1, 
1969. [1969.] vi+510 p. [Contains codication of documents of general 
applicability and future effect as of Jan. 1, 1969, with ancillaries.] 
* Paper, $2.00. @ Item 572 
L.C. card 49-46198 GS 4.108 : 16/pt.150-end/969 


——Title 26 [Internal revenue], pts. 2-29, revised as of Jan. 1, 1969. 
[1969.] vi+309 p. [Contains codification and documents of general ap- 
plicability and future effect as of Jan. 1, 1969, with ancillaries.] * Paper, 
$1.25. @ Item 572 
L.C. card 49-46198 GS 4.198 : 26/pt.2-29/969 
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Code of Federal regulations—Continued 
Title 26 [Internal revenue], pts. 500-599, revised as of Jan. 1, 1969. 
[1969.] vi+405 p. [Contains codification of documents of general ap- 
plicability and future effect as of Jan. 1, 1969, with ancillaries and 
index.] * Paper, $1.50. @ Item 572 
L.C. card 49-46198 GS 4.108 : 26/pt..500-599/969 
Title 30 [Mineral resources], revised as of Jan. 1, 1969. [1969.] vi+ 
403 p. il. [Contains codification of documents of general applicability and 
future effect as of Jan. 1, 1969, with ancillaries.] * Paper, $1.50 
@ Item 572 b 
L.C. card 49-46198 GS 4.108 : 30/969 
Title 32 [National defense], pt. 400-589, revised as of Jan. 1, 1969. 
[1969.] vi+526 p. [Contains codification of documents of general ap- 
plicability and future effects as of Jan. 1, 1969, with ancillaries.] 
* Paper, $2.00. @ Item 572 
L.C. card 49-46198 GS 4.108 : 32/pt.400-589/969 
Title 32 [National defense], pt. 1600 to end, revised as of Jan. 1, 
1969. [1969.] vi+214 p. [Contains codification of documents of general 
applicability and future effect as of Jan. 1, 1969, with ancillaries. ] 
* Paper, $1.00. @ Item 572 
L.C. card 49-46198 GS 4.108 : 32/pt.1600-end /969 
Title 41 [Public contracts and property management] chap. 19-100, 
revised as of Jan. 1, 1969. [1969.] vii+193 p. [Contains codification of 
documents of general applicability and future effect as of Jan. 1, 1969, 
with ancillaries.] * Paper, $1.00. @ Item 572 
L.C. card 49-46198 GS 4.108 : 41/chap.19-100 /969 
Title 41 [Public contracts and property management], chap. 101 to 
end, revised as of Jan. 1, 1969. [1969.} vii+440 p. [Contains codification 
of documents of general applicability and future effect as of Jan. 1, 
1969, with ancillaries.] * Paper, $1.75. @ Item 572 
L.C. card 49-46198 GS 4.108 : 41/chap.101-—end/969 
Title 46 [Shipping], pts. 146-149, revised as of Jan. 1, 1969. [1969.] 
vi+916 p. il. [Contains codification of documents of general applicabil- 
ity and future effect as of Jan. 1, 1969, with ancillaries.] * Paper, $3.75. 
@ Item 572 
L.C. card 4946198 GS 4.108 : 46/pt.146-149 /969 
Guide to record retention requirements, revised as of Jan. 1, 1968. [1968.] 
cover title, [1]+4002-85 p. 4° [Reprint of Federal register, v. 33, no. 
42, pt. 2, Mar. 1, 1968. Title 1, Code of Federal regulations, App. A.] 
* Paper, 40c. GS 4.107/a : R 245/968 
Guide to record retention requirements, revised as of Jan. 1, 1969. [1969.] 
cover title, [1]+3502-86 p. 4° [Reprint of Federal register, v. 34, no. 
39, pt. 2, Feb. 27, 1969. Title 1, Code of Federal regulations, App. A.] 
* Paper, T5c. GS 4.107/a : R 254/969 
Principal officials in executive branch appointed Jan. 20—Feb. 20, 1969. 
[1969.] [2]+24 p. narrow 8° [Supplement 1 to U.S. Government orga- 
nization manual.] * Paper, 20c. @ Item 577 GS 4.109 : 968/supp.1 
United States statutes at large containing laws and concurrent resolutions 
enacted during 1st session of 90th Congress of United States of America, 
1967 and reorganization plans, 25th amendment to Constitution, and 
proclamations. 1968. v. 81, xxxiv-+1231+A59 p. [Published by authority 
of law under direction of Administrator of General Services by Office of 
Federal Register, National Archives and Records Service.] * Cloth, 
$9.00. @ Item 576 
L.C. ecard 7-35353 GS 4.111: 81 


FEDERAL RESERVE SYSTEM BOARD OF GOVERNORS 
Washington, DC 20551 


All banks in United States and other areas, principals assets and liabilities, 
by States, June 29, 1968. [1968.] [4] p. oblong 8° (Federal reserve sta- 
tistical release E. 4.) 7 FR 1.28/2: 968 
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Availability of mortgage funds, remarks of Sherman J. Maisel, member, 
Board of Governors of Federal Reserve System at conference on Impli- 
cations of changing money and mortgage market, sponsored by Mortgage 
Banking and Investment Institute, Division of Business and Manage- 
ment, New York University, New York, N.Y., Feb. 24, 1969. 1969. [1] +15 
p. 4° 7 FR 1.23: M 28/15 

Banking structure and banking markets, remarks of George W. Mitchell, 
Member, Board of Governors of Federal Reserve System at conference 
sponsored by Marketing/Savings Division of American Bankers Associa- 
tion, St. Louis, Mo., Mar. 3, 1969. 1969. [1] +13 p.4° + FR1.23:M 69/50 

3usiness financing by business finance companies; [by Evelyn M. Hurley]. 
1968. p. 815-827, 4° [Reprinted from Federal reserve bulletin, Oct. 
1968.] 7+ FR 1.3/a: B 964/4 

Federal reserve par list, Oct. 1968 (locations of banks upon which checks 
will be received by Federal Reserve Banks and Branches for collection 
and credit). [1969.] [2]+39+[1] p. il. 4° [Supersedes Oct. 1967 issue 
and supplements thereto.] 7 FR 1.9: 968 


Financial developments in 4th quarter of 1968. [1969.] p. 89-97, 4° [Re- 
printed from Federal reserve bulletin for Feb. 1969.] 7+ 
FR 1.3/a: F 49/11 


Much ado about international monetary reform, remarks by J. Dewey 
Daane, Member, Board of Governors of the Federal Reserve System be- 
fore Cleveland Business Economists Club, Cleveland, Ohio, Feb. 17, 1969. 
1969. [1]+11 p. 4° 7 FR 1.23: D11/17 


FEDERAL SUPPLY SERVICE, General Services Administration 
Washington, DC 20405 


Federal specifications. @ Item 563 GS 2.8: 

Note.—These specifications are now so completely covered by the Index of Fed- 
eral specifications, standards, and handbooks with cumulative monthly supplements, 
that listing in the Monthly Catalog of United States Government Publications rep- 
resents unnecessary and wasteful duplication of effort. For that reason they will no 
longer be listed. 

—Complete information on the Index of Federal Specifications will be found in the 
Appendix in the February 1969 issue of the Monthly Catalog under Entry number 
2969 and in the April 1968 issue under Entry number 5036. 

Federal standards. [Issued with perforations.]  * @ Item 563 

GS 2.8/3 : (nos. ) 

277. “ * ss, domestic. Dec. 17, 1968. 2 p. 4° (FSC 7310.) [S—R-44, issue in 

effect. 

278. Range, electric, domestic. Dec. 13, 1968. 2 p. 4° (FSC 7310) [W-—R-101, 

issue in effect.] 

Federal supply catalog: Stock catalog, identification list, pt. 1, FSG 12-64. 
Apr. 1969. cover title, xvi-++-196 p. il. 4° [Issued with perforations. Text 
on p. 2 of cover]. * Paper, $5.00 a yr. (including National supplier 
change index ; $1.25 additional for foreign mailing. @ Item 565-B 

GS 2.10/6 : pt.1/969 


Federal test method standard. [Issued in looseleaf form.] . 


311. Leather, methods of sampling and testing. Jan. 15, 1969. cover title, 297] 
p. il. 4° (FSC 8300.) [Supersedes Fed. spec. KK—L—3114A, Jan. 19, 1953.] 


+ @ Item 563 GS 2.8/7: 311 
Warehouse operations. Feb. 1969. cover title, 171 p. il. 4° * Paper, $1.50. 
@ Item 564-A GS 2.6/3: W 22/969 


FEDERAL TRADE COMMISSION 
Washington, DC 20580 


Economic report on structure and competitive behavior of food retailing. 
Jan. 1966. xviii+372 p. il. * Paper, $1.50. @ Item 535 
L.C. card 70-601017 FT 1.2: F% 
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1967 supplement of statutes and court decisions, Jan. 1—Dec. 31, 1967; com- 
piled by Commission. 1968. viii+-413-613b, 614-619 p. [Includes material 
copyrighted West Publishing Co.) * Paper, $1.00. @ Item 539 
L.C. card 31-26220 FT 1.13/2 : 967 


FEDERAL WATER POLLUTION CONTROL ADMINISTRATION, 
Interior Dept., Washington, DC 20242 


Conference, Pollution of Lake Erie and its tributaries, Indiana, Michigan, 
New York, Ohio, Pennsylvania, proceedings, technical session, Aug. 26, 
1968, Cleveland, Ohio [with list of references]. [1968.] cover title, [148] 
p.4° + @ Item 475-A-1 


L.C. card 73-601172 I 67.2: Er 4/968-2 
Federal grants for clean water. [Jan. 1969.] cover title, 12 p. 4° ([CWA- 
6.)] [Text on p. 2 of cover.] + @ Item 473—A-1 I 67.2: G 76/969 


Pollution of Lake Erie and its tributaries, Indiana, Michigan, New York, 
Ohio, Pennsylvania, conference proceedings, 4th session, Oct. 4, 1968, 
Cleveland, Ohio. [1968.] cover title, [1]+[A]+[142] p. il. 4° [Map on 
p. 1 of cover.] ¢~ @ Item 473—A-1 I 67.2: Er 4/968 

Water pollution control, Federal costs, report to Congress by Federal Water 
Pollution Control Administration pursuant to section 16(a) of Federal 
water pollution control act of 1966, (Public Law 84-660), as amended, 
fiscal years 1970-74. Jan. 1969. vii+-36 p. il.4° + @ Item 473—A-1 

I 67.1/2 : 970-74 


FOOD AND DRUG ADMINISTRATION, Health, Education, and Welfare 
Dept., Washington, DC 20201 


Fair packaging, synopsis of food packaging and labeling regulations; [by 
Ina Friedelson]. [1968.] [4] p. il. 4° [Reprint from FDA papers, Oct. 
1967.] * Paper, 5c. FS 13.128/a: P 12 

Informed consent; by B. Harvey Minchew and C. Gallogly. [1968.] [4] 
p. il. 4° [Reprint from FDA papers, Oct. 1967.] * Paper, 5c. 

FS 13.128/a:In3 

Natural food poisons; [by A. D. Campbell]. [1968.] [8] p. il. 4° [Reprint 
from FDA papers, Sept. 1967.] * Paper, 10c. FS 13.128/a: P 756 

Rx label, basis for all prescribing information ; [by John Jennings]. [1968.] 
[8] p. il. 4° [Reprint from FDA papers, Nov. 1967.] * Paper, 10c. 

FS 13.128/a : P 925 

Washington briefing on FDA’s drug efficacy review [articles]. [1968.] 16 
p.il.4° [Reprint from FDA papers, Mar. 1968.] * Paper, 15c. 

FS 13.128/a : D 842/2 


FOREIGN CLAIMS SETTLEMENT COMMISSION 
Washington, DC 20579 


Foreign Claims Settlement Commission of United States, annual report to 
Congress for period Jan. 1—Dec. 31, 1967. [1968.] v+198 p. + @ Item 
1063-—C Y 3.F 76/3 : 1/967 


FOREST SERVICE, Agriculture Dept. 
Washington, DC 20250 


Birds of Francis Marion National Forest; [compiled by E. Burnham 
Chamberlain]. [1968.] cover title, viii+32 p. il. 16° (Southern Region.) 
{Colored illustrations on p. 1 and 4 of cover.] 7 A 13.2: B53 


Birds of southern Appalachians; [compiled by E. Burnham Chamberlain]. 
[1968.] cover title, viii+36 p. il. 16° (Southern Region.) [Colored 


illustrations on p. 1 and 4 of cover.] 7 A 13.2: B 53/2 
Environment for innovation, Southern Forest Experiment Station. 1969. 
[16] p. il. 4° [Illustrations are colored.] 7 A 13.40/2: En 8 
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5669 


5670 
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5672 


5673 
5674 


5677 


5678 


5679 


5680 


5681 


5682 


5683 


5684 


Apri 1969 


Programed instruction : Survival preparedness for rural areas. [Aug. 1968.] 
cover title, [227] p.il. 4° [Envelope containing 2 EVCO cards, and EVCO 
truthpick Survival preparedness for rural areas, attached to inside of 
back cover.] * Paper, $2.25 A 13.2: Su7/3 

1968 publications of Southern Forest Experiment Station. 1969. 12 p. 4° + 

A 13.40/8-3 : 968 


Research note RM-(series). (Rocky Mountain Forest and Range Experi- 
ment Station, Fort Collins, Colo.) 7 A 13.79 : RM—(nos. ) 
RM-117. Preliminary evaluation of small-diameter Black Hills ponderosa pine for 
veneer and plywood ; [by] Lincoln A. Mueller, Donald C. Markstrom, 
and John F. Lutz. 1968. i1 p. il. 4° 

RM-118. Soil temperatures under forest and grassland cover types in northern 
New Mexico; [by] Howard L. Gary. 1968. 11 p. il. 4° 

RM-119. Thinning, clearcutting, and reseeding affect deer and elk use of pon- 
derosa pine forests in Arizona [with list of literature cited; by] 
Henry A. Pearson. 1968. 4 p. il. 4° 

RM-120. Shielded thermistor probe with aor instrument for measuring snow- 
— —_— [by] G. J. Gottfried and C. J. Campbell. 1968. 


3 p. il. 4 
RM-121, Effects of ‘aa freezing on water ey {with list of literature cited ; 
by] Arnett C. Mace, jr. 1968. 4 p. il. 
RM-122. 24-inch branch as sample unit od ens i surveys of western budworm ; 
[by] M. BE. McKnight. 1968. 2 < 
RM-123. Relationship of different forest floor layers to herbage production [with 
list of literature cited; by] Warren P. Clary, Peter F. Ffolliott, and 
Donald A. Jameson. 1968. 3 p. il. 4° 
RM-—124. Observations of snowpack accumulation, melt, and runoff on small 
Arizona watershed [with list of literature cited ; by] Peter F. Ffol- 
liott and Edward A. Hansen. 1968. 7 p. il. 4° 
RM-—125. Douglas-fir beetle brood densities and infestation trends on New Mexico 
study area ; [by] John F. Chansler. 1968. 4 p. il. 4° 
RM-—126. Composting ponderosa pine bark, effects of nitrogen addition and aera- 
tion [with list of literature cited; by] Vern P. Yerkes and Donald C. 
Markstrom. 1968. 4 p. il. 4° 
Research paper RM-—(series). (Rocky Mountain Forest and Range Experi- 
ment Station, Fort Collins, Colo.) 
RM-—44. Literature review of spruce, western, and 2-year-cycle budworms [with 
bibliography]; by M. E. McKnight. 1968. cover title, [2] +35+ [1] 
p. 4° [Illustrations on p. 1 and 4 of cover.] f A13.78: RM-—44 


GENERAL ACCOUNTING aden 
Washington, DC 20548 


Decisions of Comptroller General of United States, scope line index, vy. 1-46, 
July 1, 1921-June 30, 1967. [1968.] x+1786 p. * Cloth, $8.00. @ Item 
544 GA 1.5: 1-46/ind. 


GAO manual for guidance of Federal agencies [titles 1-9]. [Issued in loose- 
leaf form.] * Paper, $20.00 (including basic manual and supplementary 
service) ; $5.00 additional for foreign mailing. 
title 5. Transportation, transmittal sheet 5-25; Apr. 2, 1968. [1968.] [4] p. 

GA 1.6/10 : 957/trans.5-25 

Report to Congress: Analysis of estimated and actual costs of certain major 
research facilities of Atomic Energy Commission; by Comptroller Gen- 
eral of United States. Feb. 20, 1969. cover title, [5]+43 p. il. 4° (B- 
159687.) + Paper, $1.00. 

L.C. card 79-600908 GA1.13: At 7/5 

—— Audit of Federal Savings and Loan Insurance Corporation supervised 
by Federal Home Loan Bank Board, for year ended Dec. 31, 1967; by 
Comptroller General of United States. Feb. 26, 1969. cover title, [6] -+N33 
p.4° (B-114893.) + Paper, $1.00. GA 1.18: F 81/10/967 


Audit of financial statements of low-rent public housing program fund, 
fiscal year 1968, Department of Housing and Urban Development; by 
Comptroller General of United States Feb. 20, 1969. cover title, [3] leaves 
+25 p.4° (B-114863.) + Paper, $1.00. GA 1.13: H 81/41/968 

—— Comparison of taxes in District of Columbia with those of its environs 
and other metropolitan areas; by Comptroller General of United States. 
Mar. 14, 1969. [51+-58 p.4° (B-118638.) + Paper, $1.00. 

L.C. card 70-601044 GA1.13:T 19/4 





#For Sale by Clearinghouse, U.S. Department of 
Commerce, Springfield, Va. 22151 
@Sent to Depository Libraries Page 49 


337-648—69—No. 891——5 








5686 


5688 


5689 


5690 


5691 


5692 


5693 


GOVERNMENT PUBLICATIONS 


—— Federal Housing Administration’s decision not to require builder’s cost 
certification for Rossmoor Leisure World development, Department of 
Housing and Urban Development: by Comptreller General of United 
States. Feb. 19, 1969. cover title, [6]+72 p. 4° (B-158910.) + Paper, 
$1.00. 

L.C. eard 75-600907 GA 1.13: R73 


Federal programs for benefit of disadvantaged preschool children, Los 
Angeles County, Calif., Office of Economic Opportunity and Department 
of Health, Education, and Welfare; by Comptroller General of United 
States. Feb. 14, 1969. cover title, [7]+111 p. 4° (B-157356.) 7 Paper, 
$1.00. 

L.C. card 71-600780 GA 1.13: C 43/4 


—— Improvements made or to be made in acquisition and management 
of nonexpendable personal property overseas, Department of State; 
by Comptroller General of United States. Mar. 12, 1969. cover title, [5] 
+37 p.4° (B-165867.) + Paper, $1.00. 

L.C. card 73-601034 GA 1.13: P 43/9 


—— Need for improved guidelines in contracting for research with Govern- 
ment-sponsored nonprofit contractors, Department of Defense, Atomic 
Energy Commission, National Aeronautics and Space Administration ; by 
Comptroller General of United States. Feb. 10, 1969. cover title, [6]+ 
95 p. 4° (B-146810.) + Paper, $1.00. 

L.C. card 78-600676 GA 1.13: G 74/3 


Need to resolve questions of safety involving certain registered uses 
of lindane pesticide pellets, Agricultural Research Service, Department 
of Agriculture; by Comptroller General of United States. Feb. 20, 1969. 
cover title, [6]+35 p.4° + Paper, $1.00. 

L.C. card T7-600779 GA 1.13: Sa 1/2 








—— Policies, procedures, and practices for determining requirements for 
military family housing and bachelor officer and enlisted quarters, De- 
partment of Defense; by Comptroller General of United States. Feb. 18, 
1969. cover title, [7] +56 p.4° (B-133316.] 7 Paper, $1.00. 

L.C. card 79-601006 GA 1.13: M 59/23 


—— Practices followed in adjusting Federal grants awarded for construc- 
tion of academic facilities, Office of Education, Department of Health, 
Education, and Welfare; by Comptroller General of United States. 
Mar. 4, 1969. cover title, [5]+27 p. 4° (B-164031(1).) + Paper, $1.00. 
L.C. card 74-600904 GA 1.13: G 76/7 


Survey of cost to design, construct, and equip selected general hos- 
pitals in United States; by Comptroller General of United States. Feb. 
18, 1969. cover title, [6]+80 p. il. 4° (B-161475.) + Paper, $1.00. 

L.C. card 72-600941 GA 1.13: H 79/12 


Report to Joint Committee on Atomic Energy, Congress of United States: 
Management of equipment by Atomic Energy Commission; by Comp- 
troller General of United States. Mar. 14, 1969, cover title, [6]+-110 p. 
il. 4° (B-160731.) + Paper, $1.00. 

L.C. card 75-601005 GA 1.13: At 7/6 





GENERAL SERVICES ADMINISTRATION 
Washington, DC 20405 


Administrator’s annual report, fiscal year 1968. [1968.] cover title, iii+-44 
p. il. + @ Item 558 
L.C. card 50-60567 GS 1.1: 968 
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Aprrit 1969 


GEOLOGICAL SURVEY, Interior Dept. 
Washington, DC 20405 


5696 Average monthly discharge for 15-year base period, water years 1953-67 
inclusive, at selected gaging stations and change of storage in certain 
lakes and reservoirs in Pacific Northwest, table 1. Oct. 10, 1968. 3 leaves, 
oblong 8° (NW Water Resources Data Center, Water Resources Di- 
vision, Portland, Oreg.) [Data for stations in British Columbia fur- 
nished by Water Survey of Canada. Provisional, subject to revision. 
Issued with perforations. A Supplement, 4 p., dated Dec. 20, 1968, was 


issued also.] tf I 19.45/3-2 : 953-67 
Bulletins. @ Item 620 1 19.3 : (nos. ) 
5697 1211-B. Geologic reconnaissance of possible powersites at Tyee, Eagle, and Spur 


Mountain Lakes, southeastern Alaska [with list of references cited] ; 
by James BH. Callahan and Alexander A. Wanek. 1969. iv+34 p. il. 
pl. in pocket [Description of geological factors which could affect 
feasibility of three powersites on mainland of southeastern Alaska, 
northeast of Ketchikan.] * Paper, $1.25. 
5698 1235. vn Paper, $4 of North Amerigan geology, 1965. 1969. [2]+1144 p. 
‘aper 
L.C. card GS 24-38 
5699 1251-J. Upper Cretaceous and lower Tertiary rocks, ra and San Leandreo 
Hills, Calif. [with list of references cited] ; 4 E. Case. 1968. ili+ 
29+ [3] p. il. [Revision of stratigraphy o a eee Upper 
Cretaceous rocks and marine beds. Contributions to general geology. 
Includes title page and contents to Bulletin 1251.] * Paper, 75c. 
5700 1260. Studies related to wilderness-wildlife refuges, 1967 [title page and con- 
tents. [1969.] [3] p. [This bulletin was published as separate chapters 


A-P.] |; 
L.C. look GS 68-380 

5701 1265. Ancient lavas in Shenandoah National Park near Luray, Va. [with list of 
references cited; by John C. Reed, Jr.]. [1969.] vii+43 p. il. 1 pl. 
in pocket. [Description of volcanic rocks of upper Precambrian (7?) 
Catoctin Formation and discussion of their environment and mode 
of eruption. One plate is colored.] * Paper, 75c. 

L.C. card GS 68-304 

5702 1270. Clay deposits of Spokane County, Wash. [with list of references cited] ; 
by John W. Hosterman. 1969. v+96 p. il. 2 pl. in pocket. [Geological, 
mineralogical, and chemical study.] Hy "Paper, $1.50. 

L.C. card GS 68-297 

5703 1274—D. Coal-bearing group in Nenana coal field, Alaska [with list of literature 
7 ; by Clyde Wahrhaftig [and others]. iii+30 p. il. [Contributions 
to stratigraphy.] * Paper, 25c. 

5704 1274-H. Cretaceous-Tertiary boundary in New Jersey, Delaware, and eastern 
Maryland {with list of references cited] ; ‘by James P. Minard [and 
others]. 1969. fii+33 p. il. [The basal Tertiary Hornerstown sand 
unconformably overlaps progressively lower truncated beds in under- 
lying Cretaceous section southwestward through New Jersey, Dela- 
bf = eastern Maryland. Contributions to stratigraphy.] 

aper, 25c. 

5705 1274—J. Four new members of upper cretaceous Straight Cliffs Formation in 
southeastern Kaiparowits region, Kane County, Utah [with list of 
references cited]: by Fred Peterson. 1969. ifi+28 p. il. [Description 
of new stratigraphic units in coal-bearing formation of southern Utah. 
Contributions to stratigraphy.] * Paper, 30c. 


Circulars. + I 19.4/2:(nos.) 

5706 594. Poison Ridge volcanic center and related mineralization, Grand and Jackson 
Counties, Colo. [with list of references]; by Douglas M. Kinney [and 
others]. 1968. ae il. 4° 
L.C. card GS 68— 

5707 596. Preliminar cenanee 7 geological, geochemical, and geophysical studies in 
part of Virginia City quadrangle, Nev. [with list of references cited] ; 
by Donald H. Whitebread and Donald B. Hoover. 1968. iii+20 p. il. 4° 
L.C. card GS 68-37 

5708 602. Sand ané gravel on auillineniii shelf off northeastern United States [with 
list of references cited] ; by John Schlee. 1968. ifi+9 p. il. 4° @ Item 


620-A 
L.C. card GS 68-363 

5709 610. Gold in igneous. sedimentary and metamorphic rocks [with list of references 
cited] ; by wt] * Jones. 1969. 11i-+28 p.4.° @ Item 620-A 
L.C. card 78-650 

5710 612. Gold in minerals | composition of native gold [with list of references 
cited]; by Robert S. Jones and Michael] Fleischer. 1969. ifi+17 p. 4° 


@ Item 620-A 
5711 613. Seismic activity during 1968 test pumping at petty Mountain arsenal dis- 
posal well [with list of references cited]; by D. B. Hoover and J. 


Dietrich. 19 ili+35 p. il. 4e [Concerns Fo done in cooperation with 
U.S. Army Corps of Engineers.] @ Item 620-A 
L.C. card 75-650149 
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614. Metalliferous deposits near Granite Mountain eastern Seward Peninsula, 
Alaska [with list of references cited] ; by Thomas P. Miller and Raymond 
L. Elliott, 1969. ii+-19 p. il. 4° 
L.C. ecard 71-650148 


Professional papers. @ Item 624 1 19.16 : (nos. ) 


341-I. Geology and ore deposits of Antonio dos Santos, Gongo S0Oco and 
Conceicio do Rio Acima quadrangles, Minas Gerais, Brazil [with list 
references cited]; by Samuel L. Moore. 1969. iv+50 p. il. 4 pl. in 

ocket, 4° [Prepared in cooperation with Departmento Nacional da 

oducio Mineral of Brazil under auspices of Agency for International 
Development of Department of State. Geology and mineral resources 
of parts of Minas Gerais, Brasil. Plates are colored.] * Paper, $2.25. 

486—D. Lower Colorado River water supply, its magnitude and distribution [with 
list of references]; by Allen G. Hely. 1969. v+54 p. il. 4° [Water 
resources Of lower Colorado River, Salton Sea area.] * Paper, 60c. 

521-B. Stratigraphy of Chinle and Moenkopi formation, Navajo and Hopi Indian 
Reservations, Ariz., N. Mex., and Utah [with list of references cited] 
by C. A. Repenning, M. E. Cooley, and J. P. Akers. 1969. iii-+-34 p. il. 2 
pl. in pocket, 4° [Prepared in cooperation with Bureau of Indian 
Affairs and Navajo Tribe. Hydrogeology of Navajo and Hopi Indian 
Reservations, Ariz., N. Mex., and Utah.] * Paper, $1.25. 

529-D. Atlantic Continental Shelf and slope of United States, color of marine 
sediments [with list of references cited] ; by Daniel J. Stanley. 1969. 
iii+15 p. il. map in pocket, 4° [Sediment colors on continental margin 
reflect differences of composition, texture, physiography, and sedi- 
mentary processes active now and in recent geological past. Contribution 
1920 of Woods Hole Oceanographic Institution. Based on work con- 
ducted under auspices of Re Survey and Woods Hole Oceano- 
graphic Institution as part of their joint Atlantic Continental Margin 
Project. Map is colored. * Map, $1.00. 

536-C. Geology of Coal Hill, Hartman, and Clarksville quadrangles, Johnson 
County and vicinity, Ark. [with list of references cited]; by E. A. 
Merewether and Boyd R. Haley. 1969. ili+-27+ [3] p. il. 3 pl. in pocket, 
4° [Prepared in cooperation with Arkansas Geological Commission. 
Geology of Arkansas Valley coal field. Includes title page and contents 
to Professional paper 536. One plate is cclored.] * Paper, $1.50. 

543-H. Erosion and deposition on beach raised by 1964 earthquake, Montague 
Island, Alaska [with list of references cited] ; by M. J. Kirkby and Anne 
V. Kirkby. 1968. vi+41 p. il. 4° [Alaska earthquake, Mar. 27, 1964, 
regional effects. Quantitative study of geomorphic modifications of up- 
lifted coastal features.] * Paper, 60c. 

562-C. Behavior of large particles falling in quiescent liquids [with list of 
references cited]; by G. E. Stringham, D. B. Simons, and H. P. Guy. 
1969 v+36 p. il. 4° [Sediment transport in alluvial channels.] 
* Paper, 55c. 

595. Geology of uranium deposits in Dripping Spring Quartzite, Gila County, 
Ariz. [with list of references cited] ; by Harry C. Granger and Robert B. 
Raup. 1969. v+109 p. il. 4 pl. in pocket, 4° [Prepared on behalf of 
Atomic Energy Commission.] * Paper, $2.25. 

L.C, card GS 68-295 : 

601. Descriptive petrography of 3 large granitic bodies in Inyo Mountains, 
Calif. [with list of references cited] ; by Donald C. Ross. 1969. vi+ 47 
p. il. 5 pl. in pocket, 4° [Prepared in cooperation with California 
Department of Coneservation, Division of Mines and Geology.] * Paper, 


$1.75. 
L.C. card GS 68-299 

614—A. Micromineralogy of galena ores, Burgin mine, East Tintic district, Utah 
[with list of references cited] ; by Arthur S. Radtke, Charles M. Taylor, 
and Hal T. Morris. iii+-17 p. il. 4° [Study of distribution of variety of 
chemical elements in major and minor minerals of silver-rich lead and 
zine replacement ore body. Shorter contributions to general geology.] 
* Paper, 40c. 

619. Late Cretaceous ammonites Scaphites leei Reeside and Scaphites hippo- 
crepis (DeKay) in western interior of United States [with list of 
references cited]: by William A. Cobban. 1969. iii+29+ [2] p. il. 
5 pl. 4° [Chronologcial forms each of Scaphites leei and Scaphites 
hippocrepis occur in dimorphic pairs and provide means of correlating 
thin uits of strata.] * Paper, 60c. 

L.C. card GS 68-316 


Safety and survival in an earthquake. 11 p. il. narrow 8° [Prepared in 
cooperation with Regional Office 7, Office of Emergency Preparedness. ] 


~ @ Item 621 119.2: Ea 7/3 
Techniques of water-resources investigations: Book 3, Applications of 
hydraulics. 


Chap. All. Measurement of discharge by moving boat method [with list of se- 
lected references] ; by George F. Smoot and Charles E. Novak. [1969.] 
vi+22 p. il. 4° [Issued with perforations.) * Paper, 40c. @ Item 
624-A 119.15/5 : bk.3/chap.A11 
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5731 


5734 


5736 


Aprin 1969 


Water supply papers. @ Item 625 1 19.13 : (nos.) 


1746. Quality of surface waters for irrigation, Western States, 1960 [with 
selected references ; prepared by personnel of Water Resources Divi- 
sion]. 1968 [published 1969]. viii+152 p. il. 1 pl. in pocket. * Paper, 
$1.25. 

L.C. card GS 55-331 

1861. Water resources of Sycamore Creek watershed, Maricopa County, Ariz. 
[with list of references cited] ; by LU. W. Thomsen and H. H. Schumann, 
1968. vii+53 p. il. 1 pl. in pocket. [Prepared in cooperation with 
Arizona State Land Department and Salt River Valley Water Users’ 
Association.] * Paper, 40c. 

L.C. card GS 68-262 

1879-—D. Water resources of Salmon Falls Creek basin, Idaho-Nevada [with list 
of references] ; by E. G. Crosthwaite. 1969. iv-+33 p. il. [Prepared in 
cooperation with U.S. Bureau of Reclamation and Idaho Department 
of Reclamation. Contributions to hydrology of United States.] 
* Paper, 25c. 


HEALTH, EDUCATION, AND WELFARE DEPARTMENT 
Washington, DC 20201 


Department of Health, Education, and Welfare telephone directory, Feb. 
1969. [1969.] cover title, xvi+146+ [2] p.4° [Text and map on p. 24 of 
cover. Last 2 pages left blank for notes.] * Paper, $1.25. FS 1.28: 969 

Health insurance for the disabled under social security, report of Advisory 
Council on Health Insurance for the Disabled. 1969. ix+44 p. * Paper, 
35. @ Item 445 
L.C. card 75-601064 FS 1.2: D68 

Mental retardation activities of Department of Health, Education, and 
Welfare [with list of publications of Secretary’s Committee on Mental 
Retardation]. Jan. 1969. xv+85 p. 4° * Paper, $1.00. @ Item 445-G 
L.C. card 62-61602 FS 1.23/5: 969 

Statement by Wilbur J. Cohen, Secretary of Health, Education, and Wel- 
fare on premium rate for medicare supplementary medical insurance, 
Dec. 31, 1968. [1969.] 8 p. narrow 8° + @ Item 445 FS 1.2: M 46/6 

Summary of selected legislation relating to the handicapped, 1968. Nov. 
1968.v+13p. * Paper,20c. @ Item 445 
L.C. card 76-601083 FS 1.2:H 19/968 

Task Force on Prescription Drugs, final report, Feb. 7, 1969. [1969.] xxii 
+86 p.4° * Paper, $1.25. @ Item 445 
L.C. card 72-600933 FS 1.32: R 29/969 

This is HEW. [1969.] cover title, [8] p. small 4° ([Visitors-Information 
Center.]) [Text on p.38-4 of cover.] 7+ @ Item 445 

FS 1.2: H 34/13/969 

Toward a social report. [Jan. 1969.] xxii+-101 p. il. * Paper, 55c. © Item 

445 FS 1.2: So1/2 


HOUSING AND URBAN DEVELOPMENT DEPARTMENT 
Washington, DC 20410 


Address prepared for delivery by George Romney, Secretary of Housing 
and Urban Development, Stephen L, Brockbank Memorial Lecture, Hink- 
ley Institute of Politics, University of Utah, Salt Lake City, Utah, 
Feb. 17, 1969. 1969. 10 p. 4° 7 HH 1.7: R 66 

Excerpt of remarks prepared for delivery by George Romney, Secretary of 
Housing and Urban Development, Bonneville Knife and Fork Club, Salt 
Lake City, Utah, Feb. 17, 1969. 1969. 3 leaves, 4° + HH 1.7: R 66/2 


HUD guide. 
FHA G 4400.8. [Mortgagees’ guide assistance payments under sec. 235 and in- 
terest reduction payments under sec. 236}, Change 3. Feb. 20, 
1969. [8] p. 4° [Includes Transmittal notice.] ¢t @Item 
582-E HH 1.6/7 : FHA G 4400.8/ch.3 
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5740 


5741 


5742 


5743 


5744 
5745 
5746 
5747 
5748 


5751 


5752 


5754 


GOVERNMENT PUBLICATIONS 


HUD handbooks. @ Item 582-E HH 1.6/6: (letters-nos. ) 


FHA 4400.10A. Exception income limits for sec. 235 and 236 housing. Feb. 1969. 
4]+19 4° [Issued with perforations. Replaces FHA 
4400.10, Oct. 1968.] ft 

FHA 4403.1. Financial assistance for non-profit sponsors of low and moderate 
income housing (sec. 106). Oct. 1968 [published 1969]. [45] 

, p.4° [Issued with perforations. ] 

RHA 7207.1. disan renewal handbook. [Feb. 18, 1969.] [1]+5 p. 4° [Is- 
sued with perforations. Includes "Transmittal notice 20.) 
* Paper, $14.00 (including basic manual and supplementary 
material for —aes ; $4.00 additional for foreign 
mailing. @ Item 5 

RHA 7375.1. Rehabilitation financing, RAA programs handbook. Oct. 1968 
[published 1969.]. [179] p. 4° [Issued with perforations. ] 
* Paper, $14.00 (including basic manual and supplementary 
material for indefinite period) ; $4.00 additional for foreign 
mailing. @ Item 582- 


IP (series). HH 1.27 : (nos. ) 


4. El programa de pago suplementario de alquiler. (pe~- 1968.] [12] p. il. 
narrow 8° (HUD consumer bulletin.) * Paper, 1 
5. Como la FHA ayuda en las permutas de viviendas. ‘tite. 1968.] [6] p. il. 
narrow 8° (HUD consumer bulletin.) * Paper, 5c. 
12. Ayuda de pago suplementario del alquiler para enquilinos. [Mar. 1968.] [6] 
p. il. narrow 8° (HUD) consumer bulletin.) * Paper 5c. 
29. El militar que desea comprar una casa. [Apr. 1968.] [12] p. il. narrow 8° 
HUD consumer bulletin.) * Paper, 10c 
99. —_ cities program, questions and answers. [Dec. 1968, published 1969.] 
18+ [2] p. narrow 8° * Paper, 15c. @ Item 582-G 


MP-(series). @ Item 582-H HH 1.28: (nos.) 


71. Urban & regional information systems: Support for planning in metropolitan 
areas [with bibliographies]. [1968.] [482] p. 4° [Page numbers 11 and 
ps part 1 were omitted, but no text is missing. Some pages are left blank. ] 

aper, $3.25. 

80. Benefit-cost applications in urban renewal, summary of feasibility study; 
{by] Philip H. Friedly [and others]. Aug. 1968 [published 1969]. iv+35 p. 
4° [Prepared for Office of Economic and Market Analysis, Office of Deputy 
Undersecretary for Policy Analysis and Program Evaluation, Department 
phwense and Urban Development, by Resource Management Corporation.] 

‘aper, 4 
L.C. card 71-601012 


Summary of legislation of interest to Department of Housing and Urban 


Development enacted during 2d session of 90th congress. Dec. 1, 1968 
[published 1969]. [1]+40 p. 4° 7 @ Item 582 HH 1.2: L 52 


TS—(series). 


27. Fredella Village, Vicksburg, Miss.; [composed by Mary Carol Dragoo and 
Robert Boxberger.] [Dec. 1968, published 1969.] cover title, 11 p. il. 4° 
({Federal Housing Administration. ]) (Text on p. 2-3 of cover. Ray nun- 
bered 11 is on inside of back cover.] * Paper, 25c. @ Item 59: 

L.C. card 68-67192 HH 1.31 : 27/2 


INDIAN AFFAIRS BUREAU, Interior Dept. 
Washington, DC 20240 


American Indian calendar. [1969.] [78] p. il. oblong 48° [Designed to 
acquaint tourist with events scheduled on Indian reservations.] * Paper, 
45c. @ Item 627 I 20.2: C 12/2/969 


INTERIOR DEPARTMENT 
Washington, DC 20240 


NotTEr.—Requests to the Interior Department for publications should give the 
ful) title and the date of the publication. Do not include Monthly Catalog entry 
numbers or Superintendent of Documents classification numbers, which should be 
used only when ordering from the Superintendent of Documents. 


Conservation yearbook. 


5. It’s your world, grassroots conservation story. [1969.] sty A title, 96 p. il. 
4° [Illustrations are colored.] * Paper, $2.00. @ Item 60 
L.C. card 72-601015 11.95:5 
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5756 


5757 


5764 


5765 


5766 


5767 


Aprit 1969 


Land, people, & recreation in Potomac River Basin, final report of Recrea- 
tion and Landscape Sub-Task Force, Project Potomac. 1968. [6]+-38 p. 3 
pL 7 maps, 4° (Federal Interdepartmental Task Force on Potomac, 
Department of Interior.) [One plate is colored.] * Paper, $1.75. 
@ Item 608 
L.C. card 68-62220 11.2: P 84/4 


New conservation era, 1964-68, yearbooks of Department of Interior; 
[published by Office of Information]. [1969.] cover title, [522] p. il. large 
4° [Contains Quest for quality, Population challenge, the Third wave, 
Man... an endangered species?, and It’s your world. Some illustra- 
tions are colored.] * Cloth, $16.50. 

L.C. card 78-601168 11.95: 1-5 


Personnel management publication (series). 


13. Safety aids decision-making, progressive new approach to systems safety 
management; [by W. C. Pope and E. R. Nicolai]. Aug. 1968. 16+ [1] p. 
(A service of your Federal Safety Council ; Office of Assistant Secretary for 
Administration, Office of Personnel Management, Division of Safety Man- 
agement.) ¢ @Item 603-D 11.73/2:13 


Remarks by Secretary of Interior Walter J. Hickel before National Wild- 
life Federation, Washington, D.C., Mar. 1, 1969. 1969. 4 leaves, 4° 7+ 
11.68: H 52 


Remarks of Secretary of Interior Walter J. Hickel before North American 
Wildlife and Natural Resources Conference, Washington, D.C., Mar. 3, 


1969. 1969. 3 leaves, 4° 7 11.68: H 52/2 
[Saline water] research and development progress reports. (Office of Saline 
Water.) @ Item 604-A-1 I 1.88: (nos. ) 


399. Activated carbon used as electrodes in electrochemical demineralization of 
saline water [with list of references] ; by G. W. Murphy and J. L. Cooper, 
University of Oklahoma, Norman, Okla, Feb. 1969. vi+102 p. il. 4° 
(Grant 14-01-0001-756.) * Paper, $1.00. 

401. Water transport in hyperfiltration membranes [with lists of references] ; 
by D. Vofsi and O. Kedem, Weizmann Institute of Science, Polymer De- 
partment, Rehovoth, Israel. Mar. 1969. ili+73 p. il. 4° (Contract 14—01- 
0001-961.) * Paper, 70c. 

405. Intermolecular forces and liquid state [with list of references]; by C. R. 
Mueller. Purdue University, Lafayette, Ind. [1969.] ii+34 p. il. 4° 
(Grant 14-01-0001-606.) * Paper, 40c. 

407. Electrical properties of electrodialysis membranes [with list of references] ; 
by Richard A. Wallace, University of California, Berkeley, Calif. [1969.] 
vii+42 p. il. 4° (Grant 14-01-0001-1089.) * Paper, 50c. 


INTERNAL REVENUE SERVICE, Treasury Dept. 
Washington, DC 20224 


Alcohol and tobacco, summary statistics, fiscal year 1968, distilled spirits, 
wine, beer, tobacco, enforcement, taxes. [1969.] cover title, iv+80 p. 4° 
(Publication 67 (3-69) ; Report symbol NO-OP: AT-82.) * Paper, 75c. 
@ Item 964-A 
L.C. card 54-61854 T 22.43 : 968 


Circular. 


EB. Sagherers tax guide for withholding, deposit, payment, and reporting of 
eral income tax withheld, social security taxes, and Federal unemploy- 
Ses, (2008. ) 46 p. il. 4° (Publication 15 (rev. Jan. 1969).) + @ Item 


L.C. card 55-4793 T 22.20/2 : B/969 


Commissioner of Internal Revenue, 1968 annual report, fiscal year 1968 
[with statistical tables]. [1969.] [6]+128 p. il. 1 pl. 4° (Publication 55.) 
[Also issued as H. doc. 6, 91st Cong., Ist sess.] * Paper, $1.50. @ Item 
955 
L.C. card 9-4972 T 22.1: 968 


How Federal income tax applies to condemnations of private property for 
public use. [1968.] 19 p. 4° [Prepared in cooperation with Highway and 
Land Administration, Bureau of Public Roads.] * Paper, $12.00 per 
100; single copy, 20c. @ Item 964-B T 22.44/2: 549 
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5769 


5770 


5771 


5779 


5782 


GOVERNMENT PUBLICATIONS 


Income tax deduction for contributions. |1969.] 10 p. oblong 24° (Publica- 
tion 526 (10-68).) * Paper, $6.00 per 100; single copy, 10c. @ Item 
964-B T 22.44/2: 526 


Looseleaf regulations system: Service 3, Employment tax, transmittal 2% 
Dec. 133, 1968. [72] p. 4° @ Item 961 T 22.19/38 : 3/trans.23 
NOTE. —Service 8 consists of pts. 31 and 36 of title 26 of Code of Federal regula- 

tions. It is sold on a subscription basis by the Superintendent of Documents, $2. 5 

(including basic material and supplements issued irregularly for approximately 3 

years) ; 75c. additional for foreign mailing. 


—— Service 5, Procedure and administration, transmittal 46. Feb. 14, 1969. 
[8] p. 4° @ Item 961 T 22.19/38 : 5/trans.46 
Note.—Service 5 consist of pts. 152, 301-303 and 601 of title 26 of Code of 

Federal regulations. It is sold on a subscription basis by the Superintendent of 

Documents, $4.50 (including basic material and supplements issued irregularly 

for approximately 3 years) ; $1.00 additional for foreign mailing. 


Revenue procedures. T 22.19/6: (nos. ) 
69-1. Rulings and determination letters. [Jan. 1969.] 10 p.4° (26 CFR 601.201 ; 
Publication 629.) [Reprinted from Internal revenue bulletin 1969-1, 
Jan. 6, 1969. Supersedes Revenue procedures 65-8, 67-1, and 68-37.] 

* Paper, 15c. 

69-2. Examination of returns and claims for refund, credit or abatement; 
determination of correct tax liability. [Jan. 1969.] 5 p. 4° (26 CFR 
++ + al Publication 630.) [Reprinted from Internal revenue bulletin 
1969-1, Jan. 6, 1969. Supersedes Revenue procedure 67-2.] * Paper, 


10¢e. 

69-3. Rulings and determination letters. [Jan. 1969.] 4 p. 4° (26 CFR 601.201; 
Publication 631.) [Reprinted from Internal revenue bulletin 1969-1, 
Jan, 6, 1969. Supersedes Revenue procedure 67-3.] * Paper, 10c. 

69-4. Rulings and determination letters. [Jan. 1969.] 8 p.4° (26 CFR 601.201; 
Publication 632.) [Reprinted from Internal revenue bulletin 1969-1, 
Jan. 6, 1969. Supersedes Revenue procedure 67—4.] * Paper, 10c. 

69-5. Rulings and determination letters [Jan. 1969.] 3 p. 4° (26 CFR 601.201; 
Publication 633.) [Reprinted from Internal revenue bulletin 1969-1, 
Jan. 6, 1969. Supersedes Revenue procedure 64—-30.] * Paper, 10c. 

69-6. Rulings and determination letters [Jan. 1969.] 3 p. 4° (26 CFR 601.201; 
Publication 634.) [Reprinted from Internal revenue bulletin 1969-1 
Jan. 6, 1969. Supersedes Revenue procedures 64-31, 65-4, and 67-29, 
and modifies Revenue procedure 66-34.] * Paper, 10c. 


Statistics of income, 1964: Corporation income tax returns, with account- 
ing periods ended July 1964-June 1965; prepared by Statistics Division. 
[1969.] v+394 p. il. 4° (Publication 16 (2-69).) *Paper, $3.00 
@ Item 964 
L.C. card 61-37568 T 22.35/2: C 81/964 


Tax information for sponsors of contests and sporting events. [1969.] 4 p. 4° 


(Publication 558 (10-68).) * Paper, $2.00 per 100; wer n° copy, 5e. 
@ Item 964-B T 22.44/2: 558 


Tobacco tax guide, transmittal 26; Mar. 3, 1969. [1969.] [81] p. 4° (Pub- 


lication 464.) [Issued in looseleaf form.] * Paper, $3.50 (including basic 
guide and supplementary material for an indefinite period) ; $1.00 addi- 
tional for foreign mailing. @ Item 956—-A T 22.19/5 : 964/trans.26 


Valuation of donated property. [1968.] 15 p. 4° (Publication 561 (10-68.). 
* Paper, $9.00 per 100; single copy, 15c. @ Item 964-B TT 22.44/2: 561 


We thought you’d never ask [about summer employment opportunities]. 
[1969.] [6] p. narrow 8° (Pub. 628 (2-69).) + © Item 956 
T 22.2: W 37 


INTERNATIONAL COMMERCE BUREAU, Commerce Dept. 
Washington, DC 20230 


Economie trends and their implications for United States, ET (series). 
* Paper, $15.00 a yr., $6.00 additional for foreign mailing. @ Item 231-I 
C 42.30: (nos. ) 

68-68. Malaysia. Dec. 17, 1968.10 p.4° [Semiannual.] 


*For Sale by Superintendent of Documents 
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Foreign economic trends and their implications for United States, ET 
(series). * Paper, $15.00 a yr., $6.00 additional for foreign mailing. 


@ Item 231-I C 42.30 : (nos. ) 
5783 69-1. Chile. Dec. 20, 1968. 12 p. il.4° [Semiannual.] 
5784 69-2. Senegal. Dec. 24, 1968. 15 p. il. 4° { American Embassy, Dakar.) 


[Annual.] 
L.c. card 72—-601058 
5785 69-3. Sweden. Feb. 1, 1969.12 p. il. 4° [Semiannual.] 
5786 69-4. United Kingdom. Jan, 24, 1969. 10 p. il. 4° (American Embassy, Lon- 
don.) [Semiannual.] 
5787 69-6. Ecuador. Jan. 31, 1969. 10 p. il. 4° (American Embassy, Quito.) 
[Annual,] 
5788 69-7. New Zealand. Feb. 1, 1969.12 p.il.4° [Semiannual.] 
5789 69-8. Dominican Republic. Feb. 1, 1969.8 p.4° [Semiannual.] 
5790 69-9. Belgium. Jan. 31, 1969. 8 p.4° [Semiannual.} 
5791 69-10. Central African Republic. Feb. 14, 1969. 12 p. il. 4° (American Em- 
bassy, Bangui.) [Annual.] 
L.C. ecard 76—-601059 
5792 69-11. Fiji. Feb. 14. 1969. 8 p. 4° [Annual.] 
L.C. card 79-601057 
793 69-12. Canada. Feb. 20, 1969.11 p.il.4° [Semiannual.] 
794 69-13. Morocco. Feb. 1969. [8] p. 4° (American Embassy, Rabat.) [Semi- 
annual. ] 
5795 69-14. Israel. Feb. 1969. 12 Pp. 4° [Annual.] 
L.C. card 75-—601056 
5796 69-15. ts Feb. 19, 1969. 8 p. il.4° [Annual.] 
L.C. card 7i-6 01053 
5787 69-16. Thailand. Feb. 26, 1969. [12] p.4° [Semiannual.] 
5798 69-17. Germany. Mar. 1, 1969, 10 p. il. 4° [Semiannual.] 
5799 69-18. Australia. Mar. 1, 1969. 10 p. il. 4° (American Embassy, Canberra.) 
{Semiannual.] 


5800 Kennedy round, special report: Medical and X-ray equipment. Mar. 1969. 


14 p. 4° + Paper, 25c. C 42.29: M 46 
5801 Textile machinery. Feb. 1969. 20 p. 4° + Paper, 25c. C 42.29: T 31 





5802 Our export goals, 1969 and beyond, text of speech by E. E. Schnellbacher, 
Assistant Director, Bureau of International Commerce, Department of 
Commerce, prepared for delivery at meeting of International Execu- 
tives Association, New York City, Mar. 19, 1969. 1969. 4 p. 4° 7 

C 42.18: Sch 5/25 


INTERNATIONAL DEVELOPMENT AGENCY, State Dept. 
Washington, DC 20523 


5803 Atlas, of physical, economic and sociaf resources of lower Mekong Basin. 
Sept. 1968. x-+257 leaves il. f [Prepared under direction of United 
States Agency for International Development, Bureau of East Asia, by 
Engineer Agency for Resources Inventories, and Tennessee Valley Au- 
thority for Committee for Coordination on Investigations of Lower 
Mekong Basin (Cambodia, Laos, Republic of Viet-Nam and Thailand), 
United Nations Economic Commission for Asia and Far East.] * Paper, 
$13.50. @ Item 900-—C-2 
L.C, eard 70-601171 $18.2:M48 


INTERSTATE COMMERCE COMMISSION 
Washington, DC 20423 


Carload waybill statistics, 1966. (Bureau of Economics. ) 

5804 State-to-State distribution, traffic and revenue, one percent sample of termina- 
tions in 1966: 34, Fabricated metal products: 35, Machinery; 36, Hlectrical 
machinery, equipment and supplies ; 37, Transportation equipment ; 38, Instru- 
ments, photographic and optical goods, watches and clocks; 39, Miscellaneous 
products of manufacturing ; 40, Waste and scrap materials; 41, Miscellaneous 
freight shipments; 42 Containers, shipping, returned empty ; 44, Freight for- 
warder traffic: 45, Shipper association and similar traflic ; 46, Miscellaneous 
mixed shipments Sept. 1968. cover title, iii+-70 p. 4° (Statement SS-7 
year 1966.) f IC 1.28/15: 966 


5805 Decisions of Interstate Commerce Commission, June 1965—Oct. 1965. 1968. 
xviii+813 p. (Interstate Commerce Commission reports, v. 99, Motor 
carrier cases.) * Cloth, $5.00. @ Item 688 
L.C. eard 8—-30656 IC 1 mot.8: 99 
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GOVERNMENT PUBLICATIONS 


5806 Freight commodity statistics, class 1 railroads in United States, for year 
ended Dec. 31, 1967. [1969.] viii+-40 p. 4° (Statement 69100; Bureau of 
Accounts.) * Paper, 50c. @ Item 704 IC 1 ste.20 : 967 

5807 


General rules of practice (including certain special rules) [effective Jan. 21, 
1969], transmittal sheet 1; Jan. 31, 1969. [1969.] [24] p. 4° [Issued with 
perforations.] * Paper, 20c. @ Item 679 IC 1.11: 968/trans.1 


JOINT PUBLICATIONS RESEARCH SERVICE 
Washington, DC 20443 


NoTE.—Titles of JPRS serial reports listed below were issued during the month, 
but were not cataloged separately. (Price upon application). 


5808-1 Communist Chinese scientific abstracts, nos. 5-7 JPRS 47459, 47520, 47589. 

5808-2 ay European scientific abstracts: Bio-medical science, nos. 142-146: JPRS 
371, 47427, 47492, 47560, 47568. 

5808-3 Bast European scientific abstracts : Chemistry, no. 109 ; JPRS 4742 

9808-4 East European scientific abstracts : Cybernetics, computers, and satemation tech- 

nology, no. 46; JPRS 47416. 

5808-5 East European scientific abstracts : Barth sciences, no. 75; JPRS 47429. 

3808-6 Eas wry rr scientific abstracts : Electronics and electrical engineering, no. 54; 
S4 

5808-7 — = Buropean scientific abstracts: Engineering and equipment, no. 53; JPRS 


5808-8 East = scientific abstracts: Materials science and metallurgy, no. 33; 
JPRS 47430. 


5808-9 ~_. _— scientific abstracts: Physics and mathematics, no. 100; JPRS 


5808-10 Herald of communications, no. 10, 1968 ; JPRS 47561. 

5808-11 Index of Le Monde, no. 97; JPRS "47508. 

5808-12 Meteorology and hydrology, USSR, no. 11; JPRS 47374. 

5808-13 Soviet military translations, nos. 502 507 ; JPRS 47347, 47382, 47400, 47436, 
47499, 47580. 

5808-14 Space biology and medicine, v. 2 no. 6; JPRS 47582. 

5808-15 be ge ee Kommunist, nos. 17-18, 1968; no. 1, 1969; JPRS 47354, 
7396, ’ 

5808-16 Trenaietens oe Africa, nos. 763-769 ; JPRS 47356, 47399, 47432, 47454, 47504, 
475 

5808-17 Translations on Communist China, nos. 40-43; JPRS 47349, 47409, 47512, a>. 

5808-18 Translations on Eastern Europe: Economic and industrial affairs, nos 
JPRS 47337, 47352, 47384, 47391, 47413, 47435, 47453, 47474, 47490, erst 
47527, 47544, 47550, ay 47590, 47597, 47614, 

5808-19 Translations on Eastern Europe: Political, sociological, and military affairs, nos. 
65-77 ; JPRS 47339, "47383. 47401, 47411, 47447, 47475, 47491, 47525, 47551, 
47556, "47585, 47598, 47615. 

5808-20 Translations on Eastern ages ER Scientific affairs, nos. 37-42; JPRS 47390, 
47412, 47487, 47526, —- 476 

5808-21 Translations on Latin A merica, i 13 ; JPRS 47338, 47353, 47364, 47387, 
47392, pny 47423, 47442, "47468, 7488, 47493, 47514, 47541, 47553, 47576, 
47584, 

5808-22 Translations on Mongolia, ag 185-187 ; JPRS 47351, 47511, 47578. 

5808-23 Translations on Near East, nos. 323-332 ; JPRS 47357, 47386, 47420, 47465, 
47503, 47524, 47542, 41575, 47611, 47632. 

5808-24 Translations on North Korea, nos. 107-110 ; JPRS 47350, 47365, 47505, 47513. 

5808-25 Translations on North Vietnam, nos. 497-517; JPRS 473 48, 47359, 47367, 47368, 
pet 47394, 47403, 47441, 47460, ov 47478, 47495, 47510, 47522, 47532, 

549, 47563, 47564, "47588, 47608, 4762 

5808-26 wcanietions on south and east Asia, a * 208-210 ; gure 47486, 47539, 47573. 

5808-27 Translations on Soviet education, no. 113; JPRS 4759 

5808-28 Translations on Soviet law and social regulations, Amy "38-39; eae om. 47595. 

5808-29 Translations on Soviet public health, USSR, no. 12, 1968 ; JPR 

5808-30 Translations on USSR agriculture, nos. 298-308; JPRS 7363. 47437, 47457, 
47483, 47529, 47559. 

5808-31 Translations on USSR communications, no. 11 ; JPRS 47634. 

5808-32 Translations on USSR consumer goods and domestic trade, nos. 294-296; JPRS 
47361, 47443, 47624. 

5808-33 Translations on USSR fishing industry and marine resources, nos. 23-26; JPRS 
47345, 47438, 47476, 47592. 

5808-34 Translations on USSR labor, nos. 288-294; JPRS 47344, 47410, 47456, 47480, 
47530, 47537, 47633. 

5808-35 Pieeoees USSR transportation, nos. 247-251; JPRS 47362, 47373, 47444, 
47548, 47601. 

5808-36 ay ae on Western Europe, nos. 25-30; JPRS 47358, 47433, 47464, 47528, 

47577, 47609. 

5808-37 USSR economy and industry: General arene, nos. 355-363; JPRS 47376, 
47418, 47472, 47501, 47523, ‘47555, 47562, 47574, 47596. 

5808-38 USSR industrial ge gh Automotive and tractor industry, nos. 116-119; 
JPRS 47434, 47500, 47558, 47594 

5808-39 USSR industrial development : Chemical industry and machinery, nos, 108-110; 
JPRS 47421, 47479, 47602. 
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5808-40 
5808-41 
5808-42 
5808-43 
5808-44 
5808-45 
5808-46 
HROR4T 
5808-48 
5808-49 
5808-50 
5808-51 
5808-52 
5808-53 
5808-54 


Apri. 1969 


USSR industrial development : Construction, construction machinery, and building 
materials, nos. 197—209 ; JPRS 47375, 47502, 47547, 47623. 

USSR industrial development: Electric power, fuels and related e ulpme' nt, nos. 
180-187 ; JPRS 47346, 47388. 47419, 47446, 47455, 47482, 47567, 4760 

USSR industrial development: Electronics and precision equipment, nos. 66 67 ; 
JPRS 47355, 47484. 

USSR industrial development : Metallurgy and minerals, nos. 129-130; JPRS 
47343, 47485. 

bby development: Metalworking equipment, nos. 243-244: JPRS 

‘ 65 

USSR international economic relations, nos. 168-172 ; JPRS 47422, 47445, 47481, 
47566, 47635. 

USSR scientific abstracts : Bio-medical science, no. 63 ; JPRS 47372 

USSR abstracts : Chemistry, nos. 69-70 ; JPRS 47473, 47533. 

USSR —— abstracts: Cybernetics, computers, and automation technology, 
nos. 69-71 ; JPRS 47406, 47470, 47581 


USSR selentife abstracts : Electronics and electrical engineering, no. 104; JPRS 

USSR scientific abstracts: Engineering and equipment, nos. 85-88; JPRS 47440, 
47448, 47466, 47636. 

a scientific ae: Materials science and metallurgy, nos. 58-60: JPRS 


7405, 4753 7625. 
USSR aentae elsaote: Mathematics and Physics, nos. 183-185; JPRS 47469, 
47519, 47599. 
Vestnik of the USSR Academy of Medical Sciences, nos. 12, 1968; no. 1, 1969; 
JPRS 47477, 47569. 
Vestnik of OSs Academy of Sciences, v. 28, no. 12; JPRS 47507. 


JPRS (series). Y 3.J 66: 13/(nos.) 


5809 


5810 


5811 


5812 


5813 


5814 


5818 


5819 


5820 


47340. Selections from Nauka i zhizn’ (science and life). no. 10, 1968, USSR. 
Jan. 30, 1969. cover title, a+6 p. il.4° & Paper, $3.00. 

47341. Cybernetics and control theory, USSR [articles]. Jan. 30, 1969. cover 
title, a+12 p. 4° [From Doklady Akademii Nauk SSSR, v. 183, no. 2, 
1968.] & Paper, $3.00. 

47360. Bionics, USSR; by S. N. Braynes, et al. Feb. 3, 1969, cover title, 25 p. 4° 


{From Kibernetiku na sluzhbu kommunizmu, vy. 5, 1967.] % Paper, 
3.00 


$3.00. 

47366. African Communists’ struggle reported, USSR ; by Peter Manchkha. Feb. 3, 
969. cover title, 8 p. 4° [From Za rubezhom, Nov. 29Dec. 5, 1968.) 
@ Paper, $3.00. 

47369. Stalin-type prison camps still exist in USSR: by Anatol Martchenko. 
Feb. 4, 1969. cover title. 9 p. 4° [From Corrispondenza socialista, 
Oct. 1968.] & Paper, $3.00. 

47370. Antimetabolites in the treatment and prophylaxis of radiation sickness, 
USSR [with bibliography]: by A. Danysz, et al. Feb. 4, 1969. cover title, 
11 p. il, 4° [From Meditsinskaya radiologiya, Dec. 1968.] Paper, 
3.00. 


47377. Dependence of thermal stability of polymers on their chemical structure, 
USSR [with bibliography]: by V. V. Korshak, et al. Feb. 4, 1969. 
cover title, 61 p. il. 4° {From Uspekhi khimii, no. 11, 1968.] & Paper, 
$3.00. 

47378. Biological effect of high-frequency ultrasound, USSR [with bibliography] ; 
by N. S. Arkhipov et al. Feb. 4, 1969. cover title, 10 p. 4° [From Tera- 
pevticheskiy arkhiv, Russian v. 40, no. 12, Dec. 1968.] & Paper, $3.00. 

47379. Soviet research in biophysics [articles]. Feb. 4, 1969. cover title, a+22 
p. il. 4° [From Biofizika, v. 10, no. 6, 1965 and vy. 11, no. 1, 1966.) 
@ Paper, $3.00. 

47380. Land reclamation and irrigation in Soviet agriculture [articles]. Feb. 4, 
1969. cover title,a+23 p.4° [From various Russian-language sources. ] 
# Paper, $3.00. 

47393. USSR economy and industry, reports on economy, finance, and planning 
at Republic Supreme Soviet sessions, Dec. 1968. Feb. 6, 1969. cover title, 
a—b+437 p. 4° & Paper, $3.00. 

47395. Theory and design of ejection-type atomizer, ory {with bibliography] ; 
by S. A. Glukhov. Feb. 6, 1969. cover title, Pp 4° [From Meditsins- 
kaya tekhnika, Nov.—Dec. 1968.] & Paper, $30 

47398. Papers from Third International Symposium on Basic Environmental 
Problems of Man in Space, USSR [with bibliographies]. Feb. 6, 1969. 
cover title, a+50 p. il. 4° Paper, $3.00. 

47407. Azerbaydzhan SSR Academy of Sciences elects new members, USSR; by 
R. G. Ismaylov. Feb. 7, 1969. cover title, 8 p. 4° [From Bakinskiy 
rabochiy, Dec. 27, 1968.] Paper, $3.00. 

47408. Order of Red Banner Scientific Research Physical-Chemistry Institute 
imeni L. Ya. Karpov, USSR; by Ya. M. Kolotyrkin. Feb. 7, 1969. cover 
title. 27 p.4° [From Zhurnal fizicheskoy khimii, Nov. 1968.] Paper, 
$3.00. 


47414. Tau-measurements of relaxation processes with a jump, USSR [with 
bibliography]; by N. A. Tolstoy et al. Feb. 10, 1969. cover title, 5 
leaves, il. 4° [From Zhurnal prikladnoy spektroskopii, no. 6, Dec. 1966. ] 
# Paper, $3.00. 

47415. Electrooptical properties of lyophobie colloids, USSR [with Wibtiograpey ) : 
by N. A. Tolstoy et al. Feb. 10, 1969. cover title, 11 p. il. 4° [From 

Kolloidnyy zhurnal, no. 6, 1966.] & Paper, $3.00. 
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5826 


5842 


5845 


5844 


5854 


47424. 


47426. 


47439. 


47450. 


47451. 
47452. 


GovERNMENT PUBLICATIONS 


JPRS (series)—Continued 
47417. 


Greater leadership in agriculture called for, USSR [articles]. Feb. 190, 
1969. cover title, a+16 p. 4° [From various Russian language news- 
papers.] & Paper, $3.00. 

Recent achievements in agriculture, USSR [articles]. Feb. 10, 1969. 
cover title, a+16 p. 4° [From various Russian-language newspapers. ] 
* Paper, $3.00. 

Murmansk Oblast national economy surveyed, USSR [excerpts]. Feb. 11, 
1969. cover title, a—b+36 p. il. 4° [From Narodnoye khozyaystvo 
Murmanskoy oblasti za 50 let Sovetskoy vlasti, 1967.] & Paper, $3.00. 

New incentives increase industrial output, USSR; by V. Karpov. Feb. 12, 
1969. cover title, 5 leaves, 4° [From Sovetskaya Rossiya, Jan. 21, 
1969.] % Paper, $3.00. 

iA s scientific achievements detailed, USSR; by R. G. Ismaylov. 

13, 1969. cover title, 9 p. 4° [From Bakinskiy rabochiy, Jan. 5, 
1500. ] & Paper, $3.00. 

Cybernetics and regulation theory, USSR [articles]. Feb. 13, 1969. a+12 
p.4° © Paper, $3.00. 

Several mechanisms of reducing a tolerance in experiments with 
simulation of weightlessness, USSR [with bibliography]; by I. D. 
Pestov. Feb. 13, 1969. cover title, 12 p. il.4° & Paper, $3.00. 


58. University training of sociologists urged, USSR ; by D. Zyuzin et al. Feb. 14, 


47468. 


47471. 


47489. 


47494. 
47496. 
47497. 


47498. 


47517. 


47518. 
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. Republic party activities examined in newspapers, USSR [articles]. Feb. 2 


1969. cover title, 5 p. 4° [From Literaturnaya Gazeta, Jan. 8, 1969. | 
® Paper, $3.00. 


. Parabolic antennas with cross-polarized fields, USSR [with list of refer- 


ences]; by V. P. Narbut et al. Feb. 14, 1969. cover title, 13 p. il. 4° 
[From Antenny, no. 3,1968.] & Paper, $3.00. 
Soviet public health reviewed {articles]. Feb. 17, 1969. cover title, a+23 
4° [From Meitsinskya Gazeta, July 23, Sept. 27, Oct. 1, 15, 18, 23, 
1968.] # Paper, $3.00. 

Academician Bilibin discusses medical ethics, USSR; by A. Bilibin. Feb. 17, 
1969. cover title, 5 leaves, 4° [From Meditsinskaya gazeta, Oct. 25, 
1968.] & Paper, $3.00. 

Agricultural academy plans agricultural development to 1980, USSR. 
Feb. 19, 1969. cover title, 114 p. 4° [From Vestnik sel’skokhozyaystven- 
noy nauki, Oct. 1968.] & Paper, $3.00. 

Doctrine of international communism reiterated [articles]. Feb. 20, 1969. 
cover title, a+13 p. 4° Paper, $3.00. 

Marine acoustics, USSR; by Yu. Tarasyuk. Feb. 20, 1969. cover title, 3 
leaves 4° [,From Seckes flot no. 12,,1968.] © Paper, $3.00. 

Tasks of RSFSR public health organizations, USSR. Feb. 20, 1969. cover 
om 11 p. 4° [From Meditsinskaya gazeta, Oct. 1, 1968.] Paper, 


Artificial modification of clouds and fogs, USSR [with bibliography]; by 
V. Ya. Nikandrov. Feb. 20, 1969. cover title, 14 p. 4° [From Trudy 
Glavnov Geofizicheskov Observatorii, no. 218, 1967.] & Paper, $3.00. 


. Problems and goals in party work discussed, USSR [articles]. Feb. 24. 


1969. cover title, a+17 p. 4° [From various Russian publications. ] 
® Paper, $3.00. 


. | control of art, literature at regional level, USSR; by S. Mitroshin. 


"eb. 24, 1969. cover title, 8 p.4° [From Partiynaya zhizn’, no. 2, 1969. ] 
, Paper, $3.00. 


. Increased farm production requires specialization, USSR. Feb. 25, 1969. 


cover title, 4 leaves, 4° [From Sovetskaya rossiya, Jan. 14, 1969.] 
® Paper, $3.00. 

Book on ancient Bokhai Kingdom reviewed, USSR: by M. G. Shteyn. 
Feb. 25, 1969. cover title, 4 leaves, 4° [From Dalniy Vostok, Nov.—Dec. 
1968.] © Paper, $3.00. 

Soviet people need improved ideological education, USSR; by N. Sychev. 
Feb. 25, 1969. cover title, 5 leaves, 4° {From Moskovskaya Pravda, 
Jan. 9,1969.] & Paper, $3.00. 


. Party leadership of Armed “Forces emphasized, USSR; by M. V. Rybakov. 


Feb. 25, 1969. cover title, 22 p. 4° [From Voprosy istorii, no. 1, 1969.] 
® Paper, $3.00. 


. Effectiveness of ideological work reviewed, USSR; by A. Snechkus. Feb. 26, 


1969. cover title, 13 p. 4° [From Partiynaya zhizn’, no. 1, Jan. 1969.] 
® Paper, $3.00. 


. Meeting devoted to 50th anniversary of Belorussian Communist Party. 


Feb. 26, 1969. cover title, a+48p.4° Paper, $3.00. 


. Analog and analog digital computers, USSR [articles]. Feb. 27, 1969. 


cover title, a+41 p. il. 4° [From Analogovaya i analogo, tsifrovaya 
tekhnika, 1968.] & Paper, $3.00. 


1969. cover title,a+15 p.4° & Paper, $3.00. 


. Studies on ammonium perchlorate combustion, USSR [articles]. Feb. 27 


1969. cover title, a+39 p. il. 4° [From Fizika Goreniya i Vzryva, v. 4 
no. 3, 1968.] & Paper, $3.00. 


. Soviet view of neocolonialism as threat to Africa, USSR; by V. Solodov- 


nikov. Feb. 28, 1969. cover title, 5 leaves, 4° [From Pravda, Jan. 17, 
1969.] & Paper, $3.00. 


. Applications of cybernetics in Latvia, USSR by E. Yakubaytis. Feb. 28, 


1969. cover title, 6 p. 4° [From Sovetsaya Latviya, Jan. 18, 1969.] 
® Paper, $3.00. 
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47557. Carbon dioxide in space communications, USSR; by V. Vasil’yev et al. 
Mar. 3, 1969. cover title, 7 p. 4° [From Znaniye-sila, Nov. 1968.] 
® Paper, $3.00. 

47570. Party, regen leadership, conflicts denied, USSR; by Col. Yu. Petrov. 
Mar. 4, 1969. cover title, 15 p. il. 4° [Includes list of references in 
— From Voyenno-istoricheskiy zhurnal, Jan. 1969.] # Paper, 
$3.00 

47571. Modeling of complex systems, USSR; by N. M. Amosov. Mar. 4, 1969. cover 
title, a+48 p. il. 4° [Naukova Publishing House, Kiev, 1968.] 
® Paper, $3.00. 

47572. Cybernetics used in image conversion and dance, USSR [articles]. Mar. 4, 
sane. cover title, a+10 p. 4° [From Znzniye-sila, Dec. 1968.] % Paper, 


47583. Principles of people's control applied, USSR; by I. Shikin. Mar. 5, 1969. 

$300. title, 11 p. 4° [From Partiynaya zhizn, no, 2, 1969.] & Paper, 
3.00. 

47591. Radar antennas, radomes and feeds, USSR; by G. I. Yermolayev, et al. 
Mar. 6, 1969. cover title, 14 p. il. 4° (F rom Osnovy radiolokatsii i 
radiolokatsionnoye Oborudovaniye letatel’nykh apparatov, 1967.) 
® Paper, $3.00. 

47600. Biocybernetic modeling, by ae {articles with bibliographies]. Mar. ‘, 
1969. cover title, a+20 p. il. 4° [From Eksperimental naya khirurgiya 
i anesteziologiya, Nov.—Dec. 1968.) * Paper, $3.00. 

47606. P. K. Anokhin discusses conditioned reflexes, USSR; by P. K. Anokhin. 
Mar. 10, 1969. cover title, se 4° [From Biologiya i neyrofiziolpgiya 
uslovnogo refleksa, 1968.] & Paper, $3.00. 

47607. Biotelemetry gives medical data on space fliers, USSR; by V. Parin. 
Mar. 10, 1969. cover title, 4 leaves, 4° [From Nedelva, no. 3, 1968.] 
# Paper, $3.00. 

47612. Bright future of cybernetics predicted, USSR; by V. Glushkov. Mar. 11, 
1969. cover title, 6 p. 4° [From Znannya ta pratsya, no. 1, 1969.] 
# Paper, $3.00. 

47613. Human personality and modern technology, USSR [articles]. Mar. 11, 
1969. cover title, a+33 p. il. 4° [From Nauka i teknika, no. 12, 1968.) 
® Paper, $3.00. 

47617. Cybernetics and regulation theory, USSR [articles, with bibliographies]. 
Mar. 11, 1969. cover title, a+11 p.4° [From Doklady Akademii Nauk 
SSSR, v. 184, no. 1, 1969.] ®& Paper, $3.00. 

47618. Political education of scientists discussed, USSR. Mar. 12, 1969. cover 

title, 6 p. 4° [From Ekonomicheskaya gazeta, no. 5, Jan. 1969.] 
oo Paper, $3.00. 

47619. Lenin views of ownership, centralization aired, USSR; by M. Bronshteyn. 
Mar. 12, 1969. cover title, 6 p.4° [From Sovetskaya Estoniya, Feb. 20, 
1969.] & Paper, $3.00 4 

47620. Krupskaya tells scenes from Lenin’s last months, USSR. Mar. 12, 1969. 
5 ta title, 5 leaves 4° |From Komsomol’skaya pravda, Jan, 21, 1969.] 

Paper, $3.00. 

47621. Structure of temperature field at ocean surface, USSR [with bibliography] : 
by V. N. Ivanov et al. Mar. 12, 1969. cover title, 6 p. il. 4° Froni 
Dokiady AN SSSR, v. 183, no. 6,1968.] Paper, $3. 00 

47626. Soviet polar studies [articles, with bibliographies]. Mar. 12, 1969. cover 
title, 1-14a, 15-34 p, il. 4° # Paper, $3.00. 

47627. Digital method of optimal processing of radio signals, USSR [with bibli- 
ography] ; by S. V. Samsonenko. Mar. 13, 1969. cover title, a~b + 285 p. il. 
4° & Paper, $3.00. 

47628. 1967 repent by Tadzhik Academy of Sciences biology department, USSR; 
by V. N. Lukin. Mar. 13, 1969. cover title, 8 p. 4° [From Izvestiya 
Akademii Nauk Tadzhik SSR, no. 3, 1968. ] a Paper, $3.00. 

47629. Roster of recipients of state prizes of USSR in field of science and tech- 
nology for 1968. Mar. 13, 1969. cover title, 8 p. 4° [From Izvestiya, 
Nov. 7, 1968.] & Paper, $3. 00. 

47630. Lithuanian public health workers confer; by V. Petrauskayte, et al. 
Mar. 13, 1969. eevee title, 9 p. 4° [From Sovetskaya Litva, Jan. 9, 
1969.] & Paper, $3.00. 

47631. Handbook of United Arab Republic ; by M. V. Malyukovskiy, et al. Mar. 13, 
1969. cover title, a+274 p. 4° [Nauka Publishing House, Moscow. 
1968.] & Paper, $3.00. 


JUSTICE DEPARTMENT 
Washington, DC 20530 


Grants for comprehensive law enforcement planning : Guide for State plan- 
hing agency grants under Omnibus crime control and safe streets act 
of 1968, pt. B, title 1, Public law 90-351. 2d printing. Nov. 1968 [published 
1969]. (Law enforcement Assistance Administration.) [Includes minor 
revisions or expansions in text of initial November edition.] + ©@ Item 
T17-A 


L.C. card 70-600579 J 1.8/2: G 76/968/2d print. 
LEEP award list 69-01, Dec. 26, 1968. [1968.] 33 p. 4° (Law Enforcement 
Assistance Administration.)  { @ Item 717 J 1.35: 69-01 
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5890 


5891 


GOVERNMENT PUBLICATIONS 


Opinion of Attorney General [Volume 42, Opinion]. * Paper, $2.00 a vol- 
ume, 50c. additional for foreign mailing; single copies vary in price. 
31. 2d Libery bond act, as amended, participation certificates issued by Federal 

National Mortgage Association; Feb. 3, 1967. [1969.] 5 p. * Paper, 10c. 
@ Item 718 J 1.5/a: 42/31 


LABOR DEPARTMENT 
Washington, DC 20210 


Apprentice training, sure way to skilled craft. [Feb. 1969.] [10] p. il 
narrow 8° (Manpower Administration.) * Paper, 15¢c. @ Item 745 
L1.2:Ap6 


Experimental and demonstration program, exploring new approaches to 
manpower problems. [Feb. 1969.] [7] p. il. narrow 8° (Manpower Ad- 
ministration.) *Paper, 15c. @ Item 745 L1.2: Ex7 


Manpower; [Adrian Sybor, editor]. [Monthly.] * Paper, $7.50 a yr., $2.00 
additional for foreign mailing; single copy, 65c. @ Item 746—-N 


L 1.39/9: (v.nos.& nos.) 
v. 1, no. 1—Jan. 1969— 


Manpower services, reference guide to job recruitment, training, and place- 
ment aids of Manpower Administration. [Jan. 1969.] [8] p. narrow 8° 
(Manpower Administration.) + L 1.7/2: M 31/2/9869 


New careers, jobs with a future and a profession. [Feb. 1969.] [8] p. il. 
narrow 8° (Manpower Administration.) * Paper, 10c. @ Item 745 
L1.2:C18/3 


Publications of U.S. Department of Labor, subject listing 1968 to June 
1968. [1968.] cover title, iii+74+[1] p. oblong 24° [Last page is left 
blank for notes.] + @ Item 744-A 
L.C. ecard L 56-151 L 1.34: P 96/963-68 


Register of reporting labor organizations, 1968, Parent labor organization 
guide (revised). Oct. 1968. v-xv p. 4° ~ @ Item 745 
L 1.2: R 26/968/rev.pages 


Selling job development, final curriculum material prepared for Depart- 
ment of Labor, Manpower Administration, Bureau of Work Programs. 
[1969.] [1]+ii+61a, 62-153+-iii+70 p. 4° (Submitted in fulfillment of 
contract T9-8904-99.) [Issued with perforations.] + @ Item 745-A 

L 1.7/2: J 57/2 


Seminar on Manpower Policy and Program: American student activism 
in comparative perspective; by Seymour Martin Lipset. [Jan. 1969.] 
{1]+43 p. (Manpower Administration.) [Text and illustration on p. 1-3 
of cover. Illustration on front cover, Copyright 1968 Herblock in Wash- 
ington Post (reprinted by special permission).] + @ Item 745 
L.C. card 72-601023 L1.39/8: St9 


Youth opportunity centers, focus on youth and jobs. [Feb. 1969.] [8] p. 
il. narrow 8° (Manpower Administration.) * Paper, 15c. @ Item 745 
L1.2: Y 8/5 


LABOR STANDARDS BUREAU, Labor Dept. 
Washington, DC 20210 


Bulletin. 


293. Safety in industry, instructor outline, Department of Labor safety training 
program : Safe use of hand and portable power tools; [developed by staff 
of Office of Occupational Safety]. [1969.] cover title, xi+18 p. il. 4° 
* Paper, 35c. @ Item 763 L 16.3 : 293 


Construction industry safe work guide, Department of Labor work safety 
programs SWG-LS (series). [Issued with perforations. ] 


514. Hammers. [1969.] 1 p. il. 4° (OOS 9.68.) + @ Item 764-C 
L 16.51/2: 514 
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How to inspect charts, Department of Labor safety training program, LS- 
(series). t @ Item 765—-D L 16.7/3 : (nos. ) 


144, Radial saw. [2909.) 1 p.il.4° (OOS 8-68.) 
146. Table saw. [1969.] 1 p. il.4° (OOS 8-68.) 


LABOR STATISTICS BUREAU, Labor Dept. 
Washington, DC 20210 


BLS report. 


839. Labor law and practice in co {with selected bibliography ; prepared by 
Karol Service]. tae p.il.4° * Paper, 70c. @ Item 7€ 38—-G 
L.C. card 76-60101 L 2.71 : 339 


Bulletins. @ Item 768 L 2.3: (nos.) 


1570-5. Three standards of living for urban family of four persons, spring 1967 ; 
— by Jean C. Brackett]. [1969.] vii+92 p. il. 4° * Paper, 


1608. Industry wage survey, pulp, paper, and paperboard mills, Oct. 1967. 
Dec. 1968. ifi+-[1] +55+ [2] p.il.4° * Paper, 60c. 
L.C. card 163-2 

1609. Scientific and technical personnel in industry. 1961-66; prepared by 

Edith Wall Andrews]. 1968. vii+87 p.il.4° * Paper, $1. 00. 

1610. On-the-job training and wage-hour standards in foreign countries [with 
bibliography]. 1968. v+54 p. 4° [Office of Foreign Labor and 
Trade.]) * Paper, 60c. 
L.C. card 70—-700796 

1612. Indexes of output per man-hour selected industries 1939 and 1947-67: 
[prepared by Edwin Adelman and others]. Dec. 1968. vi+102 p. 4° 
[Includes list of other BLS publications on productivity and auto- 
mation. Text on p. 4 of cover.] * Paper, $1.00 

1613. Indexes of output per man-hour: Motor vehicles and equipment in- 
dustry, 1957-66; [prepared in Office of Productivity, Technology and 
Growth]. Dec. 1968 [published 1969]. v-+32+[1] p. il. 4° [Includes 
or of me 4 recent BLS publications on productivity and automation. ] 

aper, 

L.C. card 71-601177 

1625-8. Area wage survey: Baltimore, Maryland, metropolitan area, Sept. 1968. 
Feb. 1969. iv-+37 p. oblong 8° * Paper, 50c. 
L.C. card L66-—68 

1625-18. Area wage survey: Trenton, N.J., metropolitan area, Oct. 1968. Jan. 
1969, lii+26 p. oblong 8° * Paper, 30c. 
L.C. card L66—76 

1625-19. Area wage survey: Cleveland, Ohio, metropolitan area, Sept. 1968. 
Mar. 1969. iv+37 p. oblong 8° * Paper, 50c 
L.C. card L66—43 

1625-20. Area wage survey: Portland, Maine, metropolitan area, Nov. 1968. 
som. 1969. 1ii+15 p. oblong 8° * Paper, 30c. 
L.C. card L66—64 

1625-21. Area wage survey : San Jose, Calif., metropolitan area, Sept. 1968. Jan. 
1969. iii+15 p. oblong 8° * Paper, 30c. 
L.C. card L6 _ 

1625-22. Area wage sur : Washington, D.C.-Md.—Va., metropolitan area, 
7 1968. Feb. ‘1060. 1ii+25 p. oblong 8° * Paper, 35ce. 

card L66—36 

1625-25. Area wage survey: San Bernardino-Riverside-Ontario, Calif., metro- 
politan area, Oct. 1968. Feb. 1969. iv-+-31 p. oblong 8° * Paper, 40c. 
L.C. card L66-58 

1625-30. Area wage survey : Memphis, Tenn.-Ark., metropolitan area, Nov. 1968. 
Mar. 1969. 1ii+17 p. oblong 8° * Paper, 30c. 
L.C. card L66-88 


Earnings and supplementary benefits in cotton and man-made fiber textile 
industries, Sept. 1968, advance tabulations. Feb. 1969. 7p. 4° 7 

L 2.2: C 82/16 

Monthly labor review reprints. 7 L 2.6/a : (nos. ) 


2596. Matching sheepskins with Pe employment outlook for college graduates 
in coming years; [by] Neal H. Rosenthal and Janice Neipert Hedges. 
[1969.] p. 9-15. il. 4° [From Nov. 1968 issue. ] 

2598. Collective bargaining and community disputes; Mediation, path to campus 
peace?; New center for dispute settlement [articles]. {1969.] [1]+3-10 
p. 4° {From Jan. 1969 issue. ] 

2603. Federal pay comparability procedures, how white-collar salaries in Federal 
service are tied to wage rates in private industry; [by] L. Earl Lewis. 
[1969.] p. 10-13, 4° [From Feb. 1969 issue.] 


U.S. Department of State indexes of living costs abroad (excluding quar- 


ters). [1969.] p. 22-30, 4° [From Labor eames < abroad, Oct. 
1968.] 7 2 2.32/a: L 76/968 
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(JOVERNMENT PUBLICATIONS 


Wage trends for occupational groups in metropolitan areas, Feb. 1967—Feb. 
1968. Mar. 1969.6 p.4° 7 


L.C. card 68-62434 4 2.86/2 : 967-68 
Worktime required to buy food and other articles. [Sept. Shek 3 leaves, 
4° + L 2.2: F 73/7/968 


LAND MANAGEMENT BUREAU, Interior Dept. 
Washington, DC 20240 


Lewis aud Clark, brief account of their expedition. Revised 1969. [1969.] 12 
p. i. * Paper, 10c. @ item 631 1 53.2: L 58/969 
Tee hnical bulletin. 


. Economie guides for Douglas-fir reforestation in southwestern Oregon [guide 
to land management, with list of literature cited ; by Dennis E. Teeguarden]. 
Jan. 1969. iv-+27 p.il.4° * Paper, 40c. @ Item 634-B 
L.C. card 75-600931 153.3/2:2 


LIBRARY OF CONGRESS 
Washington, DC 20540 


Accession list: Pakistan, quinquennial index, 1962-66. 1968. cover title, 64 
p. 4° (Public law 480 project, American Libraries Book Procurement 
Centers, Karachi-Dacca.) (Libraries only). 

L.C. card 63—24162 LC 1.30/2-3 ; 962-66 


Children’s books, 1968, list of books for preschool through junior high 
school age; compiled by Virginia Haviland, Head of Children’s Book 
Section, Library of Congress, and Lois B. Watt, Chief of Educational 
Materials Center, Office of Education. 1969. 16 p. 4° * Paper, 15c. 
® Item 806-I 
L.C. card 65-60014 ri LC 2.11 : 968 


Facsimiles of rare historical maps, list of reproductions for sale by various 
publishers and distributors; compiled by Walter W. Ristow, assisted by 
Mary E. Graziani. 3d edition, revised and enlarged. 1968. [3]-+-20 p. 4° 
(Geography and Map Division.) [Maps on p. 1 and 4 of cover.] 7 
@ Item 811-A 
L.C. card 66-62298 LC 5.2: H 62/3/968 


MARC pilot project, final report [with bibliography]; prepared by 
Henriette D. Avram. 1968 [published 1969]. [7] +183 p. il. 4° (Informa- 
tion Systems Office.) [Project sponsored by Council on Library Re- 
sources, Inec.] * Cloth, $3.50. @ Item 786 
L.C. card 68-67367 LC 1.2: M 18/2 


Special facilities for research in Library of Congress. 1969. [2]-++11 p. 
(Reference Department, Stack and Reader Division.) + @ Item 818—-C 
L.C. card 28-16952 LC 34.2: R 31/969 

Talking books & cerebral palsy. [1969.] [4] p. narrow 8° {+ @ Item 806 

LC 19.2: T 14/8 


MARINE CORPS (Navy), Defense Dept. 
Washington, DC 20350 


Marine Corps historical references bibliography. (Historical Branch, G-38 
Division. ) 

Annotated bibliography of United States Marine ey? concept of close air 

support; by James S. Santelli. 1968. [3] leaves+ 24 p. t D 214.15: Ail 


MARITIME ADMINISTRATION, Commerce Dept. 
Washington, DC 20548 
MA SP (series). 
69-1. Future of oceanology within Maritime Administration, remarks of James W. 
Gulick, acting Maritime Administrator, Department of Commerce, at 
American Management Association briefing session on Oceanology, chal- 


lenge to industry, New in N.Y. [Feb. 24, 1969]. [1969.] 8 p. 4° 
({USCOMM-— DC “33478. }) C 39.210/2 : 69-1 
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5926 Technical report index, Maritime Administration research and development. 
[1969.] xiv+64 p. [Includes reports issued as of June 30, 1968.] 
* Paper, 70c. @ Item 233-C 
L.C. card 68-61785 ) 39.227 : T 22/968 


MEDICINE AND SURGERY BUREAU (Navy), Defense Dept. 
Washington, DC 20350 


U.S. Naval Submarine Medical Center, Submarine Base, Groton, Conn. : 
Reports. { D 206.10 : (nos. ) 
5927 490. Psychological and physiological changes associated with deprivation from 
smoking [with list of references] ; by Benjamin B. Weybrew and James E. 
Stark. Feb. 23, 1967. cover title, [1] +iii+19+ [2] p. il. 4° (Research 
work unit MF022.03.03-9023.12.) 
5928 506. Induced colors seen by deuteranope; by Jo Ann S. Kinney. Jan. 30, 1968. 
cover title, 1149-54+ [2] p. il. 4° (Research work unit MF022.01.04— 
9004.03.) [Reprinted from Journal of the Optical Society of America, v. 
57, no. 9, Sept. 1967. Text on p. 2 of cover. ] 
5929 549. Salivary acid-base levels during exposure to elevated carbon dioxide atmos- 
phere {with list of references]; by Robert M. Lambert and William R. 
Shiller. Oct. 11, 1968. cover title, iii+3+2 p. 4° (Research work unit 
MR005.19-6024.08.) 
5930 559. Use of Snyder’s caries activity test in oral hygiene effectiveness monitoring 
[with list of references]; by John E. Wiseman and William R. Shiller. 
Jan. 13, 1969. cover title, iii+4+ [2] p. 4° (Research work unit 
MR005.19-6042.04. ) 


MINES BUREAU, Interior Dept. 
Washington, DC 20240 


Information circulars. @ Item 637-A 28.27 : (nos. ) 
5931 8401. Supply and demand for energy in United States by States and regions, 1960 
and 1965: pt. 1, Coal; by Grace N. Broderick. [1969.] [2]+iv+21 p. il. 
4 tab. in pocket, 4° * Paper, $1.00. 

L.C. ecard 77-601051 
5932 8402. Supply and demand for energy in United States by States and regions, 1960 
and 1965: 2, Utility electricity; by Franklin P. Hall and Grace N. 
Broderick. [1969.] [2]+iii+11 p. il. 2 tab in pocket, 4° * Paper, 75c. 

L.C. card 77-601051 
5933 8403. Supply and demand for energy in United States by States and regions, 1960 
and 1965: pt. 3, Dry natural gas: by Lulie H. Crump. [1969.] iii+8 

. il. 2 tab. in pocket, 4° * Paper, $1.00. 

aC. ecard 77—-601051 
8407. Dust control in mining, tunneling, and quarrying in United States, 1961-67 
[with list of references]; by Floyd G. Anderson and Robert L. Beatty. 
{Mar. 1969.] [3]+50 p. il. 4° + Mines Bureau, Pittsburgh, PA 15213 

L.C. card 75-601013 


5935 Injury experience and worktime in mineral industries, by states; [by 
Forrest T. Moyer]. [2]+14 p. [Preprint from Minerals yearbook, 1967. ] 
* Paper, 10c. I 28.37/a: In 5/2/967 
5936 Mineral industry of Angola, Mozambique, and Portuguese Guinea; [by 
Henry E. Stipp]. [1968.] [2]+-10 p. [Preprint from Minerals yearbook, 
1967.] * Paper, 10e. I 28.37/a 2: An 47/967 


5937 Mineral industry of Gabon Republic; [by John R. Lewis]. [1968.] [2]-++5 p. 
{Reprint from Minerals yearbook, 1967.]  * Paper, 10c. 
I 28.37/a 2: G 113/967 


5938 Mineral industry of Guyana; [by F. W. Wesse]. [1968.] [2]+5 p. il. 
[Reprint from Minerals yearbook, 1967.] * Paper, 10c. 
I 28.37/a 2: G 989/967 


5939 Mineral industry of Islands of Caribbean; [by Burton E. Ashley]. [1968.] 
[2]+24 p. [Reprint from Minerals yearbook, 1967.] * Paper, 15c. 
I 28.37/a 2: C 191/967 


5940 Mineral industry of Liberia; [by Henry E. Stipp]. [1968.] [2]+4 p. 
[Preprint from Minerals Yearbook, 1967.] * Paper, 10c. 
I 28.37/a 2: L. 615/987 


5941 Mineral industry of New Hampshire; [by William Cochran]. [1968.] 
[2]+-5 p. [Preprint from Minerals yearbook.] * Paper, 10c. 
I 28.37/a 2: N 42 h/967 
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Mineral industry of Nigeria; [by John R. Lewis]. [1968.] [2]+9 p. [Pre- 
print from Minerals yearbook, 1967.] * Paper, 10c. 
I 28.37/a 2: N 561/967 


Mineral industry of other European countries; [by Columbus R. Gentile, 
F. L. Klinger and Bernadette Michalski]. [1968.] [2]+26 p. il. [Preprint 
from Minerals yearbook, 1967.] * Paper, 20c. I 28.37/a2: Eu 74/2/967 


Mineral industry of other South Pacific Islands; [by John A. Stock]. 
saga ] [2]+16 p. il. [Preprint from Minerals yearbook, 1967.] * Paper, 
I 28.37/a 2: So 87 p/2/967 


raat industry of Republic of South Africa; [by Thomas C. Denton]. 
[1969.] [2]+17 p. il. [Preprint from Minerals yearbook, 1967.] * Paper, 
15c. I 28.37/a 2: So 87 af/967 


Mineral industry of South Dakota; [by Franklin H. Persse and William C. 
Henkes]. [1968.] [2]+12 p. il. [Preprint from Minerals yearbook, 1967.] 
* Paper, 10c. I 28.37/a 2: So 8 4/967 


Mineral industry of Sweden; [by F. L. Klinger and Bernadette Michalski]. 
[1968.] [2]+16 p. il. [Preprint from Minerals yearbook, 1967.] * Paper, 
15e. I 28.37/a 2: Sw 32/967 


Mineral industry of U.S.S.R.; [by V. V. Strishkov]. [1969.] [2]+34 p. il. 
[Preprint from Minerals yearbook, 1967.] * Paper, 20c 
I 28.37/a 2: Un 33/967 


Mineral industry of United Arab Republic [by Walter C. Woodmansee]. 
[1968.] [2]+10 p. il. [Preprint from Minerals yearbook, 1967.] * Paper, 
10e. I 28.37/a 2: Un 34 ar/967 


Mineral industry of United Kingdom; [by Columbus R. Gentile and Edgar 
L. McGinnis]. [1968.] [2]-+15 p. il. [Preprint from Minerals yearbook, 
1967.] * Paper, 15c. I 28.37/a 2: Un 34 k/967 


Mineral industry of Virginia; [by David J. Kusler and James L. Calver]. 
{1968.] [2]-+22 p. il. [Preprint from Minerals yearbook, 1967.] * Paper, 
15c. I 28.37/a 2: V 81/967 


Minerals yearbook 1967: v. 3, Area reports, domestic; prepared by staff 
of Bureau of Mines. [1968.] viii+892 p. il. [Also issued as H. doc. 232, 
90th Cong., 2d sess.] * Cloth, $5.25. @ Item 639 
L.C. card 33-26551 I 28.37 : 967/v.3 


Petroleum products survey (series). (Mineral industry surveys.) 


59. — turbine fuels, 1968; [by O. C. Blade]. Feb. 1969. ae title, [1] +13 
4° + Mines Bureau, Pittsburgh,PA 15213 @ Item 642-A 128.18/8: 59 


Report of investigations. @ Item 637-A I 28.23 : (nos. ) 


7219. Analyses of tipple and delivered gevupies of coal colleen ro gye fiscal year 
ade by S. J. Aresco and J. B. Janus. [1969.] [ * Paper, 


7228, Dispersion-strengthened coppet, its preperation and pid [with list 
of references] ; by D. H pin fs [Mar. 1969.] [2]+1i+24 p. il. 4° + Mines 
Bureau, Pitsburgh, PA1 

7230. Improving returns from ja products through use of operations research 
ran pd {with list of references] ; by Thys B. Johnson. [Mar. 1969.] 
(2]+ii+78 p. il.4° + Mines Bureau, Pittsburgh, PA 15213 

7233. Compressibility factors for helium and carbon dioxide mixtures at 0°, 10°, 

0°, 23°, and 7. C and to 900 ous [with list of references] ; = Ww 
Weems and N. Miller. [Mar. 1969.] [3] +41 p. il. 4° ¢ Mines ureau, 
Pittsburgh, PA Ye 3 

7236. Carbonizing wee Ff of coals from Nicholas, payee h, and Webster 
Cones - Wolfson and C. Ortuglio. Mar. 196 69.] [3] 

4° {Ine udes vist of other publications in series of county 

reports ; coal carbonization.] + Mines Bureau, Pittsburgh, PA 15213 

7237. Application of statistical response surface fitting in’ predicting Ii Hgnite prop- 
erties; by Manuel Gomez and William L. Meyer. [M (31+ 64 
P. fl. 40 [Based on work done in cooperation with Texas Tees and 
aight Company.] + Mines Bureau, Pittsburgh, PA 15213 

7239. Pulverized-coal flames, flame propagation in absence of recirculation; by 
Cc. McCann and A. A. Orning. [Mar. 1969.] [3]+22 p. il. 4° f Mines 
Bureau, Pittsburgh, PA 15213 
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5967 


5968 


5969 


5970 


Apri 1969 


7241. Continuous monitoring of diesel exhaust gas for carbon dioxide, carbon 
monoxide, oxygen, methane, and nitrogen oxides [with list of references] ; 
by Helen W. Lang [and others]. [Mar. 1969.] [3]+14 p. il. 4° 7 Mines 
Bureau, Pittsburgh, PA 15213 

7242. Reduction roasting of Steep Rock iron-bearing materials ; by Charles Prasky 
and Willard S. Swanson. [Mar. 1969.] [2]+ii+21 p. il. 4° + Mines 
Bureau, Pittsburgh, PA 15213 

7244. Raw materials for lightweight aggregate in Appalachian region, Ala. and 
Ga. [with list of references] ; by Ronald P. Hollenbeck and M. 5. Tyrrell. 
[Mar. 1969.] [3]+21 p. il. 4° + Mines Bureau, Pittsburgh, PA 15213 


MISSOURI BASIN INTER-AGENCY COMMITTEE 


Norg.—The chairman of the Missouri Basin Inter-Agency Committee for fiscal 
year 1969 is the Agriculture Department member, Keith F. Myers, State Conserva- 
tionist, Soil Conservation Service, 134 South 12th Street, Lincoln, NB 68508 
Minutes of 155th meeting, Lincoln, Nebr., Dec. 11-12, 1968; [prepared by 


Allen L. Fisk]. [1969.] cover title, [101] p. il. map,4° 7 
L.C. card 57-33283 Y 3.M 69: 2 M 66/9684 


MOTOR CARRIER SAFETY BUREAU, Transportation Dept. 
Washington, DC 20591 


1967 accidents of class 1 motor carriers of passengers. Dec. 1968. [1]+-5 p. 
4° [Interstate motor carriers of property having annual operating rev- 
enues of $200,000 or more.] 7 TD 2.310/2 : 967 


NARCOTICS AND DANGEROUS DRUGS BUREAU, Justice Dept. 
Washington, DC 20530 


NotTe.—The Narcotics and Dangerous Drugs Bureau was transferred from the 
Treasury Department to the Justice Department by Reorganization Plan 1 of 1968, 
effective Apr. 8, 1968. 

Respect for drugs, community service program, sponsored by College of 
Pharmaceutical Sciences, Columbia University [with bibliographies] ; 
edited by Jack E. Gross, Herbert Fechter, Wendy Goodwin. Dec. 1968. 
ix+157 p. il. 4° [Developed under contract J-68-28.] * Paper, $1.25. 
@ Item 968-A 
L.C. card 77-600117 J 24.8: D 8&4 


NATIONAL ACADEMY OF SCIENCES 
Washington, DC 20418 


National Academy of Sciences, National Academy of Engineering, National 
Research Council, annual report, fiscal year 1966-67. Mar. 23, 1968. ix 
+325 p. il. [Also issued as S. doc. 81, 90th Cong., 2d sess.]  * Paper, $1.50. 
@ Item 830 (clothbound) 

L.C. card 15—10608 NA 1.1: 967 


NATIONAL AERONAUTICS AND SPACE ADMINISTRATION 
Washington, DC 20546 


Apollo manned lunar landing GOSS-[ground operational support systems] 
mission profile; [colored poster]. 1969. 22x58 in. (DRD MPO89, ADI 
MPO89.001—1A, May 1, 1967; Office of Manned Space Flight.) * Paper, 
60c. NAS 1.43: Ap 4 


Master list of NASA management issuances, as of Dec. 31, 1968. Dec. 1968 
edition. [1969.] cover title, iii+67 p. 4° (NHB 1410.4J.) t @ Item 
830-F NAS 1.18: M 31/968-2 


NASA contractor report CR (series). NAS 1.26: (nos. ) 


1146. Correlation study of simulation of Gemini extravehicular activity with 
flight results [with weiiogzaphy } by Harry L. Loats, jr.. G. Samuel 
Mattingly, and G. M. Hay. Feb. 1969. cover title, xi+-191 p. il. 4° [Pre- 

ared under contract NAS 1—7142 by Environmental Research Associates, 
fan ere, Md. Issued by originator as report EBRA-67-7.] # Paper, 
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GOVERNMENT PUBLICATIONS 


contractor report CR (series )—Continued 


em ee ee automatic paralleling and protection [with list of refer- 
ences] ; by C. L. Doughman, B. A. Marino, and N. D. Lenhart. Feb. 1969. 
cover fins, vi+159 p. il. 4° [Prepared under contract NAS 3—2792 by 
Westinghouse Blectric Corporation, Lima, Ohio.] & Paper, $3.00. 


4 Ane and experimental study of dynamics of single-tube counterflow 


boiler [with list of references] ; by H. L. Hess, J. R. Hooper, and S. L. 
Organ. Feb. 1969. cover title, xi} 188 p. il. 4° [Prepared under contract 
NAS 3-9420 by United Aircraft Corporation, East Hartford, Conn. for 
Lewis Research Center.] # Paper, $3.00. 

Experiments on high power, pulsed, constricted arc heater [with list of 
references]; by Rolf Dethlefsen. Feb. 1969. cover title, ix+46 p. il. 4° 
[Prepared under contract NAS 2-4665 by General Dynamics Corporation, 
San Diego, Calif. Issued by originator as report GDC-—DBE68-—008.] 
@ Paper, $3.00. 

Effect of ablation product absorption and line transitions on shock layer 
radiative transport [with list of references]; by K. H. Wilson and H. 
Hoshikazi. Feb. 1969. cover title, ix+-93 p. il. 4° [Prepared under con- 
tract NAS 7-509 by Lockheed Missiles & Space Company, Palo Alto, 
Calif.] & Paper, $3.00 


. Evaluation of vacuum UV detector-spectroscopy systems for capsule reentry 


measurements [with list of references] ; by Ronald L. Ohlhaber, Mark W. 
P. Cann, and Harold V. Watts. Feb. 1969. cover title, viii+162 p. il. 4° 
[Prepared under contract NAS 1-—7481 by IIT Research ete Chicago, 
Ill. Issued by originator as IITRI report V6045.] Paper, $3. 

Loss factor and resonant frequency of visoelastic shear- vn ony caiaiiiies 
composites [with list of references] ; by Thomas F. Derby and Jerome E. 
Ruzicka. Feb. 1969. cover title, vi+215 p. il. 4° [Prepared under 
contract NAS 1—7580 by Barry Wright Corporation, Watertown, Mass.] 
# Paper, $3.00. 

Improvement of integral equation method in plane elasticity through modi- 

cation of source density representation [with list of references] ; by 
Kwan Rim and Allen S. Henry. Feb. 1969. cover title, v+43 p. il, 40 
[Prepared under Grant NsG—576 by University of Iowa, Iowa City, Iowa.] 
® Paper, $3.00. 


. Solubility and diffusion of oxygen in tantalum [with list $ references] ; 
4° 


by M. Parkman [and others]. Feb. 1969. cover title, x+147 p. il. 
[Prepared under contract NAS 3—7626 by EIMAC, Varian Associates, San 
Carlos, Calif.] & Paper, $3.00. 

Properties of high emittance materials [with list of references] ; by R. E. 
Cleary [and others]. Feb. 1969. cover title, xxi+120 p. il. 4° [Prepared 
under contract NAS 3-4174 by United Aircraft Corporation, East Hart- 
ford, Conn.] # Paper, $3.00. 

Analysis of two alternate damping systems for GEOS gravity gradient 
stabilized satellite [with list of references]. Feb. 1969. cover title, vi+132 
p. il. 4° [Prepared under contract NASw—-1503 by Communications & 
Systems, Inc., Falls Church, Va. Issued by originator as report R-4035— 
30-1.] & Paper, $3.00. 


. Combination effects of tone and duration parameters on perceived noisiness 


[with list of references]; by Karl S. Pearsons. Feb. 1969. cover title, 
iii+49 p. il. 4° [Prepared under contract NAS 1—7461 by Bolt Beranek 
and Newman, Inc., Van Nuys, Calif.] # Paper, $3.00. 

Experimental and analytical investigations on multiple liquid impact 
erosion [with list of references] ; by A. Thiruvengadam and S. L. Rudy. 
Mar. 1969. cover title, viii+86 p. il. 4° [Prepared under contract NASw-— 
1608 by Hydronauties, Inc., Laurel Md. Issued by originator as Technical 
report 719-1.] & Paper, $3.00. 

Photoviscoelastic model testing [with list of references] ; by Charles W. 
Fowlkes. Feb. 1969. cover title, v-+-93 p. il. 4° [Prepared under grants 
NsG-401 by University of Washington, Seattle, Wash. Issued by orig- 
inator as report 68-2.] # Paper, $3.00. 


. High-performance turboalternator and associated hardware: 3, Design of 


backup gas bearings [with list of references] ; by W. Shapiro [and others]. 
Feb. 1969. cover title, xxi+130 p. il. 4° [Prepared under contract 
NAS 3-6013 by Franklin Institute Research Laboratories, Philadelphia, 
Pa., under subcontract to Pratt & Whitney Aircraft, Division of United 
Aircraft Corporation, East Hartford, Conn.] & Paper, $3.00. 

Meteorological rocket research since 1959 and current requirements for 
observations and analysis above 60 kilometers [with list of references] ; 
by Roderick S. Quiroz. Feb. 1969. cover title, v+66 p. il. 4° [Prepared 
under order L-719 by Upper Air Bracnh, National Meteorological Center, 
Weather Bureau, Hillcrest Heights, Md.] # Paper, $3.00. 

Hydrogen gas pressure vessel problems in M-—1 facilities [with bibliog- 
raphy]; by J. S. Laws, V. Frick, and J. McConnell. Mar. 1969. cover 
title, ix+57 p. il. 4° [Prepared under contract 3—-2555 by Aerojet- 
General corporation, Sacramento, Calif.] Paper, $3.00. 


NASA educational publications. Dec. 1968. [published 1969]. cover title, 


12 p. 
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NASA SP (series). @ Item 830-I NAS 1.21 : (nos.) 

172. Batteries for space power systems [with bibliography; by] Paul Bauer. 
1968. ix+306 p. il. (Scientific and Technical Information Division, Office 
of Technology Utilization.) * Paper, $1.50. 
L.C. card 68-61302 

177. Proceedings of 6th annual meeting of Working Group on Extraterrestrial 
Resources, Aerospace Medical Division, Brooks Air Force Base, Tex., Feb. 
19-21, 1968 [papers with bibliographies]. 1968. y+ 273 p. il. 4° (Scien- 
tific and Technical Information Division, Office of Technology Utilization.) 
* Paper, $2.50. 
L.C. card 68—6247$ 


NASA technical note TN (series). NAS 1.14: D-(nos.) 
D-4943. Performance of towed, 48-inch-diameter (121.92-cm) ballute decelerator 
tested in free flight at Mach numbers from 4.2 to 0.4 [with list of 
references]; by J. W. Usry. Feb. 1969. cover title, [1]+31 p. il. 4° 

® Paper, $3.00. 

D-4966. Measurements of some properties of discharge from hollow cathode [with 
list of references] ; by George A. Csiky. Feb. 1969. cover title, 111+ 53 
p. il.4° & Paper, $3.00. 

D-4984. Dynamie response of hydrazine-nitrogen tetroxide combustion to trans- 
verse gas flow [with list of references]; by Marshall C. Burrows. 
Feb. 1969. cover title, ii+22 p.il.4° & Paper, $3.00. 

D-4998. Crack toughness characteristics of several alloys for use in heavy sec- 
tions of high speed aircraft [with list of references] ; by Raymond T. 
Bubsey and William F. Brown, jr. Jan. 1969. cover title, iii+34 p. 
il. 4° Paper, $3.00. 

D-4999. Survey of salt deposits in compressors of flight gas turbine engines [with 
list of references]; by Richard L. Ashbrook. Jan. 1969. cover 
title, ii+23 p. il. 4° % Paper, $3.00. 

D-5009. Introduction to computer-aided reliability data analysis [with bibliog- 
raphy]; by Charles R. Toye. Feb. 1969. cover title, [1]+78 p. il. 4° 
# Paper, $3.00. 

D-5023. Frequency response of forced-flow single-tube boiler with inserts and 
exit restriction [with list of references] : by Grady H. Stevens, Eugene 
A. Krejsa, and Jack H. Goodykoontz. Feb. 1969. cover title, ii+41 
p. il. 4° & Paper, $3.00. 

D-5025. Exploratory study of mechanical properties and heat treatment of 
molybdenum-hafnium-carbon alloys [with list of references] ; by Peter 
L. Raffo. Feb. 1969. cover title, ii+43 p. il. 4° # Paper, $3.00. 

D-5026. Ellipsoidal velocity distribution function [with list of references} ; by 
N. Stankiewicz. Feb. 1969. cover title, ii+16 p. il. 4° 4 Paper, $3.00 

D—5027. Dissociation energy of gaseous titanium mononitride [with list of refer- 
ences] ; by Carl A. Stearns and Fred J. Kohl. Feb. 1969. cover title, 
ii+19 p. il.4° Paper, $3.00. 

D-5028. Changes in minority-carrier lifetime in silicon and gallium arsenide 
resulting from irradiation with 22- and 40-MeV protons [with list of 
references]; by Marvin E. Beatty. Feb. 1969. cover title, [1] +25 p. 
il. 4° & Paper, $3.00. 

D-5031. Investigation of opening characteristics of all-flexible parawing [with 
list of references] : Thomas G. Gainer. Feb. 1969. cover title, [1] +30 
p. il. 4° & Paper, $3.00. 

D-5032. Parametric study of blade-motion stability boundaries for articulated 
rotor [with list of references]; by Julian L. Jenkins, jr. Feb. 1969. 
cover title, [1]+28 p.il.4° & Paper, $3.00. 

D-5037. Second-order errors in linearized velocity corrections and their effects 
on rate of convergence of iterative solutions [with list of references] ; 
by John D. McLean. Feb. 1969. cover title, [1] +35 p. il. 4° Paper, 


$3.00. 

D-5038. Admittance of parallel-plate aperture illuminating displaced dielectric- 
dielectric boundary [with list of references] ; by J. Earl Jones. Feb. 
1969. cover title, [1]+58 p. il. 4° Paper, $3.00. 

D-5039. Analysis of operation of mass measuring system in an orbiting space- 
craft [with list of references] ; by Bruce A. Conway. Feb. 1969. cover 
title, [1]+27 p. il. 4° Paper, $3.00. 

D-5045. Tuft-grid surveys at low speeds for delta wings [with list of references] ; 
by John D. Bird. Feb. 1969. cover title, [1]+31 p. fl. 4° # Paper, 
$3.00. 

D-5047. Full-scale investigation of aero-dynamic characteristics of sail-wing of 
aspect ratio 5.9 [with list of references]; by Marvin P. Fink. Feb. 
1969. cover title, [1]-+30 p. il.4° Paper, $3.00. 

D-5053. Tensile behavior of boron-filament-reinforced epoxy rings and belts [with 
list of references] ; by Robert M. Baucom. Mar. 1969. cover title, [1] 
+29 p.il.4° & Paper, $3.00. 

D-5055. Method of characterizing surface cleanliness during adhesion testing 
[with list of references] ; by James M. Bradford, jr. Mar. 1969. cover 
title, [1] +44 p.il.4° & Paper, $3.00. 

D-5058. Lateral sloshing in cylinders under low-gravity conditions [with list of 
references]; by Jack A. Salzman and William J. Masica. Feb. 1969. 
cover title, [2]+33 p. il.4° # Paper, $3.00. 
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6011 D-5059. FORTRAN IV program to estimate off-design performance of radial-in- 5029 
flow turbines [with list of references]; by Carroll A. Todd and v 
sooo”. M. Futral, jr. Mar. 1969. cover title, 11+ 47 p. il. 4° Paper, 


6012 D-5064. Two dimensional inviscid jet flow from 2 nozzles at angle to plane sur- 
face [with list of references]; by Marvin BE. Goldstein and Robert 
Siegel. Feb. 1969. cover title, ii+-42 p.il.4° & Paper, $3.00. 

6013 D-5065. Theoretical analysis of flow in VTOL lift fan inlets without crossflow 
{with list of references]; by Norbert O. Stockman and Seymour 6030 
Lieblein. Feb. 1969. cover title, 11+-37 p. il. 4° & Paper, $3.00. 

6014 D-5066. Hartree-Fock calculations with Wood-Saxon basis functions [with list 
of references] ; by William F. Ford and Richard C. Braley. Feb. 1969. 
cover title, 1i+-22 p. il.4° Paper, $3.00. 

6015 D-5068. Technique to infer atmospheric temperature from horizon radiance pro- 


files [with list of references] ; by Thomas B. McKee, Ruth I. Whitman, 6031 
and Jules J. Lambiotte, jr. Feb. 1969. cover title, [1]+31 p. il. 4° 
® Paper, $3.00. 6032 


6016 D-5069. Identification of structural systems by use of near-resonance testing 
{with list of references]; by John P. Raney and James T. Howlett. 6033 
Feb. 1969. cover title, [1] +38 p. il.4° 4 Paper, $3.00. 

6017 D-5071. Experimental verification of scale factors for parawing opening charac- 6034 
teristics with dimensional ratios from 1:1.3 to 1:3 [with list of ref- 
erences] ; by Robert H. Moore, David L. Eichblatt, and Theodore F. i 
Hughes. Mar. 1969. cover title, vii+-34 p.il.4° 4 Paper, $3.00. 6035 

6018 D-5073. Friction and wear of 9 selected polymers with various fillers in liquid 
hydrogen [with list of references]; by Donald W. Wisander and 
Robert L. Johnson Mar. 1969. cover title, 11+18 p. il. 4° # Paper, 
$3.00. 

6019 D-5075. Transmission of 2.43 MeV electrons through thick silicon targets [with 
list of references] ; by Jag J. Singh. Feb. 1969. cover title, [1] +39 p. 6036 
il.4° 4 Paper, $3.00. 

6020 D-5076. Compatibility tests of molten uranium with tungsten and tungsten-1.5 
percent hafnium [with list of references]; by Philip D. Takkunen. 
Mar. 1969. cover title, iii+29 p. il.4° # Paper, $3.00. 

6021 D-5079. Impurity profile and energy band diagram for cuprous sulfide-cadmium 
sulfide heterojunction [with list of references] ; by Henry W. Brand- 
horst, jr. Mar. 1969. cover title, ii+-17 p. il.4° # Paper, $3.00. 

6022 D-—5085. Comparison of Brayton and Rankine cycle magnetogasdynamic space- 
power generation systems [with list of references]; by Lester D. 
Nichols. Mar. 1969. cover title, 11+56 p. il.4° # Paper, $3.00. 


NASA technical report R (series). NAS 1.12:(nos.) | 87 


6023 278. Computer program for calculating external thermal-radiation heat loads and 
temperatures of spacecraft orbiting the planets of the moon [with list of | 
references] ; by Harold L. Finch [and others]. Dec. 1968. cover title, viii+ 
186 p. il. 4° Paper, $3.00. 

6024 301. Determination of stability indicative function for linear systems with 
multiple delays [with list of references]; by John D. Shaughnessy and 
Yasutada Kashiwagi. Feb. 1969. cover title, [1]+33 p. il. 4° Paper, 





6038 


$3.00. 
6025 302. Use of superposition in digital computers to obtain wind-tunnel interference 
factors for arbitrary configurations, with particular reference to V/STOL 
models [with list of references] ; by Harry H. Heyson. Feb. 1969. cover 
title, 1ii+111 p. il.4° Paper, $3.00. 6039 


NASA technical translation TT (series). 6040 


6026 F-530. Aurorae and airglow, results of research and International Geophysical 6041 
projects [with lists of references] ; V. I. Krasovskiy, editor. Jan. 1969. 
cover title, iv-+145 p. il. 4° [Translation of Polyarnyye siy siyaniya i 
svecheniye nochnogo neba. Resul’taty issledovaniy po mezhdunarodnym 6042 
geofizicheskim proyektam. Collection of articles, no. 13, Nauka Press, 
Moscow, 1967.] & Paper, $3.00. 
L.C. card 70-600911 NAS 1.13/2 : F-530 


6027 17th semiannual report to Congress, Jan. 1-June 30, 1967. [1968.] xv-+262 6044 
p. il. [Text on p. 2 of cover. Also issued as H. doc. 396, pt. 2, 90th Con- 
gress, 2d session.] * Paper, $1.50. @ Item 830-A 
L.C. card 59-61976 NAS 1.1: 967 


6028 19th semiannual report to Congress, Jan. 1—-June 30, 1968. [1969.] xv-+238 
p. il. [Text on p. 2 of cover. Also issued as H. doc. 54, 91st Congress, 1st 
session.] * Paper, $1.25. @Item 830-A 
L.C. ecard 59-61976 NAS 1.1: 968 


6043 


6045 
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NATIONAL ARCHIVES AND RECORDS SERVICE, General Services 
Administration, Washington, DC 20408 


\dial-in- 





d and 6029 Federal population censuses, 1790-1890, price list of microfilm copies of 
> Paper, schedules. 1969. ix-+186 p. ([National Archives publication 69-3.]) 7 
ne sur @ Item 569 
Robert L.C. card A66-7676 GS 4.2: P 81/2/790/890-3 
-ossflow General information leaflet. 
eymour 6030 8. Pension and bounty-land warrant application, files in National Archiv e8. .,{ 2960. } 
ith list [6] p. il. narrow 8° ([(69-6.]) ¢ @ Item 519 22: 

». 1969, National Archives microfilm publications: Sl accompanying micro- 
ce pro- copy. (National Archives.) f¢ GS 4.20: (nos. ) 
hitman, 6031 295. Despatches from United States consuls in Manzanillo, Mexico, 1855-1906 ; 
. il. 40 {prepared by Ralph B. Huss]. [1969.] cover title, 3 p. 

6032 712. Records of Department of State relating to internal affairs of British Asia, 

testing 1910-29 ; [prepared by Frank S. Soriano.] [1969.] cover title, 15 p. 
fowlett. 6033 729. Records of "Department of State relating to internal affairs of Siam, 1910- 

1929 ; [prepared by Frank S. Soriano]. [1969.] cover title, 8 p 

charac- 6034 742. Selected series of records issued by Commissioner of Bureau of Refugees. 
of ref- Freedmen, and Abandoned Lands, 1865-72; [prepared by Elaine C. 
dore F. Everly]. [1969.] cover title, 8 p. 

6035 757. Internal revenue assessment lists of Territory of Colorado, 1862-66; [pre- 
. quid pared by John Fawcett]. [1969.] cover title, 4 p. 

er and 

Paper, NATIONAL BUREAU OF STANDARDS, Commerce Dept. 
Gaithersburg, MD 20760 
3 [with 

+39. 60386 Abstracts, 1969 Particle Accelerator Conference, accelerator engineering 
sten-1.5 and technology [papers], Mar. 5-7, 1969, Washington, D.C. [1969.] 
ckunen. cover title, [75] p. 4° [Sponsored by American Physical Society, Insti- 
Autue tute of Electrical and Electronics Engineers, Nuclear Science Group, 
Brand- National Bureau of Standards, Center for Radiation Research, National 

Science Foundation, and Atomic Energy Commission.] + @ Item 244 
ane. L.C. card 79-601030 C 13.2: P 25/969 
Building science series. C 13.29/2 : (nos. ) 
(nos.) 6037 17. Causes of variation in chemical analyses and physical tests of portland cement 
[with list of references]; [by] B. Leonard Beam and John R. Dise. Mar. 
ds and 1969. iv+30 p. 4° (Building Research Division, Institute for Applied 
list of meee Supersedes NBS monograph 28.] * Paper, 40c. @ Item 
» vili-+ 6038 18. Smoke and gases produced by burning aircraft interior materials [with list 
of references; by] D. Gross [and others]. Feb. 1969. ii+27 p. il. 4° 

5 = * Paper, 35¢c. 

sy an 
Paper, | Federal information processing standards publication, FIPS pub. [Issued 
, with perforations.] * Paper, $12.00 (including all new FIPS publica- 
erence 4 ‘ bead 
/STOL tions and supplements for an indefinite period), $3.00 additional for for- 
. cover eign mailing ; single copies vary in price. @ Item 248-D C13.52:(nos.) 

6039 1. Code for information interchange. Nov. 1, 1968. 4 p. 4° (Hardware standard, 
interchange codes and media.) * Paper, 10c. 
6040 2. Perforated tape code for information interchange. Nov. 1, 1968.4 p.4° (Hard- 
hysical ware standard, interchange codes and media.) * Paper, 10c. 


1969 6041 3. ay magnetic tape for information interchange (800 CPI, NRZI). Nov. 1, 
aniya i ' = * p.4° (Hardware standard, interchange codes and media. ) * Paper, 


odnym 6042 4. Calendar date. Nov. 1, 1968. cover title, 4 p. 4° (Federal general data stand- 


20c. 
r+-262 6044 6. Counties of States of United States. Nov. 1, 1968. cover title, 32 p. 4° (Fed- 


Press, } ard, representations and codes.) [Text on p.2 of cover.] * Paper, 20c. 
| 6043 5. States of United States. Nov. 1, 1968. cover title, 4 p. 4° (Federal general 
F-530 | data standard, representations and codes.) [Text on p. 2 of cover.] * Paper, 


1 Con- | eral general data standard, representations and codes.) [Text on p. 2 of 
| cover.] * Paper, 40c. 
1: 967 | National standard reference data series, NSRDS-NBS. 
| 6045 27. Thermodynamic properties of argon from triple point to 300 K at pressures to 
r+-238 | 1000 atmospheres [with list of references; by] A. L. Gosman, R. D. Mc- 
33, Ist | Carty, and J. G. Hust. Mar. 1969. v+146+[1] p. il. 4° * Paper, $1.25. 
’ t @ Item 248-B 
: L.c, ky 68-—62109 C 13.48 : 27 
1: 968 
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Special publications. @ Item 247 C 13.10: (nos.) 


6046 


6047 


6048 


6049 


300. Precision measurement and calibration selected NBS papers [with biblio- 
graphies]; v. 1, Statistical Beat and precedures; Harry H. Ku, 
editor. Feb. 1969. x+436 p. il. 4° [Includes compilation of previously 
published papers by staff ort National Bureau of Standards; including 
selected abstracts by NBS and non-NBS authors. Text on p. 3 of cover. ] 
* Cloth, $5.50. 

L.C. card 68-60042 

Precision measurement and calibration, selected NBS papers [with biblio- 
graphies]: v. 2, Temperature; J. F. Swindells, editor. Aug. 1968. vii 
+513 il. 4° [Includes compilation of previously published papers 
by sta of National Bureau of Standards including selected abstracts by 
NBS and non-NBS authors. Text on p. 3 of cover. Supersedes in part 
andbook 77, v. 2 ?, * Cloth, $4.75. 
L.C. card 68-60042 

306-2. Bibliography on analyses of optical atomic spectra, sec. 2 [Cr 24—Nb 41, 
with list of references ; by] Charlotte E. Moore. Feb. 1969. vi+57 p. 4° 
* Paper, 60c. 

L.C. card 68—-62107 

315. Bibliography on high temperature chemistry and physics of materials, 
Oct.—Dec. 1968; J. J. Diamond, editor. Jan. 1969. iv+68 p. 4° (In- 
stitute for Materials Research.) [Prepared under auspices of Inter- 
national Union of Pure and Applied Chemistry, Commission on High 
Temperatures and Refractories.] * Paper, 70c. 

L.C. card 77-600413 


Technical notes. @ Item 249-A C 13.46 : (nos.) 


6050 


6051 


6052 


6053 


374. Incipient and developed cavitation in liquid croyogens [with list of refer- 
ences ; by] D. K. Edmonds and J. Hord. Feb. 1969. iv+28 p. il. 4° (Cryo- 
genics Division, Institute for Basic Standards.) * Paper, 35c. 

377. Slush hydrogen fluid characterization and instrumentation [with list of ref- 
erences; by] C. F. Sindt, P. R. Ludtke, and D. E. Daney. Feb. 1969. 
vi+64 p. il. 4° * Paper, 65c. 

470. Edpac, utility programs for computer, assisted editing, copy-production, 
and data retrieval; [by] Carla G. Messina and Joseph Hilsenrath, Jan. 
1969. iv+76 p. il. 4° * Paper, 75c. 

475. Methods of measurement for semiconductor materials, process control, and 
devices, quarterly report, Oct. 1—Dec. 31, 1968; edited by W. Murray Bul- 
lis. Feb. 1969. iv-+35 p. il. 4° (Electronic Technology Division, Iustitute 
for Applied Technology.) [Jointly supported by Defense Atomic Support 
Agency, U.S. Naval Ammunition Depot, Crane, Ind., and National Aero- 
nautics and Space Administration.] * Paper ,45c. 


NATIONAL COUNCIL ON MARINE RESOURCES AND 


ENGINEERING DEVELOPMENT, Executive Office of the President, 


Executive Office Building, Washington, DC 20500 


CMREF pamphlet. (Committee on Marine Research, Education, and 


6054 


Facilities. ) 
32. Oceanographic ship operating schedules, fiscal year 1968. Apr. 1968. [8] +50 
p. map, 4° ¢ PrEx 12.9: 32 


NATIONAL ENDOWMENT FOR THE ARTS, National Foundation on 


the Arts and the Humanities, Washington, DC 20506 


Notre.—The National Endowment for the Arts was established by Public Law 


39-209, approved Sept. 29, 1965. 
6055 Programs of National Endowment for the Arts, fiscal 1969. [1969.] [27] 


p.4° (National Councilon Arts.) + @ Item 831-B-2 
L.C. card 68-67274 NF 2.2: PA 4/4/969 


NATIONAL FOUNDATION ON THE ARTS AND THE HUMANITIES 


1800 G Street N.W. Washington, DC 20506 


Nore.—The National Foundation on the Arts and the Humanities was established 


by Public law 89-209, approved Sept. 29, 1965. 


6056 National Foundation on the Arts and the Humanities act of 1965 (Public 


Page 72 


Law 209, 89th Congress) as amended by Public Law 348, 90th Congress, 
June 18, 1968. [1968.] [1]+13 p. + @ Item 831-B-35 NF 1.5: N 21 
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NATIONAL GUARD BUREAU, Defense Dept. 
Washington, DC 20310 


NGB pamphlet. 
6057 50-2. Financial administration, quarterly review of State operating budget. [Jan. 
30, 1969.] cover title, 33+-[1] p. 4° (Departments of Army and Air 
Force.) [Issued with perforations. Supersedes NGB pamphlet 50-2, 
Aug. 30, 1963.] t @ Item 358 D 12.8 : 50-2/2 


NATIONAL INSTITUTES OF HEALTH, Health, Education, and Welfare 
Dept., Bethesda, MD 20014 


6058 Current nursing research grants supported by Division of Nursing. [Revised 
Jan. 1969.] Jan. 1969. 14 p. 4° ([Public Health Service publication 
1762; Bureau of Health Professions Education and Manpower Training, 
Division of Nursing.]) {~ @ Item 507 FS 2.22: N 93/8/969 

6059 Directory of prepaid dental care plans; [by] William B. Bock [and] Mary 
J. Sperberg. [1968, published 1969.] iii+309 p. (Bureau of Hea!th Man- 
power, Division of Dental Health.) + @ Item 507 
L.C. card 74-601029 FS 2.22: D 43/12/967 

6060 Effect of differences in curricula and experiences on social work student 
attitudes and knowledge about mental retardation; [by Michael J. 
Begab]. [1968.] cover title, [8]-++-x-+135 p. il. 4° (National Institute 
of Child Health and Human Development.) [Dissertation submitted to 
Faculty of Graduate School of Arts and Sciences of Catholic University 
of America, in partial fulfillment of requirements for Degree, Doctor of 


Philosophy.] 7 FS 2.22: C 93 
National Cancer Institute monograph. 
6061 29. Cell cultures for virus vaccine production [conference held Nov. 6—8, 1967, 


Clinical Center, National Institutes of Health, Bethesda, Md.; papers with 
pete at references]. Dec. 1968. xii+608 p. il. 4° * Paper, $7.25 @ Item 
507-L 
L.C. card 73-601164 FS 2.22/18: 29 
6062 Neurological research, supported by National Institute of Neurological 
Diseases and Stroke, summaries of current research, Mar. 1, 1969. 
[1969.] iv+-256 p.4° Paper, $3.00. © Item 507 
FS 2.22: N 39/3/969/sum. 
6063. NINDB research profiles, 1968: Summary of research at National Insti- 
tute of Neurological Diseases and Blindness. 1968. vi-+41 p. il. [Prepared 
as background information 1968 Congressional hearings on appropria- 
tions.] * Paper, 30c. @ Item 507—-A-6 FS 2.22/43 : 968 
6064 Progress against cancer, 1969, report by National Advisory Cancer Council 
[with list of selected reading]. [1969.] vii+[2]+83 p. il. 4° (National 
Cancer Institute.) [Other illustrations on p. 2-3 of cover.] * Paper, 
$1.50. @ Item 507-G FS 2.22/14-2: 969 
6065 Public Health Service international postdoctoral research fellowships, 
awards for study in United States 1968. [Jan. 2, 1969.] cover title, [1] 
+17 p. oblong 8° (([International Fellowships Section, Fogarty Inter- 
national Center.]) + @ Item 507 FS 2.22: F 33/10 
Resources for medical research report. (Office of Resources Analysis.) 
6066 11. Biomedical research manpower, for the eighties; [by Herbert H. Rosenberg]. 
Dec. 1968. ix+119 p. il. 4° * Paper, $1.25. @ Item 507—U 
L.C. card 79-600924 FS 2.22/33: 11 
6067 Status of transplantation, 1968, report by Surgery Training Committee of 
National Institute of General Medical Sciences. [1969.] [2] leaves+ii 
+67 p. 4° + @ Item 507 FS 2.22: T 68/4/968 


NATIONAL LIBRARY OF MEDICINE, Health, Education, and Welfare 
Dept., Bethesda, MD 20014 


6068 Annual report for fiscal year 1968. [1969.] vii+68 p. il. oblong 12° 7 
@ Item 508-L 
L.C. card 51-61086 FS 2.201 : 968 


For Sale by Clearinghouse, U.S. Department of 
Commerce, Springfield, Va. 22151 
@Sent to Depository Libraries Page 73 








GOVERNMENT PUBLICATIONS 


NATIONAL MEDIATION BOARD 
Washington, DC 20572 


6069 34th annual report of National Mediation Board including report of 
National Railroad Adjustment Board for fiscal year 1968. 1968 [pub- 
lished 1969]. vi+-89 p. [Errata, 1 p., issued also.] * Paper, 45c. @ Item 
&3 
L.C. card 35-26972 NMB 1.1: 968 


NATIONAL MUSEUM, Smithsonian Institution 
Washington, DC 20560 


Bulletins. @ Item 919 SI 3.3: (nos.) 
6070 256. Cactus-feeding insects and mites [with bibliography; by] John Mann. 1969. 
et a Bee p., 8 p. of pl. ({Museum of Natural History.]) * Paper, 


$1.25. 
L.C. card 71-600800 

6071 289. Revision of American moths of Family Carposinidae (Lepidoptera : Carpost. 
noidea) [with list of references; by] Donald R. Davis. 1969. v+105 p. il 
({Museum of Natural History.]) Paper, 75c. 
L.C. card 79-601014 


NATIONAL PARK SERVICE, Interior Dept. 
Washington, DC 20242 


6072 Badlands National Monument, S. Dak. [Revised 1969.] ) [12] p 


narrow 8° *Paper,10c. @ Item 650 I 29.21:B sae 
6073 Big Bend National Park, Tex. [Revised 1969.] [1969.] [2] p. il. oblong large 
8°, folded into narrow 24° size. ¢ @ Item 651 I 29.6 : B 48/6/969 


6074 Chesapeake & Ohio Canal National Monument, District of Columbia/ 
Maryland. [1969.] [2] p. il. f°, folded into narrow 24° size. + @ Item 
650 I 29.21 : C 42/969 


6075 Chickamauga and Chattanooga National Military Park, Ga.—Tenn. [1969.] 
[2] p. il. large 4° folded into narrow 24° size. + @ Item 651 
I 29.21: C 43/7 


6076 George Washington Memorial Parkway, Mount Vernon section. [Revised 
1969.] [1969.] 1 sheet (with map on verso) il. narrow f° folded into 


narrow 8° size. + @ Item 651 I 29.6 : G 29/3/969 
6077 Golden Spike [National Historic Site]. [1968.] [2] p. il. large 8° folded into 
oblong 48° size. * Paper, 10c. @ Item 650 I 29.21: G 56 


6078 Great Smoky Mountains National Park, N.C. and Tenn. [Revised 1969.] | 
[1969.] [2] p. il. oblong large 8° folded into narrow 24° size + @ Item 


651 I 29.6: G 79/10/9689 | 
6079 National parks of New York City. 1968. [2] p. il. oblong 8°, folded into 
narrow 8° size. * Paper, 10c. @ Item 651 I 29.6: N 42y 
6080 National parks of the midwest. [1968.] [2] p. il. oblong f° folded into narrow 
8° size. * Paper, 15c. @ Item 651 I 29.6: M 58 
6081 National parks of the Northeast. [1968.] [2] p. il. oblong f°, folded into 
narrow 8° size. * Paper, 15c. @ Item 651 I 29.6: N 8le 
6082 National parks of the Southeast. [1968.] [2] p. il. oblong f°, folded into 
narrow 8° size. * Paper, 15c. @ Item 651 I 29.6: So 8e 
6083 National parks of the Southwest. [1968.] [2] p .il. oblong f°, folded into 
narrow 8° size. * Paper, 15c. @ Item 651 I 29.6: So8w 
6084 National parks of the West. [1968.] [2] p. il. oblong f°, folded into narrow 
8° size. * Paper, 15c. @ Item 651 I 29.6: W 52 


6085 National parks of United States [map]. scale 500 m.=3.8 in. [1968.] 1 sheet. 


18.5 x 27.5 in., folded into narrow 8° size. [List of parks on verso.] | 


* Paper, 20c. @ Item 651 I 29.8: P 23/2 
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National parks of Washington, D.C. [1968.] [2] p. il. oblong f°, folded into 
narrow 8° size. * Paper, 15c. @ Item 651 I 29.6: W 27 


National parks, USA: Dunes, Death Valley National Monument, Calif. 

and Nev. [poster]. 1968. 42 x 38 in. [Photography by Ansel Adams. ] 

* Paper, 40c. I 29.20/2: D 34 

Face of Half Dome, Yosemite National Park, Calif. [poster]. 1968. 

42 x 28 in. [Photograph by Ansel Adams.] * Paper, 40c. 1 29.20/2:Y8 

Giant sequoias, Yosemite National Park, Calif. [poster]. 1968. 42 x 28 

in. [Photograph by Ansel Adams.] * Paper, 40c. I 29.20/2 : ¥ 8/2 

—Iceburg, Glacier Bay National Monument, Alaska [poster]. 1968. 

42 x 28in. [Photograph by Ansel Adams.] * Paper, 40c. I 29.20/2: G45 

Lava columns, Devils Postpile National Monument, Calif. [poster]. 
1968, 42 x 28 in. [Photograph by Ansel Adams.] * Paper, 40c. 

I 29.20/2: D 49 

—— White House, Canyon de Chelly National Monument, Ariz. [poster}. 
1968. 42 x 28 in. [Photograph by Ansel Adams.] * Paper, 40c. 

I 29.20/2: C16 


Proposed Potomac National River, Maryland, Virginia, West Virginia. 
[969.] 28 p. il. 4° * Paper, 60c. @ Item 648 











L.C. card 77-601094 I 29.2: P 84/2 
San Juan Island National Historical Park, Wash. [1969.] [2] p. il. large 4° 
folded into narrow 8° size. ¢ @ Item 651 I 29.6: Sa 5 j/969 
The Washington Monument, Washington, D.C. [1969.] [8] p. il. narrow 8° 
~ @ Item 650 I 29.21: W 27/969 
The White House, Washington, D.C. [1969.] [10] p. il. narrow 8° * Paper, 
10ce. @ Item 650 I 29.21: W 58/4/969 


NATIONAL PORTRAIT GALLERY, Smithsonian Institution 
Washington, DC 20560 


Note.—The National Portrait Gallery was established within the Smithsonian 

Institution by Public law 87—443, April 27, 1962. 

Nineteenth century gallery of distinguished Americans, exhibition 22 
Feb.-1 May 1969, National Portrait Gallery, Smithsonian Institution, 
catalogue [with selected bibliography] ; by Robert G. Stewart. 1969. [5] 
+93 p. il. por 4° ([Publication 4762.]) * Paper, $1.75. @ Item 922-B 
L.C. card 70-600300 $111.2: Am3 


NATIONAL SCIENCE FOUNDATION 
Washington, DC 20550 


Junior College teachers of science, engineering, and technology, 1967, ex- 
perience and employment characteristics. [1969.] ix+89 p.il.4° (Survey 
of science resources series; NSF 69-3.) * Paper, $1.00. @ Item 834-T 
L.C. card 73-601050 NS 1.22: T 22 


National Science Board NSB (series). 


69-1. Toward a ee er for graduate Ye ey in sciences, report of Na- 
tional Science Board. 1969. xvi+63 p. * Paper, 40c. ° Joe 834-Z 
L.C. card 70-601028 S$ 1.28 : 69-1 


NATIONAL TRANSPORTATION SAFETY BOARD, Transportation Dept. 
Washington, DC 20590 


Aircraft accident report: United Airlines, Inc., Boeing 727 QC, N7425U, 
Chicago O’Hare International Airport, Ill., Mar. 21, 1968; adopted 
Dec. 31, 1968. [1969.] [56] p. il. 1 pl. 4° (File 1-0023.) ©&@ Paper, $3.00. 

TD 1.112: C43 


Analysis of accidents involving air taxi operations, U.S. general aviation, 
1964-66. Dec. 2, 1968. [1]+v+12 p. 4° 7; TD 1.113/4 : 964-66 
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6109 
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61138 


6114 


6115 


6116 
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GOVERNMENT PUBLICATIONS 


Analysis of aircraft accident data, U.S. general aviation, 1967. [1969.] 17 
a TD 1.113/8 : 967 
Annual review of U.S. air carrier accidents occurring in calendar year 1966. 
[ Dec. 1967.] cover title, [62] p.4° 7 
L.C. card 73-601085 TD 1.113/2 : 966 


Annual review of U.S. air carrier accidents occurring in calendar year 1967. 
[Dec. 1968.] cover title [66] p.4° 7 TD 1.1138/2 : 967 


Annual review of U.S. general aviation accidents occurring in calendar 
year 1967. [Oct. 1968.] cover title, [1]+ix-+135 p.+[6] leaves, 1 tab. 
4° 7 
L.C. card 68-61264 TD 1.1138: 967 

Briefs of accidents involving air taxi operations, U.S. general aviation, 
1964. Apr. 1968. [1] +xiv+44 p. 4° + TD 1.109/3 : 964 


Briefs of accidents involving air taxi operations, U.S. general aviation, 1965. 
Apr. 1968. [1]+xiv-+50 p.4° + TD 1.109/3 : 965 


Briefs of accidents involving air taxi operations, U.S. general aviation, 
1966. Apr. 1968. [1]-+xiv+52 p.4° 7+ TD 1.109/3 : 966 


Briefs of accidents involving amateur built (homebuilt) aircraft, U.S. gen- 
eral aviation, 1966. Aug. 1968. [1]+xiv-+12 p. 4° + TD1.109/2:Am1 


Briefs of accidents involving mid-air collisions, U.S. civil aviation, 1966. 
June 1968. [1]+xi+14 p. 4° 7 TD 1.109/2: M 58 


Railroad accident report: News York Central Railroad Company train 
1/NY~+ extra 2020 east and train ND-5 extra 5305 west headon collision, 
New York City, N.Y., May 22, 1967; [adopted Dec. 29, 1967]. [1968.] 
cover title [2] leaves+1-16a, 17-37 p. il. 4° 7 TD 1.112/3:N42y 


NAVAL OBSERVATORY, Defense Dept. 
Washington, DC 20350 


Air almanac, 1969, May—Aug. 1969, 241-488+-F4+ A82 p. il. 4° [Text on 
p. 2-4 of cover. The F4 pages of collation consist of Navigational star 
chart mounted on cloth, with Stars, May—Aug. 1969, Interpolation of 
G.H.A., Interpolation of moonrise, moonset, and Star index on verso. 
Produced jointly by H. M. Nautical Almanae Office, Royal Greenwich 
Observatory, and by Nautical Almanac Office, U.S. Naval Observatory. 
Printed separately in England and United States.] * Stiffboard, $3.75. 
@ Item 393 
L.C. ecard 52-61239 D 213.7 : 969/2 


NAVAL OCEANOGRAPHIC OFFICE, Defense Dept. 
Washington, DC 20390 


Publications. @ Item 378 (Rey. 1957) D 203.22 : (nos. ) 


13. Change 13, Dec. 21, 1968, looseleaf change pages for correcting Sailing 

directions for Gulf and River St. Lawrence, 7th edition, 1951. £1968.) 

ed. p. il. 4° [Formerly 100. Includes list of effective pages.] 
+ Paper, 35e. 

Change 5, Feb. 22, 1969, looseleaf change pages for correcting Sailing di- 
rections for South America, v, 3, 6th edition, 1960. [1969.] [167] p. il. 
4° [Formerly 174. Includes list of effective pages.] 7 Paper, 35c. 

Change 12, Jan. 18, 1969, looseleaf change pages for correcting Sailing 
directions for west coasts of England and Wales, 4th edition, 1951. 
[1969.] [134] p. il. 4° [Includes list of effective pages.] + Paper, 35c. 

Change 13, Feb. 8, 1969, looseleaf change pages for correcting Sailing 
directions for east coast of England, 5th edition, 1951. [1969.] [138 
p. il. 4° [Formerly no. 150. Includes list of effective pages. 
7 Paper, 35c. 

36. Change 7, Jan. 18, 1969, lovseleaf change pages for correcting Sailing 

directions for eastern shores of North Sea, 5th edition, 1959. [1969. 
[208] p. il. 4° [Formerly no, 135, Includes list of effective pages. | 
7 Paper, 35c. 
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42. Change 7, Jan. 4, 1969, looseleaf change pages for correcting Sailing 
directions for Baltic, v. 1, 1st edition, 1958. [1969.] [164] p. il. 4° 
[Formerly 141B. Includes list of effective pages.] 7 Paper, 35c. 

45. Sailing directions for southwest coast of Norway, Lindesnes to Fedje. 
1st edition, 1955. 1956 [reprint 1968]. xiv-+279 p. il. 2 p. of maps, 4° 
{Formerly 139. Includes list of effective pages and Change 8 corrected 
through Notice to Mariners 25 of June 22, 1968. Issued in looseleaf form. ] 
+ Paper, $3.00; with ring binder $4.50. 

61. Change 3, Feb. 1, 1969, looseleaf change pages for correcting Sailing di 
rections for Red Sea and Gulf of Aden, 5th edition, 1965. [1969.] 
[187] p. il. 4° [Formerly 157. Corrected through Notice to Mariners 5 
of Feb. 1, 1969. Includes list of effective pages.] f+ Paper, 35c. 

71. Change 11, Feb. 1, 1969, looseleaf change pages for correcting Sailing 
directions for Soenda Strait and western and northeast coasts of 
Borneo and off-lying islands, 5th edition, 1951. [1969.] [82] p. il. 4° 
[Formerly no. 126. Includes list of effective pages.] + Paper, 35¢c. 


73. Change 11, Jan. 25, 1969, looseleaf change pages for correcting Sailing 
directions for New Guinea, 4th edition, 1952. [1969.] [221] p. il. 4° 
[Formerly 164. Includes list of effective pages.] 7 Paper, 35c. 

74. Change 11, Feb. 8, 1969, looseleaf change pages for correcting Sailing 


directions for north and west coasts of Australia, 3d edition, 1952. 
{1969.] [176] p. il. 4° [Formerly yo. 170. Includes list of effective 
pages.] +t Paper, 35c. 
81. Change 11, Feb. 8, 1969, looseleaf change pages for correcting Sailing 
directions for Pacific Islands, v. 2, Ist edition, 1952. [1969.] [142] p. 
il. 4° [Includes list of effective pages.] + Paper, 35c. 
93. Change 4, Dec. 14, 1968, looseleaf change pages for correcting Sailing 
directions for western shores of South China Sea, 5th edition 1957. 
Revised edition, 1967. [1969.] [164] p. il. 4° [Includes list of effective 
pages.] + Paper, 35c. 
102. International code of signals, as adopted by 4th assembly of Inter-Govern- 
mental Maritime Consultative Organization in 1965, for visual, sound, and 
radio communications. United States edition. 1969. 1968. v+156 p. il. 1 
1. 4° [Plate is colored and pasted on inside of front cover.] * Cloth, 


4.00. 
L.C. card 78—601176 

111B. Change 20, Jan. 11, 1969, List of lights and fog signals, west coasts of 
North and South America (excluding continental U.S.A., Alaska and 
Hawalian Islands), Australia, Tasmania, New Zealand. and islands of 
North and South Pacific Oceans. 1969. [142] p. 4° [Includes list of 
effective pages and Notice to mariners 2, 1969. Issued in looseleaf form.] 
+ Paper, 50c. 

114. Change 17, List of lights and fog signals, British Isles, English Channel 
and North Sea; Jan. 25, 1969. 1969. [117] p. 4° [Includes list of 
effective pages and Notice to Mariners 2, 1969. Issued in looseleaf form. ] 
+ Paper, 50c. 

117A. Change 20, Jan. 18, 1969, Radio navigational aids, Atlantic and Medi 
terranean area, 1969. [97] p. fl. 4° [Includes list of effective pages 
and Notice to Mariners 8, Jan. 18, 1969. Issued in looseleaf form.] 
+ Paper, 50c. 


NAVAL PERSONNEL BUREAU, Defense Dept. 
Washington, DC 20390 


Boilerman I & C; [prepared by Training Publications Division, Naval Per- 
sonnel Program Support Activity]. 1st edition 1950, revised 1969. [1969.] 
cover title, iv+302 p. il. 4° (NAVPERS 10536-D; Navy training 
course.) + @ Item 404 
L.C. card 65-60461 D 208.11 : B 63/3/969 


Career planner, United States Navy occupational handbook, manual for 
civilian guidance counselors, schools and libraries, also employment and 
youth agencies. 6th edition. [Sept. 1, 1968.] [9]+1387+[2] p. il. 4° 
({RAD 68134.]) [Text on p. 2 of cover. Title on cover is: Navy career 
planner.] + @ Item 403-A 
L.C. card 59-61835 D 208.6/3 : 0c 1/968 


Engineering administration; [prepared by Bureau of Naval Personnel]. 
[1969.] cover title, iii+-236 p. il. 4° (NAVPERS 10858-D.) {¢ © Item 
404 D 208.11/2: En 3/7/969 


Signalman 3 & 2; [prepared by Training Publications Division, Naval Per- 
sonnel Program Support Activity]. [1st edition 1956, 3rd edition 1968. ] 
[1968.] cover title, iii+174 p. il.4° (NAVPERS 10135-C ; Navy training 
course.) [Some illustrations are colored.] ¢ @ Item 404 

D 208.11 : Si 2/968 
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NAVAL RESEARCH OFFICE, Defense Dept. 
Washington, DC 20390 


Naval Training Device Center, Orlando, Fia.: Technical report NAY- 
TRADEVCEN (series). 

65—C--0045—-1. Increasing ASW helicopter effectiveness through communications 
training [with list of references; by] Arthur I. Siegel, Philip J. 
Federman. Oct. 1968. cover title, xi+190+-[6] p. il. 4° (Ap- 
plied Psychological Services. Inc., Science Center, Wayne Pa.; 

contract N61339—-66—C—0045.) [Text on p. foi cover.] ¢ 
D 210.14 : 66—C-0045-1 


NRL reports. (Naval Research Laboratory.) D 210.8 : (nos.) 

6677. Phase-shift enhancement by mode-suppression techniques [with list of ref- 
erences; by] > L. Reuss, jr. Apr. 30, 1968. cover title, i+16+ [4] p 
il. 4° ({NR a 52B08-36, project XF 021-02-02-9637. f} 
# Paper, $3.00 Mad 671790). 

6706. Particular class of penti- -hexagonal polyhedra; [by] Gerald Chayt and 
Herbert eee, Aug. 22, 1968, reprinted with corrections. cover title, 
ii+104 p. il. 4° ([{NRL problem B01-03, project RR 003—05-—41-5060. 1) 
# Paper, $3.00 (AD 676199) 

6718. Anodic oxidation of hydrogen on iron and platinum in sodium hydroxide 
solution [with list of references ; by] Sigmund Cae? — Clarence M. 
Shepherd. ew 2 24, 1968. cover title, 11+8+[2] p. ii. 4° ([{NRL prob- 
lem M04—08, ARPA order 878.]) ® Paper, $3. nt (AD 672314). 

6732. Intensification and reduction of Kodak no-screen medical X-ray film [with 
list of references : by] Jacqueline Vierling. July 12, 1968. cover title, [12] 
p. 2 pl. 4° ({NRL problem P04—04, project RR 002—07-41-4951.]) 
Paper, $3.00 (AD 673238). 

6738. Determination of electron temperatures between 50 eV and i100 keV from 
X-ray continuum radiation in plasmas [with list of references ; by] R. 
Elton. Dec. 11, 1968. cover title, 1i+68 p. fl. 4° ([NR L problem 

H02-24, project RR 002—09-41-5054.]) & Paper, $3.00 (AD 681728 

6739. Notch ductility and tensile property evaluation of PM-—2A reactor pone 
vessel [with list of Po ge we Ay by] Charles Z. Serpan, jr. June 19, 1968. 
cover title, 11+ 20+ [4] p. il. ({NRL problem M01-14, project RR007- 

01-48-5409, USA-ERG— 367. AEC-AT (49-5)-2110.]) Paper, $3.00 
(AD 672890). 

6750. Determination of ester Se of neopentyl polyol ester lubricants [with 
list of references] ; [by] P. J. Sniegoski. Oct. 11, 1968. cover title, 11+16 
p. il. 4° (([NRL’ problem C02-01, project A33—536—501/6521/F012- 
03-05.1) & Paper, $3.00 (AD 679572). 

6756. Tables of ionization equilibrium equation of state at stellar temperatures 
and densities [with list of references; by] Carl L. Rouse. Nov. 22, 1968. 
cover title, ii+74 p.4° ([NRL problem A01—06, project RR—004—06—42- 
5301.]) [Sponsored jointly by Office of Naval Research and National 
Science Foundation.] & Paper, $3.00 (AD 682195). 

6764. Waveguide tunnel-diode amplifier, design considerations [with list of ref- 
erences] ; [by] J. J. Ayoub, jr. Nov. 12, 1968. cover title, ii+18 p. il. 4° 
([NRL problem 52K01-42, project RR 008—05-41-5701.]) 4% Paper, 
$3.00 (AD 679904). 

6765. Hot cell equipment developed for remote tension test specimen evaluations 
at NRL [with list of references ; by] J. R. Hawthorne and H. EB. Watson. 
Nov. 1, 1968. cover title, ii+20 p. il. 4° ([NRL problem 63M01-14, proj- 
ects AEC AT (49—5)-2110, SF 020-—01-05-0858, RR 007-11-41-5409, 
and RSA-ERG-—3-67.]) & Paper, $3.00 (AD 682196). 

6772. Initial assessments of notch ductility behavior of A533 pressure vessel steel 
with neutron irradiation [with list of references; by] J. Russell Haw- 
thorne and Uldis Potapovs. Nov. 22, 1968. cover title, 11+20 p. il. 4° 
({NRL problem M01-—14, projects RR 007—01-46-5409, AEC AT (49-5)- 
2110, and USA-ERG-7-68.]) & Paper, $3.00 (AD 681373). 

6776. Normal mode theory for combined structures [with list of references] ; [by] 
W. L. Fourney and G. J. O’Hara. Oct. 24, 1968. cover title, 11i+-16 p. il. 4° 
({NRL problem F02-05, project SF 013—-10—05-11655.]) & Paper, $3.00 
(AD 679571). 

6787. Dynamic tear test definition of temperature transition from linear elastic 
to gross strain fracture conditions [with list of references; by] F. J. 
Loss and W. S. Peliini. Nov. 29, 1968. cover title, 11+18 p. 1l. 4° ([NRL 
problem M01-18, project RR 007-01—46-—5420.]) Paper, $3.00 (AD 
680600). 

6798. Image enhancement with prolate spheroidal wave functions [with list of 
references ; by] Henry A. Brown. Nov. 29, 1968. cover title, ii+54 p. il. 
4° ([NRL problem RO2-14, project RF—001-02-41-4005.]) Paper, 
$3.00 (AD 681374). 

6799. On plane parallel representation in atmospheric radiation transfer [with 
list of references ; by] Robert R. Meier. Dec. 6, 1968. cover title, 8 p. il. 
4° ({NRL problem A01—06B, project S—20613-G.]) Paper, $3.00 
(AD 680601). 
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6150 6803. Effect of residual elements on 550° F irradiation response of selected pres- 
sure vessel steels and weldments [with list of references; by] Uldis 
Potapovs and J. Russell Hawthorne. Nov. 22, 1968. cover title, ii+-30 p. 
> 4° ({NRL problem M01-14, project RROO7—01—-46-2 5409, USA-ERG- 

3-67, AEC-—AT (49-—5)-—2110.) ® Paper, $3.00 (AD 680602). 

6151 6805. Fatigue crack propagation in high-strength steel under constant cyclic load 
with variable mean loads [with list of references; by] T. W. Crooker 
and BE. A. Lange. Nov. 29, 1968. cover title, ii+20 p. il. 4° ({[NRL 
problem M01-18, M03-01, and F01-17, projects RR 007—01-46-5420, 
on mer “12383, and S—4607-11894.]) Paper, $3.00 (AD 


NAVY DEPARTMENT, Defense Dept. 
Washington, DC 20350 


6152 Fundamentals of COBOL, programmers reference. [1969.] [234] p. il. 4° 
{Prepared by U.S. Navy Programming Languages Group in joint co- 
operation with UNIVAC Division of Sperry Rand Corporation. | 
(NAVSO P-3063.) * Paper, $2.25. @ Item 370-A 
L.C, card 75-600895 D 201.6/12: C 73/2 

6153 Principles and applications of underwater sound. 1968 [published 1969]. 
xi+([1]+295 p. il. 4° ({[NAVMATP-9674] ; Naval Materiel Command.) 
[Originally issued as Summary technical report of Division 6, National 
Defense Research Council, v. 7, 1946.] * Cloth, $4.75. @ Item 370-A 
L.C. card 73-601018 D 201.6/12: So8 


OIL AND GAS OFFICE, Interior Dept. 
Washington, DC 20240 


6154 Progress report on petroleum statistics, report to Bureau of Budget for 
1967. Apr. 1968. [1]+33 p. il. 4° [Includes Bibliography of new or re- 
vised publications related to petroleum producing industry, 1967.] tf 
L.C. card 68-61958 I 64.2: P 44/2 


OUTDOOR RECREATION BUREAU, Interior Dept. 
Washington, DC 20240 


6155 Index to selected outdoor recreation literature: v. 3, Citation item nos. 
70848-71686 (1967). Mar. 1969. [2] leaves+i+232 p. 4° [Prepared in 
cooperation with Department of Interior Library.] * Paper, $1.75. 
@ Item 657-B-4 
L.C. card 68-60184 1 66.15: L 71/v.3 


PATENT OFFICE, Commerce Dept. 
Washington, DC 20231 


Classification definitions. (Office of Examining and Documentation Con- 
trol.) [Issued with perforations.] @ Item 252 C 21.3/2 : (nos. ) 

6156 class 88. Comes. Revision 1. Jan. 1969. [2]+1+1 p. 4° [Original classifica- 

, B. Morton, 1902.] + Paper, 10c. 

6157 class 335. wlectricity, magnetically operated switches, magnets and electro- 
magnets. Revision 1. Jan. 1969. [2]+4+77 p. “40 {Original clas- 
sification W. V. Warren, E. E. Young, 1966.] + Paper, $1.00. 

6158 Manual of patent examining procedure, 3d edition [Nov. 1961, revised 
pages]. [Revised Jan. 19, 1969.] [1969.] [64] p. 4° [Includes instruction 
regarding revision 19. Issued in looseleaf form.] * Paper, $8.50 (includ- 
ing basic manual and supplementary material for an indefinite period) ; 
$2.50 additional for foreign mailing. @ Item 259 

C 21.15 : 961/rev.notice 19 


POST OFFICE DEPARTMENT 
Washington, DC 20260 


[Commemorative stamp posters.] 

Nots.—Commemorative stamp posters, which will be issued irregularly, are 
available on a subscription basis from the Superintendent of Documents, $1.50 a 
yr. ; 50c additional for foreign mailing. 

6159 6-cent Apollo 8 commemorative wg 2 will be first placed on sale oA 5. 1969 
at Houston, Tex. 1969. 10.5 26/2. Ap 4 
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GOVERNMENT PUBLICATIONS 


State postal map. 6173 
6160 Florida, Mar. 1, 1968. Scale 40 m.=2.7 in. [1968.] 32 x 23 ans * Paper, 35c. 
wy 4h A 66/068 
6161 Louisiana, Dec. 1, 1968. Scale 40 m.=3.4 in. [1969.] 25 x 29 in bd 
1.39/20 93/068 
6162 North penarrernaa Mar. 1, 1968. Scale 50 m.=4.1 in. [1968.] a * 32 in. * Pape a 
35¢ 1.39/2: N 81¢/968 6174 


PRESIDENT OF UNITED STATES 
Washington, DC 20501 


6163 Consumer education, what it is and what it is not. [1969.] [8] p. narrow 8° 
(President’s Committee on Consumer Interests.) * Paper, 10c. @ Item 
851-J Pr 36.8: C 76/C 76/3 6175 

6164 Our Nation and the sea, plan for national action, report of Commission on 
Marine Science, Engineering and Resources. Jan. 1969. xii+-305 p. il. 4° 
[Also issued as Hi. doc. 42, 91st Cong., 1st sess.] * Paper, $2.75. 
@ Item 851-J 


L.C. card 77-600752 Pr 36.8: M 33/Se 1 
6165 Population and family planning, transition from concern to action; report 
of President’s Committee on Population and Family Planning. Nov. 6176 
1968. 43 p. * Paper, 30c. @ Item 851-J Pr 36.8: P 81/P 81 
PUBLIC BUILDINGS SERVICE, General Services Administration 
Washington, DC 20405 6177 


6166 Design administration. June 19, 1968. cover title [136] p. 4° (PBS 3425, 
3A; GSA handbook.) [Includes transmittal letter. Issued in looseleaf 
form.] + @ Item 580 GS 6.6/2: D 46 


PUBLIC DOCUMENTS DIVISION, Government Printing Office 
Washington, DC 20402 


6178 


6167 Announcing 2 latest booklets, Travel/USA [and] the Marketing Story in 
series Do you know your economic ABC’s? from Department of Com- 
merce [announcement and order form]. [1969.] [2] p. oblong 48° 7 
@ Item 552 GP 3.22: Ec7 
6168 Monthly catalog of United States Government publications, decennial cum- 
ulative index 1951-60, index to monthly issues from Jan. 1951 to Dec. 
1960. 1968. [Title on cover is United States Government publications, 
monthly catalog decennial index 1951-60.] * Cloth, $50.00 per set of 2 
volumes. 6180 
L.C. card 4-18088 GP 3.8/3 : 951-60/v.1,2 
. 1. A-I. iv+1-1286 p. 
7. 2. J-Z. [2] +1287- 2639 Dp. 
mrt list PL (series). + @ Item 554 GP 3.9: (nos.) 


6169 21. Fish and wildlife ; Feb. 1969. 53d edition. [1969.] [2]+8 p. 
L.C. card 26—26235 
6170 63. N: avy Marine Corps and Coast Guard; Feb. 1969. 46th edition, [1969.] {i+ 
93 'p, ‘ 
L.C. card 26~-26207 am 
6171 68. Farm management, foreign agriculture, rural oC ype agricultural mar- 
keting ; Mar. 1969. Y ata edition. [1969.] [2]+2 
L.C. card 26-2617 


PUBLIC HEALTH SERVICE, Health, Education, and Welfare Dept. — 
Washington, DC 20201 


6172 Bulletin of Suicidology [with list of references; editors, Edwin S. Shneid- 
man and David D. Swenson]. Dec. 1968 [published 1969]. cover title, 
56+[4] p. il. 4° (National Clearinghouse for Mental Health Infor- | 
mation, National Institute of Mental Health, Health Services and | 
Mental Health Administration. [Prepared jointly by Center for | 
Studies ef Suicide Prevention and National Clearinghouse for Mental | 61838 
Health Information. Text and another illustration on p. 2-4 of cover.] | 
* Paper, 60c. @ Item 507-B-4 FS 2.22/50-6 : 968-2 | 


6179 
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6173 


6174 


6175 


6176 


6177 


6178 


6179 


6180 


6181 


6183 


Aprit 1969 


Comprehensive community mental health centers program, grants for con- 
struction and staffing. [Feb. 1969.] [1]+12 p. ([Public Information 
Branch], National Institute of Mental Health.) + @ Item 507 

FS 2.22: M 52/73 

Current research in chronic obstructive lung disease, proceedings, 10th 
Aspen Emphysema Conference, Aspen, Colo., June 7-10, 1967 [papers, 
with bibliographies]. [1968.] viii+531 p. il. ({Publication 1787]; Na- 
tional Center for Chronic Disease Control, Chronic Respiratory Diseases 
Control Program.) [Includes list of other Aspen Conferences on p. 3 of 
cover.] * Paper, $2.75. @ Item 485 FS 2.2: Em 7/4/967 


Current research in chronic respiratory disease, proceedings, 11th Aspen 
Emphysema Conference, Aspen, Colo., June 12-15, 1968 [papers, with 
list of references]. [1969.] ix+355 p. il. ({Publication 1879]; Health 
Services and Mental Health Administration, Chronic Respiratory Dis- 
eases Control Program, Arlington, Va.) [Includes list of other Aspen 
conferences on p. 3 of cover. Back title is: 11th a Emphysema 
Conference, 1968.] * Paper, $2.25. @ Item 485 S 2.2: EM 7/4/968 


Dental Health Center, applied research facility of Division of Dental 
Health, mission and programs. Jan. 1967. [15] p. il. 4° (Division of 
Dental Health.) ¢ FS 2.2: D 43/35 

Division of Nursing, selected publications. [Apr. 1968.] cover title, [1]+ 
i+10 p. 4° ({Bureau of Health Manpower, Division of Nursing.]) 7 

FS 2.24: N 93/4 


Eighth revision, International classification of diseases, adapted for use 
in United States, ICDA: v. 2, Alphabetical index. [Dec. 1968, published 
1969]. xiv+685 p. ([{Publication 1693]; National Center for Health 
Statistics.) * Cloth, $4.50. @ Item 508 
L.C. card 68-60452 FS 2.102: D 63/v.2 

Federal Health Programs Service annual statistical summary, fiscal year 
1968: pt. 1, Management data. [1969.] cover title, xxviii+186 p.+[7] 
leaves, il. 4° ([{Publication 1889]; Health Services and Mental Health 
Administration, Federal Health Programs Service, Data Management 
Branch.) + @ Item 494—C 
L.C. card 75-601178 FS 2.18/2 : 968/pt.1 


Guide for social services in nursing homes and related facilities, developed 
by committee of selected social workers [with bibliographies ; by Ruth B. 
Taylor]. 1968 [published 1969]. v+40 p. 4° ([Publication 1878; 
Health Services and Mental Health Administration, Community Health 
Service, Division of Health Resources.]) * Paper, 50c. @ Item 496—-A 
L.C. card 72-600515 FS 2.6/2: Sol 


Guide to cost reduction and management improvement. [1969.] 8 p. (Con- 
sumer Protection & Environmental Health Service.) { ©@ Item 496-A 
FS 2.6/2: C 82 


Guidelines, regional medical programs. Revised 1968. [1968.] vii+32 p. 4° 
(Division of Regional Medical Programs, Health Services and Mental 
Health Administration.) + @ Item 496-A FS 2.6/2: M 46/7 


Hospital and medical facilities series (Hill-Burton program) ; [Category 
D], Design-equipment. (Office of Architectural and Engineering, Health 
Facilities Planning and Construction Service, Health Service and Men- 
tal Health Administration. ) 

D-16. Hospital electrical facilities [with list of references] ; by Noyce L. Griffin. 


{Revised Jan. 1969.] [1969.] vi+36 p. il. 4° ([Publication 930—-D— 
16.]) * Paper, 50c. @ Item 486-—D FS 2.74/3 : D-16/2 
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Manual of tests for syphilis 1969 [with lists of references]. [Revised Jan. 
1969.] [1969.] vi+81 p. il. ({Publication 411]; National Communicable 
Disease Center, Venereal Disease Program, Atlanta, Ga.) Errata, 1 p., 
was issued also. Supersedes Serologic tests for syphilis, Publication 
411 (1955, 1959 and 1964 editions), and Laboratory procedures for 
modern syphilis serology, Publication 988, Nov. 1962. Issued in looseleaf 
form in binder with colored marginal index tabs on blank cardboard 
showing chapter titles.] * Paper, $3.00. @ Item 505-A 

FS 2.60/7 : Sy 7/2/969 


Mental and emotional illnesses in young child; [by Bertram 8S. Brown]. 
[1969.] cover title, 11 p. il. oblong 24° ([Publication 1877; Health 
Services and Mental Health Administration, National Institute of Mental 
Health.]) [Appeared in part in PTA magazine, official publication of 
National Congress of Parents and Teachers, Early signs of anti-social 
behavior Mar. 1968, v. 62,no.7.] * Paper, 25c. @ Item 507 

PS 2.22: C 43/3 


Mental health statistics, current facility reports. (National Institute of 
Mental Health.) 
Provisional patient movement and administrative data, public institutions for 
mentally retarded, United States, July 1, 1967—June 30, 1968. [1969.] 9 p. il. 4° 
+ @ Item 491-A FS 2.53/2 : R 31/967-68 
Mental health statistics: Series B, Analytical and special studies reports. 
(National Institutes of Mental Health.) 
1. Utilization of psychiatric facilities by children: Current status, trends, im- 
plications [with list of references; by] Beatrice M. Rosen [and others]. 


‘([1968, published 1969.] vili+[2]+77 p. il. 4° ([{Publication 1868; Health 
Services and Mental Health Administration.]) * Paper, 75c. @ Item 


491-A FS 2.54/2-2: B/1 
MORP [Medical and Occupational Radiation Program] (series). @ Item 
483-M FS 2.314: (nos. ) 


68—5. Use of radium in consumer products [with list of references] ; by Barl W. 
Robinson. Nov. 1968 [published 1969]. vii+25+ [1] p. fl. 4° (Environ- 
mental Control Administration, National Center for Radiological Health, 
Rockville, Md.) * Paper, 40c. 

L.C. card 71-601169 

68-6. Preliminary results of 5263 X-ray protection surveys of facilities with 
medical X-ray equipment (1962-67) [with list of references]; by 
Lawrence R. Fess and LaVert C. Seaborn. Apr. 1968, revised Sept. 1968. 
[1968.] vii+29+ [1] p. 4° ([Consumer Protection and Environmental 
Health Service], Environmental Control Administration, National Cen- 
ter for Radiological Health.) + 

68-7. Review and analysis for radium incidents [with list of references] ; 
by Earl W. Robinson, John C. Villforth, and Gary J. Wold. Sept. 1968. 
[1968]. [1]+vii+13+ [2] p. il. 4° (Environmental Control Admin- 
istration, [Consumer Protection and Environmental Health Service}, 
National Center for Radiological Health, Rockville, Md. 

68-9. Development and evaluation of automatic collimator for medical diagnostic 
X-ray machines [with list of references] ; by Ray L. Walchle, Harold F. 
Stewart, Joseph M. Morel. Aug. 1968. v+10 p. il. 4° ([{Consumer 
Protection and Environmental Health Service], Environmental Control 
Administration, National Center for Radiological Health.) f 

68-12. Particles accelerator safety manual [with list of references] ; prepared by 
William M. Brobeck and Associates, Berkeley, Calif., under contract 
PH 86—67-193 for Radioactive Materials Section, Medical and Occupa- 
tional Radiation Program. Oct. 1968. vili+127+ [1] p. il. 4° ([{Con- 
sumer Protection and Environmental Health Service], Environmental 
Control Administration, National Center for Radiological Health.) + 

68-14. Radiation safety recommendations for X-ray diffraction and spectrographic 
equipment [with list of references] ; by Thomas M. Moore and Donald J. 
McDonald. Oct. 1968. vii+17+ [1] p. 4° (National Center for Radiog- 
ical Health, Environment Control Administration.) f¢ 


Nursing careers in mental health. [Revised Oct. 1968.] [1969.] cover title, 
16 p.+[2] il. 4° ([Publication 1051; Health Service and Mental Health 
Administration, National Institute of Mental Health.]) * Paper, 30c. 
@ Item 507 FS 2.22: N 98/4/968 


Partnership for health: Health services development project grants, sec. 
314(e) Public Health Service act, policy statement, July 1, 1968. [1968.] 
{[6]+43 p. 4° (Health Services and Mental Health Administration, 
Office of Comprehensive Health Planning.) [Issued with perforations. ] 
+ @ Item 485 FS 2.2: G 76/7/968 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 


Page 82 tOfficial Use. Not Available 








6196 


6197 


6198 


6199 


6200 


6201 


6202 


6203 


6204 


6206 


ol 


Sera of o& 








6196 


6197 


6198 


6199 


6200 


6201 


6202 


6203 


6204 


6206 


Aprit 1969 


Performance tests for plate heat exchangers used for ultra-high-tempera- 
ture pasteurization processes [with list of references; by] R. W. Dicker- 
son, jr., R. B. Read, jr., H. E. Thompson, jr. 1968. v+-18 p. il. ([Publica- 
tion 999-UIH-12]; Consumer Protection and Environmental Health 
Service, Environmental Control Administration, Environmental Sani- 
tation Program.) + @ Item 483-F 
L.C. card 76-601024 FS 2.300: UIH-12 


Pychopharmacology, review of progress, 1957-67, proceedings of 6th an- 
nual meeting of American College of Neuropsychopharmacology, San 
Juan, Puerto Rico, Dec. 12-15, 1967 [articles, with bibliographies] ; 
Daniel H. Efron, editor-in-chief [and others]. [1969.] ae en ed p. il. 4° 
({Publication 18386; Psychopharmacology Research Branch], National 
Institute of Mental Health. ) *Cloth, $11.25. @ Item 507 
L.C. card 70—-600899 FS 2.22: P 95/20 

Public Health Service-Labor seminar on consumer health services, Jan. 22— 
23, 1968, Washington, D.C. [papers, with bibliography]. [1968.] iv-++144 
p. il. ({Publication 1845]; Health Services and Mental Health Adminis- 
tration.) * Paper, 65c. @ Item 485 
L.C. ecard 73-601026 FS 2.2: C 76/5 


Report for consultation on Buffalo Air Quality Control Region. Feb. 1969. 
{1]+40 p. il. 4° (Consumer Protection and Environmental Health Serv- 
ice, National Air Pollution Control Administration.)  { @ Item 483—-E 

FS 2.93/5 : B 86 

Report for consultation on Greater Metropolitan Cleveland Intrastate Air 
Quality Control Region [with list of references]. Feb. 1969. cover title, 
{1]+45 p. il. 4° (Consumer Protection and Environmental Health Serv- 
ice, National Air Pollution Control Administration.) + @ Item 483-E 

FS 2.98/5 : C 59 


Report for consultation on metropolitan Cincinnati Interstate Air Quality 
Control Region. Jan. 1969. cover title, 54 p. il. 4° (Consumer Protection 
and Environmental Health Service, National Air Pollution Controi 
Administration.) + @ Item 483-E FS 2.93/5 : C 49 


Report for consultation on metropolitan Pittsburgh Intrastate Air Quality 
Control Region [with list of references]. Feb. 1969. [6]-++-58 p. il. 4° 
(Consumer Protection and Environmental Health Service, National Air 
Pollution Control Administraiton.) + @ Item 483-E FS 2.93/5: P 68 


Reported tuberculosis data, 1967, 1969 edition [1949.] vi+41+[1] p. il. 
4° ([Publication 638] ; Health Services and Mental Health Administra- 
tion, National Communicable Disgase Center, Tuberculosis Branch, 
Atlanta, Ga.) * Paper, 50c. @ Item 500—D FS 2.42/3 : 969 


Resume of National Conference on Depuration, July 19-22, 1966; [by] Carl 
N. Shuster, jr. Feb. 1967. [1]-++11 leaves, 4° (Bureau of Disease Pre- 
vention and Environmental Control, National Center for Urban and In- 
dustrial Health, Water Supply and Sea Resources Program, Northeast 
Research Center, Narragansett, R.I.) [Title on cover is: Shellfish sani- 
tation technical report.] 7 FS 2.2: Sh 4/4 


Safe, sanitary, home refuse storage. [Revised Apr. 1968.] [1968.] 6 p. il. 
narrow 8° ([Publication 183; Consumer Protection and Environmental 
Health Service, Environmental Control Administration, Solid Wastes 
Program, Cincinnati.]) * Paper, $5.00 per 100; single copy, 10c. 
@ Item 485 FS 2.2: R 25/968 

Smoking and health bibliographical bulletin. (National Clearinghouse for 
Smoking & Health, National Center for Chronic Disease Control, Health 
Services and Mental Health Administration.) [Monthly.] + 

FS 2.24/4 : (date) 
Jan. 1969— 
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6207 Solid waste management, composting, European activity and American 
4° ({Publication 
1826]; Consumer Protection and Environmental Health Service, En- 
vironmental Control Administration, Solid Wastes Program, Cincin- 


potential; by Samuel A. Hart. 1968. iv-+-[1]+-40 p. il. 


nati.) * Paper, 50c. @ Item 485 
L.C. card 68-67031 


search. (National Center for Health Statistics.) © 


FS 2.2: So 4/5 
Vital and health statistics: Series 2, Data evaluation and methods re- 


Item 500-E 


FS 2.85/2 : 2(nos.) 


6208 30. Comparison fo classification of place of residence on death certificates and 


matching census a>, United States, May—Aug. 


raphies; by Mary A McCarthy]. Jan. 1969. iv+60 p. 4° 


1000, series 2, no. — 1) * Paper, 60c 
L.C. card 68-622 


g. 1960 [with bibliog- 
({ Publication 


6209 31. Pseudoreplication, asinen evaluation and mputestinn of balanced half- 
sample technique, uses of the method in analysis of data from complex 
surveys [with list of references ; by Philip J. McCarthy]. Jan. 1969. vi+24 
p.4° ([Publication 1000, series 2,no.31.]) * Paper, 35c. 


L.C. card 68—-62232 


—— Series 4, Documents and committee reports. (National Center for 


Health Statistics. ) 


6210 9. Migration, vital, and health statistics, report of | ogee —— > ih So 
Dp. Pu 
tion 1000, series 4, no. 9; National Center for Health Statistics, Office of 


mittee on Vital and Health Statistics. Nov. 1968. 


Health Statistics Analysis. 1) * Paper, 30c. @ Item 500-EB 
FS 2.85/2:4/no.9 


—— Series 10, Data from National Health Survey. (National Center for 


L.C. card 68-62235 


Health Statistics. ) 


ica- 


6211 50. Persons hospitalized by number of hospital episodes and days in a year, United 
States, July 1965—June 1966: [by Michael S. Backenheimer]. Feb. 


iv-+51 ¥. Le mo ({ Publication 1000, series 10, no. 50.]) * Paper, 


L.C. wah 6862234 





1969. 


55c. 


FS 2.85/2: 10/no. 50 
National Vital Statistics System. (National 


Center for Health Statistics.) @ Item 500-E FS 2.85/2 : 22/(nos. ) 


8. Variation in birth weight, legitimate live births, United States, 1963 [with 


list of references ; by Mary Grace Kovar]. Nov. 1968. iv+35 p. il. ({Publica- 
tion 1000—series 22, no. 8; Division of Vitai Statistics.]) * Paper, 45c. 
6213 9. Socioeconomic characteristic characteristics of deceased persons, United States, 
1962-1963 deaths [with list of references; by Evelyn S. Mathis]. iv+38 p. 
38 p. il. 4° ([Publication 1000-series 22, no. 9; Division of Vital Sta- 


tistics.]) * Paper, 50c. 
L.C. card 68—62241 


6314 What’s new on smoking in films. [1969.] [6] p. narrow 8° 


(Health Serv- 


ices and Mental Health Administration, Regional Medical Programs 
Service, Division of Chronic Disease Programs, National Clearinghouse 
single copy, 10c. 
@ Item 485 FS 2.2: Sm 7/10/969 
6215 What’s new on smoking in print. [Revised Jan. 1969.] [1969.] [8] p. nar- 
row &° ([{Publication 1710; Regional Medical Programs Service, Divi- 
sion of Chronic Disease Programs, National Clearinghouse for Smoking 
and Health.]) * Paper, $5.00 per 100; single copy, 10c. @ Item 481-A 
FS 2.24: Sm 7/969 


PUBLIC ROADS BUREAU, Transportation Dept. 


for Smoking and Health.) * Paper, $5.00 per 100; 


Washington, DC 20591 


6216 Fatal and injury accident rates on Federal-aid and other highway systems, 
TD 2.102: Ac 2 
6217 Highway research & development studies using Federal-aid research and 
planning funds, fiscal year 1969, or calendar year 1968 in progress as of 
July 1, 1968. Nov. 1968. ix+-166 p. il. oblong 12° (Office of Research and 


1967. [1969.] iv+36 p. 4° * Paper, 45c.@ Item 265 


Development.) * Paper, $1.50. @ Item 265-E 
L.C. card 64-61585 


6218 Traffic speed trends. Apr. 1968. [6] p. il. 4° t 
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RURAL ELECTRIFICATION ADMINISTRATION, Agriculture Dept. 
Washington, DC 20250 


Current REA publications [additions, index, numerical list, etc., as of 
Dec. 31, 1968]. Feb. 5, 1969. 48 p. 4° [Issued with perforations.] + 
@ Item 116 A 68.3 : ind./969 


List of materials aeceptable for use on systems of REA electrification bor- 
rowers, supp. 1, Jan. 1969. [1969.] [140] p. il. 4° (REA bulletin 43-5; 
Technical Standards Committees (Electric).) [Issued in looseleaf form.] 
* Paper, $1.50 a yr (including basic manual and supplementary material 
for an indefinite period) ; 25c. additional for foreign mailing. @ Item 
116-A 
L.C. card 52-61393 A 68.6/2 : 968/supp.1 


REA bulletin. 
184-2. Suggested work order procedure for electric borrowers, revisions. Dec. 6, 
1968. [2]+26 p. il. 4 [Issued with perforations.}] + @ Item 116 
A 68.3 : 184—2/2 rev.pages 


SECURITIES AND EXCHANGE COMMISSION 
Washington, DC 20549 


General rules and regulations under Securities act of 1933 as in effect 
Nov. 1, 1968. [1968.] ix+92 p. 4° [Code of Federal regulations, title 
17, pt. 230.100.] * Paper, $1.00. @ Item 907 
L.C. card 36-26162 SE 1.6: R 86/2/968 


SHIP STRUCTURE COMMITTEE 
Washington, DC 20226 


SSC (series). 

193. Development of mathematical models for describing ship structural response 
in waves [with list of references]; by Paul Kaplan. Jan. 1969. [4]-+41 
+[2] p. il. 4° (Oceanies, Inc.) [Progress report on project 174, ship 
computer response, to Ship Structure Committee under Department of 
Navy, Naval Ship Engineering Center contract NObs—94322.] 4 Paper, 
$3.00 Y 3.Sh 6: SSC-193 


SMALL BUSINESS ADMINISTRATION 
Washington, DC 20416 


Management development program, topic. ([Procurement and Manage- 
ment Assistance, Office of Management Assistance, Education Division. | ) 
19. Pricing in a services business, instructor’s manual [with bibliography; by 

Lee D. Davis]. [1969.] vii+63 p.+ [6] leaves, il. 4° [Index reference to 
divider sheets on p. 4 of cover.}] * Paper, $1.25. @ Item 901-S 
SBA 1.24:19 

Small Business Administration publications, free management assistance 

publications. Feb. 1969. [4] p.4° (SBA115A.) + @ Item 901-N 
SBA 1.18: 969 


SOCIAL AND REHABILITATION SERVICE, Health, Education, and 
Welfare Dept., Washington, DC 20201 


OAA, old-age assistance, ask your Public Welfare Office about OAA. [1969.] 
[8] p. narrow 8° * Paper, $5.00 per 100, single copy, 10c. @ Item 512- 
A-1 FS 17.2: 011/2 


SOCIAL SECURITY ADMINISTRATION, Health, Education, and Welfare 
Dept., Washington, DC 20201 


Actuarial notes. f FS 3.19/2: (nos. ) 
47. Comparison of actual experience under OASDHI system with short-range 
cost estimates; by Robert J. Myers and Margaret A. Lannen. Oct. 1968. 

[6] p. 4° 


#For Sale by Clearinghouse, U.S. Department of 
Commerce, Springfield, Va. 22151 
@Sent to Depository Libraries Page 85 








6230 


6231 


6232 


6233 


6234 


6235. 


6236 


6237 
6238 


6239 


6240 


6241 


GOVERNMENT PUBLICATIONS 


Actuarial notes—Continued 


48. Comparison of actual experience under OASDHI system with short-range 
coast estimates; by Robert J. Myers and Margaret A. Lannen. Dec. 1968. 
[3] p.4° (Office of Actuary.) 
49. Additional interest earnings of OASDI trust funds resulting from changed 
interest rate provided in 1960 amendments; by Margaret A. Lannen. Jan. 
1969. [9] p. 4° (Office of Actuary.) 
Disability studies note, series B. 


1. Return to work after severe disability, follow-up of 1963 ee ee and Green 
study sample; by Robert E. Ferguson. July 1967. [1] +12 g 
FS 3.54: B/1 


From social security survey of the disabled, 1966, report. (Office of Re- 
search and Statistics. ) 


5. Medical care utilization by the ee by Gertrude L. Stanley and Idella .. 
Swisher. Jan. 1969. 16+ [12] p. 7 FS 3.54/2:5 


Health insurance statistics: HI-(series). (Office of Research and 
Statistics. ) 
12. Utilization of short-stay hospitals under medicare, selected characteristics of 
discharged Pe. July 1—Dec. 31, 1966; by Ida L. Hellman. Feb. 28, 
1969. 9+ [6] p.4° f¢ FS 3.28/5: 12 
Monthly benefit statistics: Old-age, survivors, disability, and health insur- 
ance, calendar year benefit data. Feb. 20, 1969. [3] p. 4° (Office of Re- 
search and Statistics.) 7 FS 3.28/6-2 : 968 


Protect your future; [by Mrs. Jeanne A. Taylor]. [1969.] [8] p. il. narrow 
8° [Prepared in cooperation with Douglass House Foundation, Watts 
Writers Workshop.] + @ Item 516 FS 3.2: P 94/2 


Research and statistics note, 1969 (series). (Office of Research and 
Statistics. ) 
1. Summary of veterans’ legislation enacted in 1968; [prepared in Interprogram 
po ae Branch, a. ed of Economic and Long- Range ees Feb. 20, 
1969. 5 p. 3 tab. 7 3.28/2 : 969/1 
1969 social security LO TN, SSI-1969 (series). 
6. Important facts net medical insurance part of medicare, [Jen 1969] 6 p. 
narrow 8° {+ @ Item 527-A 3.25/2 : 969/6 
SSI (series). @ Item 523-B on 3.52: (nos. ) 


29. If ie become disabled. [Jan. 1969.] 32 p. oblong 48° * Paper, $10.00 per 
100 copies ; single copy, 15c. 

43. Brief explanation of medicare health insurance for people 65 or older. [Jan. 
1969.] 13+ [1] p. narrow 12° * Paper, $6.50 per 100; single copy 10c. 


SOIL CONSERVATION SERVICE, Agriculture Dept. 
Washington, DC 20250 


Federal-State-private cooperative snow surveys, 1910-67: Summary of 
snow measurements for Nevada, and pertinent measurements in Cali- 
fornia and Oregon; [prepared by Donald W. McAndrew and Roy E. 
Malsor, jr.] Jan. 1969. cover title, [5]+vii+124+[12] 4° [Prepared 
in cooperation with Nevada Department of Conservation and Natural 
Resources, Division of Water Resources. Text on p. 3 of cover. Some 
pages are issued as leaves.] 7 
L.C. card 74-601183 A 57.2: Sn 6/10/910-67 

Soil survey: Belknap County, N.H. [with list of literature cited; by Theo- 
dore L. Kelsey and Frank J. Vieira]. Nov. 1968. cover title, i+68 p. il. 
67 p. of pl. and maps, 1 tab., 4° [Prepared in cooperation with New 
Hampshire Agricultural Experiment Station Text on p. 2 of cover. One 
mapiscolored.] * Paper, $4.00. @ Item 102 (Rev. 1957) 

L.C. card 79-600967 A 57.38: B 41 


—— Crowley County, Colo. [with list of literature cited; by Roy J. Larsen, 
Donald R. Martin, and Richard E. Mayhugh]. Nov. 1968. cover title, 
i+70 p. il. 59 p. of pl. and maps, 1 tab., 4° [Prepared in cooperation 
with Colorado Agricultural Experiment Station Text on p. 2 of cover. 
One map is colored.] * Paper, $3.50. @ Item 102 (Rev. 1957) 

L.C. card 75-600966 A 57.38 : C 88/2 
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—— East Baton Rouge Parish, La. [with list of literature cited; by Ray E. 
Dance and others]. Sept. 1968. cover title, i+80 p. il. 49 p. of pl. and 
maps, 1 tab, 4° [Prepared in cooperation with Louisiana Agricultural 
Experiment Station. Text on p. 2 of cover. One mapis colored.] * Paper, 
$3.50. @ Item 102 (Rev. 1957) 

L.C. card 79-600983 A 57.38: Ea 7 


—— Hughes County, Okla.; [by Roscoe M. Long]. Dec. 1968. cover title, 
(1]+48 p. il. 76 p. of pl. and maps, 1 tab. 4° [Prepared in cooperation 
with Oklahoma Agricultural Experiment Station. Text on p. 2 of cover. 
Some maps are colored.] * Paper, $4.25. @ Item 102 (Rev. 1957) 
L.C. card 71-600965 A 57.38: H 87 


—— Jenkins County, Ga.; [by Jack R. Brown]. Dec. 1968. cover title, i+-62 
p. il. 36 p. of pl. and maps, 4° [Prepared in cooperation with University 
of Georgia, College of Agriculture, Agricultural Experiment Stations. 
Text on p. 2 of cover. Some maps are colored.] * Paper, $2.50. @ Item 
102 (Rev. 1957) 

L.C. card 72-600968 A 57.38: J 41 
Muskegon County, Mich. [with list of literature cited; by Karl E. 
Pregitzer]. Oct. 1968. cover title, i+-89+ [6] p. il. 95 p. of pl. and maps, 
4° [Prepared in cooperation with Michigan Agricultural Experiment 
Station. Text on p. 2 of cover. One map is colored.] * Paper, $5.50. 
@ Item 102 (Rev. 1957) 

L.C. card Agr 68-300 A 57.38: M 97 


—— Oklahoma County, Okla. [with list of literature cited: by Carl F. 
Fisher and John V. Chelf]. Feb. 1969. cover title, i+-56 p. il. 65 p. of pl. 
and maps, 1 tab 4° [Prepared in cooperation with Oklahoma Agricul- 
tural Experiment Station. Text on p. 2 of cover. One map is colored.] 
* Paper, $3.75. @ Item 102 (Rev. 1957) 

L.C. card 74-600963 A 57.38: Ok 4/2 

-—— Scotts Bluff County, Nebr. [with list of literature cited; by Donald 
A. Yost and others]. Dec. 1968. cover title, i+119 p.+[5] leaves, il. 69 
p. of pl. and maps, 4° [Prepared in cooperation with University of 
Nebraska, Conservation and Survey Division. Text on p. 2 of cover. 
One map iscolored.] * Paper, $4.50. @ Item 102 (Rev. 1957) 

L.C. card 72-600984 A 57.38: Sco 8/2 

—— Washington County, Okla.; [by Dock J. Polone]. Nov. 1968. cover 
title, i+42 p. il. 47 p. of pl. and maps, 4° [Prepared in cooperation with 
Oklahoma Agricultural experiment Station. Text on p. 2 of cover. One 
map is colored.] * Paper, $2.75. @ Item 102 (Rev. 1957) 

L.C. card 72-600976 A 57.38: W 27 


SPORT FISHERIES AND WILDLIFE BUREAU, Interior Dept. 
Washington, DC 20240 


Refuge leaflets. + I 49.44 : (nos. ) 
94. J. my Ding Darling National Wildlife Refuge. [Nov. 1968.] [4] p. il. narrow 





213. Birds of Benton Lake National Wildlife Refuge. [Dec. 1968.] [3] p. fl. 4° 
232. Birds, DeSoto National Wildlife Refuge. [Oct. 1968.] [6] p. il. narrow 12° 
234. a of Cold Springs National Wildlife Refuge. [Dec. 1968.] [4] p. narrow 


412. Reptiles, amphibians, and fishes of Moosehorn National Wildlife Refuge. 
ov. 1968. . il. 4° 
554. Delta National Wildlife ——- [Plaquemines Parish, La.]. [Dec. 1968.] [8] 
p. il narrow 8° @ Item 612-C 


Resources publication. 
75. Whooping ya} [1969.] [2] p. il. f° folded into narrow 8° * Pap - Re 


tem 61 14 49 6:75 

Special scientific report : Wildlife (series). 
121. Mourning dove status report, 1967 [with list of references] : compiled by 
James L. Ruos and Duncan MacDonald. Dec. 1968. iv+23 p. il. 4° * Paper, 
35c. @ Item 614—-C 1 49.15/3:121 
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Sport fish and wildlife programs, 1969. [1969.] [2]+-17 p. il. narrow 8° + 
@ Item 612 
L.C. ecard 74-601061 1 49.2: Sp 6/2/969 


Technical papers. 


24. Biology of crayfish Orconectes causeyl and its use for control of aquatic weeds 
in trout lakes [with list of references] ; by Jack L. Dean. Jan. 1969. 15 p 
il. 4° * Paper, 25c. @ Item 615-A I 49.68 34 


STATE DEPARTMENT 
Washington, DC 20520 


American foreign policy, current documents 1966; [compiled by John P. 
Glennon and others]. [Jan. 1969.] 1+1201 p. ([Publication 8423 ; Histori- 
eal Office, Bureau of Public Affairs.]) * Cloth, $6.25. @ Item 875 | 
L.C. card 59-64042 S$ 1.71/2 : 966 


Background notes. ([ Office of Media Services, Bureau of Public Affaire) ) 
[Issued with perforations.] * Paper, $3.50 per yr., $3.00 additional for 
foreign mailing; single copies, vary in price. @ Item 862-B 
Bermuda [with reading list]. [Revised] Jan. 1969. [1969.] 4 p. il. 4° ([{Publica- 

tion 7907.]) * Paper, 10c. 

L.C. ecard 66-61561 $ 1.123 : B 45/969 
Czechoslovak Socialist Republic [with reading list]. [Revised Jan. 1969.] [1969.] 

7p.il.4° ([{Publication 7758.]) * Paper, 5c 


L.C. card 66—61561 S$ 1.123 : C 99/969 
Dominican Republic (with | ye list]. [Revised] Dec. 1968, [1969.] 6 p. il. 4° 
({Publication 77: oa }) Paper, 10c. 
L.C. card 66-6156 § 1.123: D 71/968 
France. [Revised] Feb. 1969. [1969.] 8 p. il. 4° ([{Publication 8209.]) 
* Paper, 10c. 
L.C. card 66-61561 1,123 : F 84/969 


Jamaica cates reading list]. [Revised] Dec. 1968. [1969.] 4 p. 4. 4° ([Publica- 
tion 8080.]) * Paper, 10c. 
L.C. =a 66—-61561 123 : J 22/968 
Maldive Islands [with reading list.] [Revised] Jan. 1969. 11969 4 4 p. il. 4° 
({Publication 8026.]) * Paper, 10c. 
L.C. card 66-61561 S$ 1.123 : M 29/4/969 
Republic of Botswana [with reading list]. [Revised Dec. 1968. [1969.] 4 p. il. 4° 
({Publication 8046.]) * Paper, 10c. 


L.C. card 66—-61561 S 1.123: B 65/968 
Republic of Ecuador [with reading list] [Revised Jan. 1969.] [1969.] 6 p. il. 4° 

* Paper, 10c. 

L.C, card 66-61561 1.123 : Ec 9/969 


Republic of El Salvador [with reading list]. [Revised Jan. 1969") (1969.] 5 p. il. 
4° ([{Publication 7794.]) * Paper, 10c. 
L.C. card 66—-61561 1,123 : Bl 7/969 
tepubliec of Panama [with reading list*. [Revised Dec. 1968.) [1969.] 4 p. il. 4° 
({Publication 7903.]) * Paper, 10ce. 
L.C. ecard 66-61561 § 1.123: P 19/968 
Republic of Peru [with reading list]. [Revised] Dec. 1968. [1969.] 5 p. il. 4 
({Publication 7799.]) * Paper, 10c. 
L.C. card 66—-61561 § 1.123 : P 43/968-—2 
Trinidad and Tobago [with reading list]. [Revised] Jan. 1969. [1969.] 4 p. 4° 
({ Publication ned 1) * Paper, 10c. 
L.C. card 66-6156 § 1.123 : T 73/968 


Digest of international law, v. 13; prepared by Marjorie M. Whiteman. 
[Dec. 1968.] iv-+1068 p. ([Publication 8424.]) * Cloth, $6.25. @ Item 
864-—A 
L.C. card 63-62002 § 7.12/2:13 


General foreign policy series. 
229. Inaugural andre, President Ric mare - Nixon [delivered at the & itol]. 
Jan. 20, [Feb. 1969.] [1]+ . 12° ([Publication 8433; ce of 
Media Rone cl Bureau of bie Pevies: ]) *(Available as S. Jy = 10c. 
See Entry no. 5388.) @ Item 875 
L.C. card SD 68-9 S$ 1.71: 229 
Telephone directory, Department of State, Agency for Internationa] De- 
velopment, Arms Control and Disarmament Agency. Feb, 1969. cover 
title, 170+ [6] p. il. 4° (Dudley 2 (codes 128), Dudley 3 (code 182), 343- 
(code 183).) [Text on p. 2-4 of cover.] * Paper, $1.75. S$ 1.21: 969 


Treaties and other international acts series. * Paper, $10.00 a yr. (ap- 
proximately 150 issues), $6.00 additional for foreign mailing; single 
copies vary in price. @ Item 899. S 9.10 : (nos. ) 
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Aprit 1969 


Cereals, agreement between United States and other Governments, done 
at London June 30, 1967; [entered into force with respect to United 
ae July 1, 1968]. [1969] [2]+10 p. [English and Spanish.] * Paper, 


L.C. card 76—600898 


. Agricultural commodities, agreement between United States and Demo- 


cratic Republic of Congo signed Kinshasa, Aug. 12, 1968; [entered into 
force Aug. 12, 1968}. [1968.] [2]+10 p. [English and French.] 
* Paper, 10c. 

L.C. card 68—-67092 


3. Agricultural commodities, agreement between United States and Colombia, 


signed Bogota May 31, 1968; [entered into force May 31, 1968]. [1968.] 
[2]+17 p. * Paper, 15c. 
L.C. card 68—-67386 


. Trade in cotton textiles, agreement between United States and United 


Arab Republic, effected by exchange of notes between Secretary of State 
and Ambassador of India (representing United Arab Republic interests), 
signed Washington Nov. 6, 1968 [entered into force Nov. 6, 1968; ef- 
fective Oct. 1, as oh A [1968.] [2]+3p. * Paper, 10c. 

L.C. card 79-600940 


. Agricultural commodities, agreement between United States and Iceland, 


signed Reykjavik May 29, 1968; [entered into force May 29, 1968.] 
[1969.] [2]+15 p. * Paper, 1ic. 
L.C. card 74—600754 


. Extension of loan of vessels, agreement between United States “| Republic 


of Korea, effected by exchange of notes signed Seoul Mar. 30, 1967; 
{entered into force Mar. 30, 1967]. [1969.] [2]+6 p. [English and 
Korean.] * Paper, 10c. 

L.C. card 76—-600977 


. International coffee agreement, 1968, between United States and other 


governments, open for signature at United Nations Headquarters Mar. 
18-31, 1968 [proclaimed by President of United States Nov. 18, 1968; 
entered into force provisionally Oct. 1, 1968]. [1969.] [2] 359 p. 
[English, French, Portuguese, Russian, and Spanish.] * Paper, $1.75. 
L.C. card 72—600803 

Agricultural commodities, agreement between United States and Guyana, 
signed Georgetown Sept. 17, 1968; [entered into force Sept. 17, 1968]. 
{1968.] [2]+11p. * Paper, 10c. 
L.C. card 70—-600465 

Surplus property, disposal of excess military property in Viet-Nam, agree- 
ment between United States and Viet-Nam, effected by exchange of notes 
signed Saigon Nov. 9, 1968; [entered into force Nov. 9, 1968]. [1969.] 
{2]+5p. * Paper, 10c. 
L.C. card 70—600938 

Extension of loan of vessel U.S.S. Bergall, agreement between United States 
and Turkey, effected by exchange of notes signed Ankara Nov. 12, 1968; 
{entered into force Nov. 12, 1968]. [1968.] [2]+3 p. * Paper, 10c. 
L.C. card 75—600982 

Scientific and technical cooperation, agreement between United States and 
Australia, signed Canberra Oct. 16, 1968; [entered into force Oct. 16, 
1968]. L2066. ] iair8 p. * Paper, 10c. 
L.C. card 71-6009 

Partial revision of aie regulations, Geneva, 1959, and final protocol, 
Maritime Mobile a gs between United States and other governments, 
signed Geneva Nov. 3, 1967 [proclaimed by President of United States 
Now. 21, 1968; date of ioe into force Apr. 1, 1969]. [1968.] [2] +664 
p. 3 tab. [Title on cover is: Radio regulations, Geneva, 1959, partial re- 
vision, Maritime Mobile Service, Geneva, 1967. [English, French, and 
Spani sh. ]_ * Paper, $3.25 
L.C. card 79-600802 

Air transport services, agreement between United States and Colombia, 
amending a tuctt of Oct. 24, 1956, effected by exchange of notes signed 
Bogota Oct. 23, 1968 [entered into force Oct. 23, 1968]: with related 
notes. [1968.] (a) A sy p. [Spanish and English.] * Paper, 10e. 
L.C. card 78-600 


. Military missions . adie: agreements between United States and Iran. 


extending agreements of Nov. 27, 1943 and Oct. 6, 1947, as amended 
and extended, effected by exchanges of notes dated Tehran June 10 and 
29, 1968 ; [entered into force June 29, 1968, effective Mar. 21, 1967; dated 
Tehran Nov. 25 and Dec. 14, 1968, entered into force Dec. 14, 1968], with 
gg related notes. [1969.] [2]+30 p. [English and Persian.] * Paper, 
c. 

L.C. card 70-600813 

Agricultural commodities, agreement between United States and Republic 
of Korea, signed Seoul, Oct. 23, 1968; [entered into force Oct. 23, 1968]. 
{1968.] [2]+5p. * Paper, 10c. 
L.C. card 73—600979 


. Investment guaranties, agreement between United States and St. Chris- 


topher, Nevis and Anguilla, signed Basseterre, St. Christopher, July 21, 
1968; [entered into force Nov. 21, 1968]. [1969.] [2]+3 p. * Paper, 
10c. 

L.C. card 70-600978 
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GOVERNMENT PUBLICATIONS 


Treaties and other international acts series—Continued 

6291 6598. Offshore labor, present between United States and Philippines, signed 
Manila Dec. 28, 1968; [entered into force Dec. 28, 1968]; with agreed 
minutes. [1969.] [21-10 p. * Paper, 10c. 
L.C. card 74—600939 

6292 6600. Fisheries, certain fisheries off United States Coast, salmon fisheries, agree- 
ments between United = and Japan, effected by exchange of notes 
signed Tokyo Dec. 23, {entered into force Dec. 23, 1968], with 
Japanese note and pan Fin pn oy [1969.] [2]+18 p. * Paper, 15c. 
L.C. card 79-600758 

6293 6601. Fisheries : King crab, agreement between United States and Japan amending 
and extending agreement of Nov. 25, 1964, as amended and extended, 
effected by exchange of notes, signed Washington, Dec. 23, 1968; [entered 
into force Dec. 23, 1968]. [1968.] [2]+8p. * Paper, 10c. 
L.C. card 78-600755 

6294 6602. Fisheries, certain fishery problems on high seas in western areas of middle 
Atlantic Ocean, agreement between United States and Union of Soviet 
Socialist Republics, extending agreement of Nov. 25, 1967, effected by 
exchange of notes dated Moscow, Oct, 9 and Dec. 3, 1968; [entered into 
force Dec. 3, 1968]. [1969.] [2]+3 p. [English and Russian.] * Paper, 


10e. 
L.C. card 75-600757 

6295 6603. Fisheries, certain fishery problems on high seas in western areas of Middle 
Atlantic Ocean, agreement between United States and Union of Soviet 
Socialist Republics signed Washington Dec. 13, 1968; [entered into force 
Jan. 1, 1969]. eer”? (2]+13 p. [English and Russian. ] * Paper, 10c. 
L.C. card 77-60 

6296 6604. Cultural bong saan of exchanges between United States and 
Romania, effected by exchange of notes, signed Washington Nov. 26, 
1968; [entered into force Nov. 26, 1968]. [2]+18 p. [English and Ru- 
manian. ]_ * Paper, 15c. 
L.C. card 70-600753 

6297 6605. Protocol on authentic trilingual text of Convention on International Civil 
Aviation (Chicago, 1944), between United States and other Governments, 
done af Buenos Aires Sept. 24, 1968 [signed on behalf of United States, 
Oct. 1968, proclaimed by President of United States Dec. 20, 1968, 
cannes’ into force Oct. 24, 1968]; with French and a language 
texts of Convention. [1969.] [2]+-74 p. [English, French, and Spanish.] 
* Paper, 30c. 
L.C. card 75-600958 

6298 6606. = trans apeet services, agreement between United States and Greece, amend- 
ing and modifying agreement of Mar. 27, 1946, as amended, effected by 
exchanges of notes signed Athens Dec. 20, 1968; [entered into force Dec. 
20, 196: Nay | Gitte. * Paper, 10¢. 
L.C. car 

6299 6608. Agricultural. cememeaitied, agreement between United States and Viet-Nam 
poe ered agreements of Jan. 6, 1968, and Oct. 24, 1967, effected by 

xchange of GACT ye. wi Dec, 7, 1968; [entered into force Dec. 7, 
1968). Tigeo,) ‘aper, 10c. 
. card Te 6008 

6300 6609. Double taxation, eau on income, agreement between United States and 
Trinidad and Tobago, extending agreement of Dec. 22, 1966, as extended, 
effected by exchange of notes, dated Port of Spain Dec. 12 and 80, 1968, 
{entered into force Dec. 30, 1968.] [1969.] (21+3 p. * Paper, 10¢. 
L.C, card 70-600946 

6301 6614. Extension of loan of vessels, Heermann, Dortch and Stembell, agreement 
between United States and Argentina, effected by exchange of notes 
dated at Buenos Aires Apr. 2 and Dec. 10, 1968; [entered into force 
an 10, 1968). o- }] (2]+8 p. [English and Spanish. ] * Paper, 10c. 
L.C. ecard 70-601009 

6302 6616. Agricultural commodities, agreement between United States and Tunisia 
signed . e Dec. 24, 1968; [entered into force Dec. 24, 1968]. [1969.] 
{2 p. aloud 10e. 
L. yet 79-6010 

6303 6638. Service abroad of judietal and extrajudicial documents, convention between 
United States and other governments, done at yg Hague . 15, 1965 
[proctained oh President of United States Jan. 8, 1969; entered into 
force Feb. 1969 }- {1969.] 13 p. [Engiish and French.] * Paper, 10c. 
L.C. card x a '60115 


6304 Treaties in force, list of treaties and other international agreements of 
United States in force on Jan. 1, 1969 [with list of references] ; compiled 
by Treaty Affairs Staff, Office of Legal Adviser. [1969.] viii+376 p. 4° 
({Publication 8432.]) * Paper, $1.50. @ Item 900-A 
L.C. card 56-61604 S 9.14: 969 


6305 United States treaties and other international agreements: v. 18, pt. 3, 1967. 
[1969.] vii+2325-3282+-xi-xiv p. map, large 8° [Includes treaties and 
other international acts series 6333-6424. Text in English and other 
languages.] * Cloth, $10.00. @ Item 899-A S$ 9.12: 18/pt.3 
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6316 
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Apri 1969 


STATISTICAL REPORTING SERVICE, Agriculture Dept. 
Washington, DC 20250 


Calf crop, 1968. Feb. 20, 1969. 2 p. 4° (MtAn 2-2 (2-69) ; Crop Reporting 
Board.) 7 A 92.18/5 : 968-2 
Cotton production: Cotton and cottonseed production, 1967 and 1966 crops 


revised. May 8, 1968. 7 p. 4° (Cn 1 (5-68) ; Crop Reporting Board.) 7 
A 92.20 : 966-67 


Hogs and pigs, June 1968 (U.S. and 10 corn belt States). June 21, 1968. 
20 p. 4° (MtAn 4 (6-68); Crop Reporting Board.) + @ Item 24-H 
A 92.18/7 : 968-2 

Irish potatoes, utilization of 1968 crop with comparisons. Sept. 6, 1968. 
3 p. 4° (Pot 1-3 (9-68) ; Crop Reporting Board.) 7 A 92.11/5 : 968 


Lamb crop, 1968. Feb. 24, 1969. 2 p. 4° (MtAn 5-1 (2-69) ; Crop Reporting 
Board.) 7 A 92.18/4 : 968-2 


Livestock and poultry inventory, Jan. 1 [1969], number, value, and classes. 
Feb. 12, 1969. 26+[1] p. 4° (LvGn 1 (69); Crop Reporting Board.) + 
@ Item 21-N 
L.C. card 56—-60751 A 92.18/8 : 969 


Sheep & lambs on feed, 7 selected States, Nov. 1, 1968. Nov. 14, 1968. [2] 
p.4° (MtAn 5-2 (11-68) ; Crop Reporting Board.) + A 92.18/9: 968-3 


Turkey breeder hens, 1969 hatching season intentions. Sept. 19, 1968. 
1 p. 4° (Pou 3-4 (-68); Crop Reporting Board.) 7 A 92.9: 969 


SYSTEMS RESEARCH AND DEVELOPMENT SERVICE, Transportation 
Dept., Washington, DC 20553 


Report RD-(series). 

66-69. Technical evaluation of Hidophor [with bibliography ; prepared by Floyd 
R. Woodson]. Feb. 1967. cover title, v+25+ [2 »3]' p. il. 4° (Project 
150-511-02X, final report, Sept. 1966; Federal Aviation Agency, 
National Aviation Facilities Experimental Center, Test ont Bvaluation 
Division, Atlantic City, N.J.) & Paper, $3.00. FAA 2.8/2 : 66-69 

Scientific and tecknical reports, [list] cy-1967. [1968.] [2]-4.10 > £ t 
TD 4.509: Mist/967 


TRAFFIC COMMISSION 
Washington, DC 20436 


Summaries of trade and tariff information prepared in terms of Tariff 
schedules of United States (TSUS) : Schedule 4, Chemicals and related 
products, v. 9, Glue, gelatin, aromatic substances, toilet preparations, 
surface-active agents, soaps, dyes, and tannins. 1969. vi+-162+-[39] p. 4° 
(TC publication 279.) t 
L.C. card 66-65799 TC 1.26/2: 4/9 


Supplement to Tariff schedules of United States annotated (1969) ; [Mar. 1, 
1969]. 1969. [44] p. 4° (TC publication 272.) * Paper, $8.00 (including 
supplementary service for an indefinite period) ; $2.00 additional for 
foreign mailing. @ Item 982-B TC 1.35/2 : 969/supp.1 


Synthetic organic chemicals, United States production and sales of crude 
products from petroleum and natural gas (for chemical conversion), 
1967, preliminary. Feb. 1969. cover title, [1]+7p.4° ¢ TC1.33/2:C88 


Synthetic organic chemicals, United States production and sales of plas- 
tics and resin materials, 1967, preliminary. Mar. 1969. cover title, [1] 
+15 p.4° f TC 1.33/2: P 69/967 


Synthetic organic chemicals, United States production and sales of tar 
and tar crudes, 1967, preliminary. Feb. 1969. cover title, [1]+9 p. 4° + 
TC 1.33/2: T 17/967 
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6322 


6326 


6327 


6328 


6330 


6331 


6332 


GOVERNMENT PUBLICATIONS 


TENNESSEE VALLEY AUTHORITY 
Washington, DC 20444 


Floating fishing pier. 1969. [6] p. il. (Fish and Wildlife Branch.) + 
Y¥3.T25:2P 61 


Forest industry opportunities in 10 counties of Tennessee and Virginia. 
1968. cover title, [2]+13 p. il. 4° (Division of Forestry Develop- 
ment.) 7 Y 3.T 25: 27 In 2/4 


Forestry bulletin. (Division of Forestry Development, Norris, Tenn.) 
140. Forest inventory statistics, Humphreys-Perry County unit, middle Tennessee. 


(Jan. 1969.] cover title, [1]-+19 p. il. map, 4° 7 Y 3.T 25: 18/140 
Strip mine reclamation after 5 years. [1968.] [12] p. il. oblong 24° [Some 
illustrations are colored.] 7 Y 3.T 25: 2 R 24/5 


TVA 1968. 1969. vi+-93 p. il. [Contains principal text of Tennessee Valley 
Authority’s annual report to the President and Congress for fiscal year 
1968.] + @ Item 1080 
L.C. card 40-26355 Y3.T 25: 1a T 256/2/968 


TRANSPORTATION DEPARTMENT 
Washington, DC 20590 


First annual report to Congress, Sept. 9, 1966—Dec. 31, 1967, on administra- 
tion of Highway safety act of 1966. Mar. 1, 1968. [211] p. il. 4° [Also 
issued as H. doc. 311, 90th Cong., 2d sess. See Entry no. 8715, July 1968 
Monthly catalog.] f 
L.C. ecard 68-61769 TD 1.10/38 : 966-67 


First annual report to Congress, Sept. 9, 1966—Dec. 31, 1967, on administra- 
tion of National traffic and motor vehicle safety act of 1966. Mar. 1, 1968. 
[171] p. il. 4° [Also issued as H. doc. 310, 90th Cong., 2d sess. See 
Entry no. 10217, Aug. 1968 Monthly catalog.} tf TD 1.10/2 : 966-67 


Regulations of Office of the Secretary, [revised pages]. [1968.] [64] p. 4° 
[Includes transmittal 1. Issued in looseleaf form.] * Paper, $2.00 (in- 
cluding basic manual and supplementary material for an indefinite 
period) ; 50c additional for foreign mailing. @ Item 982-C-3 

TD 1.6/2: 967/trans.1 


TREASURY DEPARTMENT 
Washington, DC 20220 


Remarks of David M. Kennedy, Secretary of Treasury, before National 
Governors Conference, mid-year meeting, Executive session, Feb. 27, 
1969, [Washington, D.C.]. [1969.] 5 p. 4° (K-27.) + T 1.31: K 38/2 

Remarks by David M. Kennedy, Secretary of Treasury, before 1969 “‘share- 


in-America” savings bonds volunteer conference, Washington, D.C., 
Mar. 14, 1969. [1969.] 8 p. 4° 7 T 1.31: K 38/3 


UNITED STATES TRAVEL SERVICE, Commerce Dept. 
Washington, DC 20230 


USA [American Cowboy poster]. 1968. 40 x 25 in. ([United States Travel 
Service 310.]) * Paper, $1.00. C 47.10/2 : 310 


URBAN MANAGEMENT ASSISTANCE ADMINISTRATION, Housing 
and Urban Development Dept. 
Washington, DC 20401 


Abstracts of “701” planning reports, Jan.—June 1968, [1968.] cover titie, 
[71] p. 4° [Date incorrectly given on cover as July—Sept. 1968. Issued 
semiannually. Issued with perforations.] + @ Item 584-N 

HH 8.9: 968 
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VETERANS ADMINISTRATION 
Washington, DC 20420 


Bibliography (series). 

10-4. Literature relating to neurosurgery and pouneieate sciences [bibliography 
from 1945—68 with few earlier classics in this field; compiled by John L. 
Fox]. Revised [edition]. Jan. 1969. cover title, ii+30 p. 4° [Prepared 
in cooperation with Neurosurgical Section of Veterans Administration 
Hospital, George Washington University and Georgetown University 
Schools of Medicine, Washington, D.C. Supersedes Bibliography 10-4, Oct. 
1968.] * Paper, 35c. @ Item 983-—A 


L.c. card 71-661150 VA 1.20/3 : 10-4/2 
Contract Appeals Board index-digest, contract appeals decisions, Jan. - 
Dec. 31, 1967. [1968.] xviii+58 p. 4° f VA 12: 'C 16/96 


Proceedings of 16th annual Clinical Spinal Cord Injury Conference, Sept. 
27-29, 1967, Veterans Administration Hospital, Long Beach, Calif. [with 
bibliographies]. 1968. cover title, xi+208 p. il #4 f+ ©@ = 989-—C 


L.C. card 55-61132 VA 1.42 : 967 
VA fact sheet IS (series). (Information Service. ) 
1, Federal benefits for veterans & dependents, Jan. 1969. bea Fh * Paper. 
30c. @ Item 989-B VA 154: Is-1/12 
VA pamphlets. + @ Item 988 VA 1.19 : (nos. ) 


10-55. Dietitians in VeteransAdministration hospitals and clinics, nationwide. 
Revised May 1967. [1967.][4] p. il. 4° ({[Department of Medicine 
and Surgery.]) 

10-61. Librarians in Veterans Administration hospitals, nationwide. Revised 
Mar. 1969. [1969.] [4] p. il. 4° ({Department of Medicine and 
Surgery.]) 

20-69-1. Compensation for disabilities. Jan. 1969. 6+-[1] p. il. narrow 8° 

20—69-2. et stop, United States Veterans Assistance Centers. Jan. 1969. 

4) p. il. 4° 

20-69-—4. Apprenticeship or other on-job training benefits for veterans with service 
since Jan. 31, 1955. Jan. 1969. 4 p. il. 4° 

26-5. Pointers for veteran homeowner, guide for veterans whose home mort- 
gage is insured under GI bill. Revised Jan. 1969. [1969.] [2] +28 p. il. 

26-69-1. Questions and answers on specially adapted housing for veterans. Jan. 
1969. 4 p. 4° 

Workshops on dental residencies and internships, summary of recom- 
mendations [Oct. 3-5, 1968, Dental Training Center, Veterans Admin- 

istration Hospital, Washington, D.C., with list of references]. Oct. 1968 

[published 1969]. cover title, xii+70 p. il. 4° (Office of Dentistry, De- 

partment of Medicine and Surgery.) + @ Item 985 VA1.2:D43 


VETERANS REEMPLOYMENT RIGHTS OFFICE, Labor Dept. 
Washington, DC 20210 


Right job, Labor Department guide for returning servicemen. [{1969.] [12] 
p. il. narrow 8° }~ @ Item 773-A L 25.6/2: J 57/969 


WAGE AND HOUR AND PUBLIC CONTRACTS DIVISIONS, Labor 
Dept., Washington, DC 20210 


Child labor bulletin. 
101. Guide to child labor provisions of Fair labor standards act. Revised Jan. 
1969. [1969.] 32 p. (WHPC publication 1258.) * Paper, 20c. @ Item 776 
22.14: 101/13 
Interpretative bulletin, title 29 of Code of Federal Regulations. 


pt. 785. Hours worked under Fair Labor Standards Act of 1938, as amended. 
[1969.] [2]+13 p. 4° (WHPC publication 1143.) [Conforms to Code 

of Federal Regulations as of Dec. 3, 1968.] 7@ Item we 
422.10: 785/8 


WEATHER BUREAU, Commerce Dept. 
Washington, DC 20235 


Course in hydrologic services. 1968. cover title [1]+93+xi+142 p. il. 4° 
(Office of Hydrology.) ¢ @ Item 275 C 30.2: H 99/2 


#For Sale by Clearinghouse, U.S. Department of 
Commerce, Springfield, Va. 22151 
®Sent to Depository Libraries Page 93 








GOVERNMENT PUBLICATIONS 


Hydrometeorological report. 

6349 44, Probable maximum precipitation over South Platte River, Col., and Minnesota 
iver, Minn. [with lists of references]; prepared by John T. Riedel, 
Francis K. Schwarz, and Robert L. Weaver. Jan. 1969. viii+114 p. il. 4° 

* Paper, $1.25. @ Item 275-A C 30.44: 44 
6350 Water supply outlook for western United States, water year. [Entitled 
Water supply forecasts for western United States, prior to v. 21, no. 1. 
Monthly, Jan.—May.] 7 C 30.85 : (v.nos.& nos. } 

v. 21, no. 1—Jan. 1, 1969— 


WESTERN HEMISPHERE IMMIGRATION, SELECT COMMISSION ON 
Suite 401, 1730 K Street N.W., Washington, DC 20006 


Note.—The Select Commission on Western Hemisphere Immigraticn was estab- 
lished by Public law 89-236, approved October 3, 1965. 
6351 Impact of commuter aliens along Mexican and Canadian borders, hearings. 
@ Item 1089 
L.C. card 78-601038 Y 3.W 52: 2 C 73/pt. (nos. ) 
pt.1. El Paso, Tex., Jan. 26-27, 1968. [1768.] x+[1]+300 p. * Paper, $1.25. 
pt. 2. San Diego, Calif., Feb. 9-10, 1968. [1969.] iv+257 p. * Paper, $1.00. 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
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Note.—Entries appear in this Indew under subjects or titles. Bulletins, circulars, etc., 
having no specific subjects are entries under the issuing office only. Indew citations are to 


entry numbers in the catalog. 


A 


Abandoned Lands, Refuges, and Freedmen 
Bureau, see Refuges, Freedmen, and 
Abandoned Lands Bureau. 

Ablation, product absorption and line transi- 
enn % on smock layer radiative transport, 
effect, 

avsorption, and line transitions, of ablation 
product, on shock layer radiative trans- 
port, effect, 5974 

Abstracts, see subjects. 

Academician Bilibin discusses medical ethics, 
USSR, 5836 

Academy of Sciences, Azerbaydzhan SSR, 
elects new members, 5822 

ae of Sciences, Tadzhik SSR, biology 

Le ta 1967 report, 5873 

Accelerators 

high energy lateral shielding requirements, 
tables for determination, 5153 

Particle Accelerator wo tf accelera- 
tor enginesring and technology, 1969, 
abstracts, 6036 

particle accelerator safety manual, 6192 
Accessions index, lists, etc., see Library ac- 
cessions. 
Accidents : 
handle yourself with « re, instructor’s 
guide for accident prey. ~>tion course for 
older Americans, 5018 

operational accidents an liation expo- 
sure experience, 1943-t-.., atomic Energy 
Commission, 5188 

see also Aircraft accidents—Motor vehicle 
accidents. 

Accounts and accounting: 
accounting and reporting procedures man- 

ual for Project Prime under resource 
manssement systems, Army pamphlet, 


code of Federal r eguistions, 5621 
Acids, salivary acid-base levels during ex- 
posure to elevated carbon dioxide atmos- 
phere, 5929 
ACIR, see Advisory Commission on Intergov- 
ernmental Relations. 
Acoustics, see Sound. 
Actions at law: 
aircraft crash litigation, create exclusive 
Federal jurisdiction, etc. proposals, 
hearings, 5453 
service abroad of judicial and extrajudicial 
documents, convention, 3 
Activated carbon, see Carbon. 
Actuarial notes, 6227-29 
Addicts, see Narcotic habit. 
Addresses (mail matter), see Mail matter 
Addresses, lectures, etc. : 


j- 
Bilibin, A., 5836 
Cadle, Don D., 5293 
Costagiiola, Francesco, 5189 
Deane, J. Dewey, 5645 
Day, James V., 5612 
Fanseen, James F. ., 5613-14 
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Addresses, lectures, ete.—Continued 
by—continued 
Gulick, James W., 5925 
Harlee, John, 5610 
Henderson, John B., 5285 
Hickel, Walter J., 5758-59 
Kennedy, David M., 6329-30 
Maisel, Sherman J., 5640 
Mitchell, George We 5641 
Owens, James M., 5200 
President Nixon, ‘S388 6273 
Romney, George, 5737-38 
Schoonover, David M., 5532 
Seaborg, Glenn T., 5186, 5191 
Schmeltzer, Edward, 5611 
Schnellbacher, B. E., 5802 
FMC SP series, 5610-14 
MA SP series, 5925 
Adelman, Edwin, indexes of output per man- 
hour selected industries, 5899 
Atom. Gulf of, sailing directions, change, 
612 


Pe... am metals, surface cleanliness during 
testing, method for characterizing, 6009 
Administrative agencies, see Government 


offices. 
Administrative management : 
Atomic Energy ommission equipment, 
GAO report, 5694 
conga. administration, GSA handbook, 
61 


engineering administration, Navy training 


text, 6132 

Federal Health Programs Service, statisti- 
cal summary, 

fish and resident wildlife on Federal lands, 
by States, hearings, 5432 

management development prograix, topics, 

a. ae improvement, guide, 6181 

NASA management issuances, master list, 
5969 


personnel management (series), 5757 
pricing inservices business, management 
aaa program, instructor’s man- 
ual 
senior level positions, examination an- 
nouncement, 5252 
Small Business Administration, free man- 
agement assistance publications, list, 
6225 
staff, examination announcement, amend- 
ment, 524 
systems safety management, safety aids 
decision-making, progressive new ap- 
proach, 5757 
value engineering— 
handbook, 5516 
management in defense contracts, course 
book, 5496 
Administrative Office of United States, an- 
nual report, 5011 
Administrators, administrative staff, exam- 
ination announcement, amendment, 5246 
Admittance (electric), see Impedance. 
Adolescents, facts and figures, 5239 
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Adult education, see Education. 
mae oe! Commission on Intergovernmental 
Relations, annual report, 
Advisory Council on Health Insurance for the 
Disabled, report, 5730 
AEC, see Atomic Energy Commission. 
Aeration, composting ponderosa pine bark, 
eae of nitrogen addition and aeration, 
Aerodynamics, see Rockets—Wings (air- 
craft). 
Aeronautical and Space Sciences Committee, 
Senate: 
committee print, 5423 
hearing, 4 
Aeronautics : 
Alaska airman’s guide and chart supple- 
ment (periodical), 5584 
civil aviation— 
accidents, briefs, mid-air collisions, 6110 
international convention, protocol, 6297 
Federal aviation regulations, 5588—91 
“——- aviation accidents, annual review, 
1 


Marine Corps’ concept of close air sup- 
port, annotated bibliography, 5924 
Aerospace, see Outer space. 

Africa: 
African Communists’ 
USSR study, 5812 
neocolonialism threat, Soviet view, 5853 
African Republic, Central, see Central Afri- 
ean Republic. 
Aged: 
handle yourself with care, instrnctor’s 
guide for accident, prevention course for 
older Americans, 5018 
health insurance for people 65 or older, 
brief explanation of medicare, 6238 
Aggregates, lightweight, raw materials, Ap- 
palachian region, Ala. and Ga., 5963 
Aging, projects, Federal financial assistance, 


struggle reported, 


Aging, Special Committee on, Senate, con- 
tinuing authority, etc., report, 5421 
Agreement on tari s and trade, see General 
agreements on tariffs and trade. 
Agricultural commodities, see Agricultural 
products. 
Agricultural commodity graders, see Graders. 
Agricultural experiment stations, regional 
cotton variety tests, results, 5020 
Agricultural products : 
agricultural commodities, 
with— 
Colombia, 6277 
Congo (Kinshasa), 6276 
Guyana, 6282 
Iceland, 6279 
Korea, Republic, 6289 
Tunisia, 
Vietnam, 6259 
exports and imports, quantity indexes, 
5528 


agreement 


marketing research popes, 5049-51 
publications, price list, 6171 

Agricultural Research Service: 
ARS series, 5020-22 
imprint on living, report on progress, 5031 

Agricultural Stabilization and Conservation 
Service, annual report, 5025 

Agricultural trade development and assist- 
ance act of 1954, Library of Congress Pub- 
lic law 480 project accessions list, Paki- 
stan, quinquennial index, 5918 

Agriculture: 
agricultural academy plans agricultural 

development to 1980, USSR study, 5837 
agricultural statistics, 1950-66, Eastern 
Europe and Soviet Union, 5527 

agriculture handbooks, 5026-28 
agriculture in transition, report, 5064 
agriculture information bulletins, 5029-31 
code of Federal regulations, 5622 
foreign agricultural economic reports, 5531 
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Agriculture—Continued 
ae agriculture, publications, price list, 


greater leadership in agriculture called for, 
USSR articles, 5826 
USSR— 
increased farm production requires spe- 
cialization, 5844 
land reclamation and irrigation, 5818 
recent achievements, 58 
world situation, 1968 review and 1969 out- 
look, 5531 
yearbook, 1968— 
departmental edition, 5065 
document edition, 5321 
Agriculture and Forestry Committee, Senate 
hearing, 5425 
Agriculture Department : 
annual report, 5064 
Assistant Secretary, nomination of Richard 
E. Lyng, hearing, 5425 
institutional meat purchase specifications 
approved— 
pork products, cured, smoked, etc., 5469 
portion-cut meat products, 5470 
leaflets, 5046-48 
marketing research reports, 5049-51 
miscellaneous publications, 5052-57 
nutrition and human needs, statements by 
USDA officials hearings, 5463 
PA [program aid] series, 5058_61 
statistical bulletins, 5066 
technical bulletins, 5067-68 
ATB sertes, 5029-31 
Aide in navigation, see Navigation. 
P: 


room, at ground level and in helium-oxygen 
mixture at simulated altitude, compar- 
ison of speech recordings, 5083 
samples, determination of radon progeny in 
air from alpha activity, 5152 
Air almanacs, see Almanacs. 
Air carriers : 
air taxi operations, general aviation, acci- 
dents— 
analysis, 6101 
briefs, 6106-8 
air transport services, agreement with— 
Colombia, 6287 
Greece, 6298 
certification and operations, Federal avi- 
ation regulations, 5591 
U.S. air carrier accidents— 
1966 annual review, 6103 
1967 annual review, 6104 


Air Force: 
active duty promotion list, 5078 
airmen, qualifying examination and 


Armed Forces qualifying test norms, 
relationship, 5069 
design manual criteria and standards for 
construction, 5073 
lunar wall mosaic, LEM-1B, 
earthside hemisphere, 5086 
Officer Training School, 
leadership, 5082 
Air Force Department: 
Air Force manuals, 5070-77 
Air Force pamphlets, 5078-80 
Assistant Secretary, research and de- 
velopment, nomination of Grant 
Hansen, hearing, 5427 
lunar charts and mosaic series, 5086 
Under Secretary, nomination of John 
L. McLucas, hearing, 5427 
Air Force Human Resources Laboratory, 
technical reports, 5069 
Air Force Medical Service, pappiclegioal 
technician’s training manual, 50 


lunar 


gateway to 


Air Force Systems Command, general 
information, 5085 
Air navigation, facilities, U.S. standard 


flight inspection manual, change, 5600 
oe eee aircraft, preliminary report, 
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Air pollution : 
abatement by Federal facilities, report, 


air quality control region, report for 
consultation— 
Buffalo, 6199 
Cincinnati, Interstate, 6201 
Cleveland Intrastate, 6200 
Pittsburgh Intrastate, 6202 
aircraft engine exhaust emissions, na- 
ture and control, HEW report, 5392 
clean air act, as amended, laws, com- 
pilation, 5458 
laws, compilation, 5458 
progress in prevention and control, HEW 
report, 5394 
Air quality act, see Air pollution. 
Air safety, see Safety of life. 
Air speed, low speeds for delta wings, 
tuft-grid surveys, 6006 
Air taxi operators, see Air carriers. 
Air traffic: 
control— 
Eidophor, technical evaluation, 6314 
facil ty operation, change, 5587 
special military operations, 5087 
terminal, change, 5088 
Air transportation, see Air carriers. 
ye head Service, technical report, 


Aircraft: 
aircraft and related products, identifi- 
cation and registration marking, Fed- 
eral aviation regulations, 5590 
aircraft interior materials, smoke and 
gases produced by burning, 6038 
civil aircraft register, 5599 
civil, United States, Dec. 31, 
census, 5586 
high speed, crack toughness character- 
istics in heavy section alloys, 5993 
large, commercial operators, certifica- 
tion and operations, Federal aviation 
regulations, 5591 
maintenance, preventive maintenance, 
rebuilding and alteration, Federal 
aviation regulations, 5589 
military procurement, speeopeietees: 
1969, supplemental, co 5367 
obstruction marking and lighting stand- 
ards, FAA standards, change, 5595 
piracy. preliminary report, 5360 
/STOL models, use of superposition in 
digital computers to obtain wind- 
tunnel interference factors for arbi- 
trary configurations, 6025 
see also Aircraft accidents. 
Aircraft accidents: 
air taxi operations, 
briefs, 6106-8 
briefs involving amateur built (home- 
built) aircraft, 6109 
briefs involving mid-air collisions, 6110 
erash litigation, proposals to create 
Federal remedy for persons injured 
or killed through operation of air- 
craft, hearings, 5453 
general aviation— 
air taxi operations, analysis of 1964— 
66 accidents, 6101 
analysis of data, 6102 
annual review, 6105 
investigation reports, 6100 
U.S. air carrier accidents— 
1966 annual review, 6103 
1967 annual review, 6104 
a dispatcher, written test guide, 


1967, 


general aviation 


Aircraft engines, see Engines (aircraft). 
Airglow, aurorae and airglow, resu:ts of 
research on International Geophysical 
projects, 6026 
Airmen: 
Alaska airman’s guide and chart sup- 
plement (periodical), 55 
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Airmen*—Continued 
relationship between airman qualifying 
examination and Armed Forces quali- 
_ fying test norms, 5069 
Airplane accidents, see Aircraft accidents. 
Airplanes, VTOL, flow in lift fan inlets 
without crossflow, analysis, 6013 
Airports: 
projects which sponsors are prepared 
to undertake during fiscal year 1969 
and for which they have requested 
Federal financial assistance, list, 5089 
Rhate rors system planning, guide, 


Aitken, George W., digital solution of 
modified Berggren equation to calcu- 
late depths of freeze or thaw in 
multilayered systems, 5110 

Alabama, Appalachian region, raw ma- 


terials for lightweight aggregate, 5963 
Alaska : 

airman’s guide and chart supplement 
(periodical), 5584 

coast pilot, supplement, 5277 

earthquake, Mar. 27, 1964— 
erosion and deposition on 

beach, Montague Island, 5718 

regional effects (series), 5718 

natives and the land, 5604 

Nenana coal field, coalbearing group, 


raised 


relation of scale characteristics to 
river of origin in 4 stocks of chinook 
salmon, 5305 


southeastern, Tyee, Eagle, and Spur 
Mountain Lakes, geologic recon- 
naissance of possible power sites, 


5697 
Alaska Power Administration, annual re- 
port, 5091 
Alcohol, industries, 1967, statistics, 5764 
Aleoholism, key step, program to combat 
drinking problems among employees, 
Aliens, commuter, impact along Mexican 
and Canadian borders, hearings, 6351 


All-Union : 
Note.—For headin begin- 
ning All-Union, see ‘Snion of 
Soviet Socialist Republics. 
Allen, Dwight W., model elementary 
teacher education program, final report, 


5547 
Alliance for progress, see Latin America. 
Alloys, crack toughness characteristics, for 
use in heavy sections of high speed 
aircraft, 5993 
see also, names of metals, etc. 
Almanacs, air, 6112 
Alpha particles: 
alpha activity of air samples, deter- 
— of radon progeny in air, 
monoenergetic x-rays from alpha emit- 
ting isotopes, generation and prac- 
tical use, 5163 
AM series, 5193-94 
Ambassadors : 
nomination of — 
Annenberg, Walter H., to Great 
Britain, hearing, 5443 
Beam, Jacob D., to Union of Soviet 
Socialist Republics, eR 5443 
Eisenhower, John S. D., to Belgium, 
hearing, 5443 
America : 
building the American city, report, 5326 
more eare of our people, hearings, 
American College of Neuropsycho- 
pharmacology, proceedings of 6th an- 
nual meeting. 
American importers and shipping Act, 1916 
(remarks), 5611 
American Indians, see Indians. 
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American policy, see International relations. 

American student activism in comparative 
perspective, 5888 

Ammonites, late Cretaceous, Scaphites leei 
Reeside and Scaphites oe gare is (De- 
Kay) in western interior of United States, 


Ammonium perchlorate, combustion, USSR 
studies, 5852 

Ammunition, data cards, military standard, 
notice, 5506 

ty sgoasborn National Wildlife Ref- 
uge, list, 6253 

Amplifiers, Npivediiidie tunnel-diode, 
considerations, 614% 

Analog computers, see Electronic computers. 

Analysis, see names of substances analyzed. 

Anderson, Floyd G., dust control in mining, 
tunneling, and quarrying in United States, 


5934 

Andrews, Edith W., scientific and technical 
personnel in industry, 5897 

Angola, see Portugese West Africa. 

Anguilla, see Leeward Islands. 

—e Walter H., nomination, hearing, 

Anodes, anodic oxidation of hydrogen on iron 
and platinum in sodium hydroxide solu- 
tion, 6137 

Anokhin, P. K., discusses conditioned reflexes, 
USSR ’study, 5862 

Antarctic regions, Soviet polar studies, 5871 

Antennas: 
parabolic, with cross-polarized field, USSR 

study, 5834 

radar, radomes and feeds, USSR studies, 


design 


586 
Antimetabolities, in treatment and prophy- 
rrr} of radiation sickness, USSR study, 
5 
Antitrust laws, see Trusts (industrial). 
Anténio dos Santos quadrangle, Brazil, geol- 
ogy and ore deposits, 5713 
Apertures, admittance of parallel-plate, il- 
luminating displaced dielectric-dielectric 
boundary, 6004 
Appalachian region : 
Alabama an Georgia, raw materials for 
lightweight aggregate, 5963 
southern, birds, list, 5665 
ay Regional Commission, annual 
gh 5336 
Apollo manned lunar landing GOSS-mission 
profile, 596 
Apollo project, see Project Apollo 
in-space program). 
Apprentices : 
training, sure way to skilled craft, 5880 
veterans, apprenticeship or other on- job 
training benefits, pamphlet, 6341 
Apprenticeship, see Apprentices. 
a teed Committee, House, hearings, 


(man- 


Aquatic plants, see Waterweed. 

Arbitration : 
mediation, path to campus peace? 5911 
new center for dispute settlement, 5911 

Are heating, high-power, pulsed, constricted 
arc heater, experiments, 5973 

Architect of Capitol, semiannual report, 


5391 
Architects, © ae administration, GSA hand- 
book, 6166 
Architecture : 
a administration, GSA _ handbook, 
6166 


emergency construction, architectural de- 
sign, Army technical manual, 5124 
Archives, see Records. 
Arctic Coast, coast pilots, Alaska, Cape 
Spencer to Beaufort Sea, supplement, 5278 
Area wage surveys, see Wages. 

Aresco, Sebastian J., analyses of tipple and 
delivered samples of coal collected, 5954 
Argentina, loan of vessels Heermann, Dortch 

and Stembell, extension, agreement, 6301 
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Argon, thermodynamic properties of argon 
from triple point to 300 K at pressures to 
1000 atmospheres, 6045 

Arizona: 

Maricopa County, Sycamore Creek water- 
shed, water resources, 5727 

ponderosa pine forests, thinning, clear- 
cutting, and reseeding affect deer and 
elk use, 1 

watershed, snowpack accumulation, melt, 
and runoff, observations, 5676 


Armed Fore 
appropriations, 1969, supplemental, hear- 
ngs, 
armed services procurement manual ASPM 
series, 5476 


capsule facts for Armed Forces (series), 

5092-97, 5101 

members, personal property traffic man- 
agement regulation, 5108 

military family housing and bachelor of- 
ficer and enlisted quarters, policies, pro- 
cedures, and practices for determining 
requirements, Defense Dept., GAO re- 
ort, 5691 

mi itary man who wants to buy a house, 
Spanish edition, 5747 

procurement regulation manual for con- 
tract pricing, 5476 

qualifying test. norms, and airman qualify- 
ing examination, relationship, 5069 

i > ae guide for returning servicemen, 


D. 
supplies and services provided by DSA, 


5494 
USSR, Party leadership emphasized, 5847 
Armed Forces Information Service, DoD 
pamphlets, 5092-5103 
Armed services, see Armed Forces. 
Armed Services Committee, House : 
committee et tn 
hearings, 5365, 5367 
sai ations and studies, procurement, 
y Defense Dept., authorization, re- 
port, 5351 
organization meeting, 91st Congress, 5365 
report, 5357 
subcommittee report, 5366 
Armed Services Committee, Senate, hear- 
ings, 5426-29 
Armed services papers, 5365-67 
Arms Control and Disarmament Agency 
Director, nomination of Gerard C. Smith, 
hearing, 5442 
telephone directory, 6274 
Army: 
sey | memaaaes courses, announcement, 
personnel and their families, retirement 
services, handbook, 5121 
personnel, unit officer’s guide, Army pam- 
phlet, change, 
Special Services, you'll never be the same !, 
brochure, 5132 
Army Aviation Lato Laboratories, tech- 
nical reports, 5129-31 
Army Department : 
Army regulations, 5107-8 
Assistant Secretary— 
financial management, agg ba of 
Eugene M. Becker, hearing, 5427 
Manpower and reserve affairs, nomina- 
Ly of William K. Brehm, hearing, 
54 
field manual, 5111 
pamphlets, 5112-22 
Secretary, nomination of Thaddeus R. 
Beal, hearing, 5427 
technical manuals, 5123-27 
Army Engineer Division, North Pacific, tech- 
nical report, 5569 
Army Human Factors Research and Devel- 
opment Conference, 1968 proceedings, 5128 


Army Materiel Command: 


AMC pamphlets, 5106 
publications and blank forms, index, 5106 
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Army Medical Research and Nutrition Lab- 
oratory, Fitzsimons General Hospital, re- 
port, 5133 

Army Strategic Communications Command, 
technical manual, 5109 

Aromatic compounds, trade and tariff in- 
formation, summaries, 16 

ARS, see Agricultural Research Service. 

Arsenals, Rocky Mountain arsenal, seismid 
activity during 1968 pumping at disposal 
well, 5711 

art USSR, Party control at regional level, 


Arts and crafts, apprentice training, sure 
way to skilled craft, 5880 

ASCS, see Agricultural Stabilization and 
Conservation Service. 

Ashbrook, Richard L., survey of salt deposits 
in compressors of flight gas turbine en- 
gines, 5994 

Ashley, Burton E., mineral 
Islands of Caribbean, 5939 

Asia, British, internal affairs, records of De- 
partment of State, pamphlet to accom- 
pany ines 6 

Aspect ratio, see Wings (aircraft). 

Aspen Emphysema Conference : 
current research in chronic— 

obstructive lung disease, 1967 proceed- 
ings, 6174 
a, diseases, 1968 proceedings, 


ASPM series, 5476 
Assets and liabilities, see Banks and banking. 
Assistance, see Public assistance. 
Astronauts, simulation of Gemini extrave- 
hicular activity with flight results, corre- 
lation study, 5970 
Atlantic Coast: 
coast pilots— 
Cape Cod to Sandy Hook, 5275 
Eastport to Cape Cod, supplement, 5276 
Gulf of Mexico, Puerto Rico, and Virgin 
Islands, supplement, 5279 

Continental Shelf and slope, color of ma- 
rine sediments, 5716 

light list, St. Croix River, Maine, to Little 
River, S 0 

Atlantic Ocean : 

maturity and spawning of skipjack tuna, 
with comments on nematode, infestation 
of ovaries, 5307 

middle, western areas, fisheries, agreement 
> pa of Soviet Socialist Republics, 


industry of 


radio navigational aids, change, 6129 
Atlantic States : 

North, small business regional export in- 
dustries and institutions over next dec- 
ade, potentials and problems of develop- 
ing, hearings, 5466 

South Atlantic, truck inventory and use 
survey, 5203 

Atlases, lower Mekong Basin, physical, eco- 

nomic, and social resources, 5803 

Atmosphere : 

radiation, atmospheric, transfer, on plane 
parallel representation, 6149 

salivary acid-base levels during exposure 
to elevated carbon dioxide atmosphere, 


Atmospheric Sciences Library, Soviet litera- 
ture accessions, guide, 5581-82 
Atmospheric temperature, see Temperature. 
Atomic blasting, development and manage- 
ment of water resources, potential appli- 
cations, 5171 
Atomic debris, see Radioactivity. 
Atomic energy : 
competition in nuclear power supply in- 
dustry, report, 5165 
fundamental nuclear energy research, 5187 
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Atomic energy—Continued 
nuclear power and water desalting plants 
for southwest United States and north- 
west Mexico, preliminary assessment 
conducted by joint United States-Mexico- 
International Atomic Energy Agency 
study team, 5177, 5179 
nuclear supply industry, 
ture, of U.S. (remarks), 
understanding the atom series, 5192 
Atomic Energy Commission : 
AEC critical review series, 5176 
AEC research and development reports, 
5135-85 
contracting for research with sponsored 
nonprofit contractors, need for improv- 
ing guidelines, GAO report, 5689 
fundamental nuclear energy research, 5187 
Health and Safety Laboratory fallout pro- 
gram, quarterly summary report, 5154 
appendix, 5155 
management of equipment, GAO report, 
5694 
news release index, 5134 
operational accidents and radiation expo- 
sure, 1943-67 experiences, 5188 
research facilities, estimated and actual 
costs, estimates, GAO report, 5682 
research in chemistry (on site), 
maries, 5172 
Atomic spectra, see Spectra. 
Atomizers, ejection type, theory and design 
USSR study, 5820 
Atoms: 
atom’s expanding role in medical world 
(remarks), 5186 
fast, hot plasma production during injec- 
tion into magnetic traps, 5143 
understanding the atom series, 5192 
Attitude (psychology) : 
social work student attitudes and knowl- 
edge about mental retardation, effect of 
— in curricula and experiences, 


stay and fu- 
189 


sum- 


Attorney General, see Justice Department. 
Attractants for Japanese beetle, 5067 
Auditing, see Federal Savings and Loan In- 
surance Corporation. 
Auroras, aurorae and airglow, results of re- 
search on International Geophysical proj- 
ects, 6026 
Australia : 
foreign economic trends and their impli- 
cations for United States, 5799 

lights and fog signals, list, change, 6127 

north and west coasts, sailing directions, 
change, 6123 

scientific and technical cooperation, agree- 
ment, 6285 

Automatic data processing equipment, see 
Electronic data processing system. 

Automobile accidents, see Motor vehicle ac- 
cidents. 

Automobiles : 
excise tax rates, extension, conferees de- 

cisions, summary, 5439 
industry, 1968, are planning and regula- 
tion replacing competition in American 
economy ? case study, hearing, 5465 
recent purchases and expectations to buy 
during months ahead, 5225 

Aviation, see Aeronautics. 

Aviation accidents, see Aircraft accidents. 

Aviation fuels, see Turbine fuel. 

Aviators, student pilot guide, 5597 
see algo Pilots and pilotage. 

Avram, Henriette D., MARC pilot project, 
final report, 5921 
Awards (incentive), 

ete.). 

Ayoub, J. J., jr., waveguide tunnel-diode am- 
plifier, design considerations, 6143 

Ayuda de pago suplementario del alquiler 
para inquilinos, 5760 

Azaleas, growing, information, 5039 


see Rewards (prizes, 
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Azerbaydzhan Soviet Socialist Republic: 
Academy of Sciences, elects new members, 


582 
scientific achievements detailed, 5830 


Babies, see Infants. 

Backenheimer, Michael S., persons hospital- 
ized by number of hospital episodes and 
days in year, 6211 

Background notes, 6260-71 

Badlands National Monument, general in- 
formation, 6072 

Bail Agency, District of Columbia, staff, in- 
crease, hearing, 5436 

Bakers and bakeries, bakery departments in 
retail foodstores, on-premise and bake-off, 
evaluation, 5051 

Balance sheets, see Finance. 

Ballute decelerators, see Decelerators. 

Baltic Sea, sailing directions, change, 6118 

Baltimore, Md., area wage survey, 5901 

Banking, see Banks and banking. 

Banking and Currency Committee, House: 
committee print, 5369 
hearing, 5370 

Banking and Currency Committee, Senate: 
hearings, 5430-31 
investigations and studies— 

authorization, report, 5404 
expenses, report, 5397 
reports, 5897—98 

Banks and banking: 

assets and liabilities, all banks, semian- 
nual report, 5639 

banking structure and banking markets 
(remarks), 5641 

code of Federal Regulations, 5623-24 

Federal reserve par list, 5643 

unregistered bank holding companies, 
growth, problems, and prospects, staff 
report, 5369 

see also Banks for cooperatives—Federal 
intermediate credit banks. 

Banks for cooperatives, banks of Farm Credit 
System supervised by Farm Credit Admin- 
istration, audit report, 5340 

Bark, ponderosa pine, composting, effects of 
nitrogen addition and aeration, 5678 

Barns: 
cows, free-stall barn— 

arrangement for dairy system, 5056 
housing only, 5055 

Barracks and quarters, bachelor officer and 
enlisted quarters, policies, etc., for deter- 
mining requirements, Defense Dept., GAO 
report, 5691 

Barry, S. Joseph, comparison of speech re- 
cordings in room air at ground level and 
in helium-oxygen mixture at simulated 
altitude, 5083 

Bateman, Robert H., basic data on economy 
of Dominican Republic, 5289 

Batteries, see Electric batteries. 

Baucom, Robert M., tensile behavior of 
boron-filament-reinforced epoxy rings and 
belts, 6008 

Bauer, Paul, batteries for space power sys- 
tems, 5988 

Beal, Thaddeus R., nomination, hearing, 
5427 

Beam, Jacob D., nomination, hearing, 5443 

Bean, B. Leonard, causes of variation in 
chemical analyses and physical tests of 
portland cement, 6037 

Bearings (machinery) : 
backup gas, design, 5984 
elastomeric bearings for UH-—1 tail rotor 

assembly, improved concept, 5130 

Beatty, Marvin E., changes in minority- 
carrier lifetime in silicon and gallium 
arsenide resulting from irradiation with 
22- and 40-MeV protons, 6000 

a Eugene M., nomination, hearing, 
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Beef, farm beef herd, selecting, feeding, etc., 
5032 


Beetles : 
Douglas-fir, brood densities and infesta- 
gon trends on New Mexico study area, 


Japanese— 
attractants, 5067 
controlling, 5043 
watch for cereal leaf beetle, 5059 
Begab, Michael J., effect of differences in 
curricula and experiences on social work 
student attitudes and knowledge about 
mental retardation, 6060 
Belgium : 
ambassador, nomination of John S. D. 
BHisenhower, hearing, 5443 
foreign economic trends and their impli- 
cations for United States, 5790 
foreign trade regulations, 5288 
—- County, N.H., soil survey report, 


Benefit-cost apgieations in urban renewal, 
summary of feasibility study, 5750 

Benton Lake National Wildlife Refuge, birds, 
list, 6250 

Bergall (U.S.S_): 
on immeamnaane agreement with Turkey, 


Berggren equation, see Equations. 
Berkeley Hills, rocks, upper Cretaceous and 
lower Tertiary, 5699 
Bermuda, background notes, 6260 
BES series, 5564 
Bibliography : 
analyses of optical atomic spectra, 6048 
budworms, spruce, western, and 2-year- 
cycle, literature review, 5679 
farm management, etc., 6171 
high temperature chemistry and physics of 
materials, 6049 
Marine Corps’ concept of close air sup- 
port, 5924 
Marine Corps historical reference bibli- 
ographies, 5924 
marine mammals, books and articles, 5299 
marine mammals of world, 5306 
Middie East, tricontinental hub, bibli- 
ographie survey, 5120 
nogreesraey and neurologic sciences, 


North American geology, 5698 
outdoor recreation literature, index of 
selected material, 6155 
smoking and health bibliographical bul- 
letin., 6206 
Veterans Administration series, 6333 
what’s new on smoking in print, 6215 
Big Bend National Park, general informa- 
tion, 6073 
Bilibin, A., discusses medical ethics, USSR 
study, 5836 
Biocybernetic modeling, USSR, 5861 
Biological Laboratory, Honolulu, Hawaii, 
general information, 5300 
Biological products, biological products pro- 
duced and destroyed in licensed estab- 
lishments, list, 5024 
see also Drugs. 
Biology : 
biological effect of high-frequency ultra- 
sound, USR study, 5816 
craytish, and its use for control of aquatic 
weeds in trout lakes, 6258 
Tadzhik Academy of Sciences biology de- 
partment, 1967 report, 5873 
Biomedicine: 
biomedical applications of commercial 
capacitance transducer, 5193 
biomedical information system, computer 
peed, logic foundation and techniques, 


biomedical research manpower, for the 
eighties, 6066 
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Bionics, USSR study, 5811 
sioparaies, Soviet research, 5817 
Bio Sametez gives medical data on space 
fliers, USSR study, 5863 
Bird, John D., tuft-grid surveys at low 
on s for delta wings, 6006 
rds: 
Benton Lake National Wildlife Refuge, 
list, 6250 
Cold Springs National Wildlife Refuge, 
list, 6252 
DeSoto National Wildlife Refuge, list, 


—, Marion National Forest, list, 
southern Appalachians, list, 5665 


i : 
children born to women, changes in aver- 
age number, 1960-69, advance data, 


5213 
wee variations, legitimate live births, 
1963, United States, 6212 
Birth control, population and family plan- 
ning, 61 
Biscayne National establish, 
hearings, 5450 
Black Hills, ponderosa pine for veneer and 
plywood, preliminary evaluation of small- 
diameter trees, 5669 
Blade, O. C., aviation turbine fuels, 5953 
Blades, blade-motion stability boundaries 
ee rotor, parametric study, 


BLS report series, 5894 
Blue lead, galena ores, Burgin mine, East 
Fo gd district, Utah, micromineralogy, 


Monument, 


Boating, Coast Guard Auxiliary, add new 
dimension to your boating activities, 5284 

Boats, measurement of discharge by moving- 
boat technique, 5725 

Bock, William B., directory of prepaid dental 
care plans, 6059 

Body weight, birth weight variations, 6212 

Boilermen, see Firemen (stokers). 

Boilers : 
forced-flow single-tube boiler with inserts 

and exit restriction, frequency response, 


5996 
single-tube counterflow, analytical and ex- 
perimental study of dynamics, 5972 
Bokhai Kingdom, ancient, USSR book, re- 
viewed, 5845 
Bolivia, capsule facts for Armed Forces, 5096 
Bolts and nuts, threaded studs, Federal item 
identification guide, change, 5493 
Bonds of United States, 2d Liberty bond act, 
as amended, opinion of Attorney General, 
5879 
Books: 
catalog of copyright entries, 5471 
children’s, 1968, list, 5919 
Books (talking), see Talking books. 
Borneo, western and northeast coasts and 
fins islands, sailing directions, change, 
6121 


Boron, boron-filament-reinforced epoxy rings 
and belts, tensile behavior, 6005 
Botswana, background notes, 6266 
Botulism : 
Clostridium botulinum— 
type BE, in temperature range 34° F to 
50° F, growth characteristics, 5146— 
47, 5181 
type F, physiological studies, 5167-69 
Boundary layer, displaced dielectric-dielectric 
boundary, admittance of paratiel-plate 
aperture illuminating, 6004 
a Charles A., nomination, hearing, 
542: 


Brackett, Jean C., three standards of living 
for urban family of four persons, 5895 
Bradford, James M., jr., method for charac- 
terizing surface cleanliness during adhe- 

sion testing, 6009 
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Brandhorst, Henry W., jr., impurity profile 
and energy band diagram for cuprous sul- 
fide-cadmium sulfide heterojunction, 6021 

Brayton cycle, comparison with Rankine 
cycle magnetogasdynamic space-power 
generation systems, 6022 

Breakfasts, school breakfast program for 
children, strengthen and expand hearings, 


Brehm, William K., nomination, hearing, 


Bridges, see names of bridges or bodies of 
water to be bridged. 

British Asia, see Asia. 

British Isles, see Great Britain. 

Broadcasting, see Television. 

Brocceli, growing, general information, 5033 

Broderick, Grace N., supply and demand for 
energy in United States by States and 
regions, 1960 and 1965, coal, 5931 

Brown, Bertram S., mental and emotional 
illnesses in young child, 6185 

Brown, Henry A., image enhancement with 
proiate spheriodal wave functions, 6148 

Brown, Jack R., soil survey, Jenkins County, 
Ga., 6244 

Bubsey, Raymond T., crack toughness char- 
acteristics of several alloys for use in 
heavy sections of high speed aircraft, 5993 

Buckbrush, response to herbicides and to 
herbicides in combinations with mowing, 
nitrogen, fertilizer, and surfactants, 5068 

Budget of United States: 
1970— 


amendment, proposal, 5339 
hearings, 53 
special analyses, 5195 

Budworms: 

spruce, western, and 2-year-cycle, litera- 
ture review, 5679 

western, 24-inch branch as sample unit for 
egg mass surveys, 5674 
Buffalo, N.Y., Air Quality Control Region, re- 
port for consultation, 6199 
Build civic pride with growing plants, pic- 
ture story, 5062 
Building : 
the American city, report, 5326 
construction of academic facilities, prac- 
tices followed by Education Office in ad- 
justing Federal grants awarded, GAO 
report, 5692 

construction reports, 
5228-29 

facility design and construction, Air Force 
design manual criteria and standards 
for Air Force construction, 5073 

State and local governments, construction 
expenditures, 5228-29 

Building science series, 6037-38 

Bulletins, see Farmer’s bulletins—also names 
of departments, etc., issuing bulletins— 
also subjects. 

Bullis, W. Murray, methods of measurement 
for semiconductor materials, process con- 
trol, and devices, 6053 

Burgin mine, East Tintic district, Utah, 
micromineralogy of galena ores, 5722 

Burrows, Marshall C., dynamic response of 
hydrazine-nitrogen tetroxide combustion 
to transverse gas flow, 5992 

Bushes, see Shrubs. 

Business : 

Business, Industry & Education, Inc., cor- 
porations and educators form partner- 
ship in learning, 5534 

credit and assistance, 5625 

establishing in New Zealand, 5292 , 

management development program, topics, 

4 


quarterly public, 


overseas business reports, 5287-92 
services, pricing, management development 
program, instructor’s manual, 6224 
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Business—Continued 
small business— 
problems, investigation— 
authorization, reports, 5348, 5419 
expenses, report, 5398 
regional export industries and institu- 
tions over next decade, potentials and 
problems of dev eloping, earings, 5466 
Business finance companies, see Finance 
companies. 


© 


C.F.S. series, 5295-96 
CAB, see Civil Aeronautics Board. 
Capnage, insects, control in home gardens, 


Cactus, cactus-feeding insects and mites, 
6070 


Cadle, Don D., remarks, Feb. 20, 1969, 5293 
Cadmium sulfide, cuprous sulfide-cadmium 
sulfide heterojunction, impurity profile and 
energy band diagram, 6021 
Calculations, see Numerical calculations. 
Calendars: 
American Indian, 5753 
Federal general data standard, representa- 
tions and codes, 6042 
Calibration : 
precision measurement and calibration— 
statistical concepts and procedures, 6046 
temperature, 6047 
California : 
Berkeley and San Leandro Hills, 


upper 
Cretaceous and lower Tertiary 


rocks, 


5699 
descriptive petrography of 3 large granitic 
es in Inyo Mountains, 5721 
California, Gulf of, physical, chemical, and 
biological oceanography of entrance, spring 
of 1960, 5303 
Callahan, Samed E., geologic reconnaissance 
of possible powersites at Tyee, Bagle, and 
Spur ———- Lakes, southeastern 
‘Alaska, 569 
Calves, calf crop. 6306 
Camellias, growing, 5040 
Campbell, A. D., natural food poisons, 5660 
Camping, national forests, America’s play- 
grounds, 5058 
Canada: ; 
commuter aliens, impact along Canadian 
border, hearings, 63: 
economic trends and their implications for 
United States, 5793 
Cancer, progress against, 1969, report by 
National Advisory Cancer Council, 6064 
Canyon de Chelly National Monument, White 
House (poster), 6092 
Capacitance, impurity profile and energy 
band diagram for cuprous sulfide-cadmium 
sulfide heterojunction, 6021 
ons to Sandy Hook, coast pilot, supp. 


Cape Spencer to Beaufort Sea, coast pilot, 
supplement, 5278 

ee of United States, see District of 
olumbia. 

Capsule facts for Armed Forces (series), 
5100-3 


Capsules, reentry measurements, vacuum UV 
etector-spectroscopy system for, evalua- 
tion, 5975 
Carbon : 
activated, used as electrodes in electro- 
chemical demineralization of saline 
water, 5760 
molybdenum-hafnium-carbon alloys, me- 
cal properties and heat treatment, 
enya study, 5997 
Carbon dioxide : 
compressibility factors for helium and 
earbon dioxide mixtures at 0°, 10°, 20° 
23°, and 35° C and to 900 psia, 5957 
lasers. in space communications, USSR 
study, 5855 
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Carbon dioxide—Continued 
salivary acid-base levels during exposure 
— carbon dioxide atmosphere, 


Carbonization, coals, Nicholas, senieiy. 
and Webster Counties, W. Va., 5958 

Cardiovascular system, application of radio- 
isotope-fueled stirling engine to, circula- 
tory support systems, 5178 

Career planner, United States Navy occupa- 
tional handbook, 6131 

Careers, see Occupations. 

Caribbean area, islands, mineral industry, 
minerals yearbook chapter, 5939 

Carload waybill Statistics, see Railroads, 

Carposinidae, see Moths. 

Cars, see Automobiles. 

Carver, Joseph H., shipboard 
studies, final = 5174 


irradiator 


Case, J. u Cretaceous and lower 
Tertiar rocks, Berkeley and San Leandro 
Hills, f., 5699 

Cataloging : 


Ty yen} manual M series, 5477-78 

pilot project, final report, 5921 

supply cataloging— 
deral manual, 


operating procedures, 
change, 5477 


format, content, and preparation of 
Federal, supply catalog publications, 
change, 5478 
Catalogs : 
copyright entries, 5471-72 
reek domestic assistance programs, 
vo 


Government publications, monthly 90108" 
Soeaaial cumulative index, 1951-60 


GSA stock catalog, eeeeel supply catalog, 
identification list, 5649 
nineteenth-century gallery of distinguished 
Americans, 6097 
Cathey, Henry M., growing peonies, 5042 
Cathode ray tubes, eeharee, measurements 
of pr _ 599 
Cattle, lice, how to - them, 5047 
Cauliflower, growing, general information, 


5033 
Cavitation. lnciient and developed in liquid 
cryogenics, 6050 
Cells, cell cultures for virus vaccine produc- 
tion, conference, 6061 
Cement, portland, causes of variation in 
chemical analysis and physical tests, 6037 
Census: 
comparison of classification of place of 
residence on death certificates and 
matching census records, 6208 
ag fe 
1790-1890, price list of microfilm copies 
of schedules, 6029 
supplementary reports, 5201 
statistics, collection, authorization and 
continuation, report, 5399 
supplemental courses for case studies in 
surveys and censuses, ISP series, 5232 
tract papers GE—40 (series), 5208 
transportation, 1963, advance and/or pre- 
liminary reports truck inventory and use 
survey, 5202-7 
see also subjects. 
Census Bureau, special censuses conducted, 
summary, 5222 
Central African Republic : 
eapsule facts for Armed Forces, 5103 
economic trends and their implications for 
United States, 5791 
Central city educational projects, 5535 
Central States : 
East North, truck inventory and use sur- 


vey, 

East South, truck inventory and use sur- 
vey, 5204 

West South Central, truck inventory and 


use survey, 5205 
Cereal leaf beeties, see Beetles. 
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Cereals as food, see Grain. 
Cerebral palsy, see Palsy. 
Certificates, see types of certificates or sub- 
jects involved. 
Ceylon, foreign trade regulations, 5287 
Chamberlain, E. Burnham : 
birds of Francis Marion National Forest, 


5664 
birds of southern Appalachians, 5665 
Chandler, Marjorie O. : 
opening fall enrollment in higher educa- 
tion, 1968, summary data, 5 
students enrolled for advanced degrees, fall 
1967, institutional data, 5544 
Channels, radioactive sediment tracer tests, 
Houston Ship Channel, Houston, Tex., 5571 
Chansler, John F., Douglas-fir beetle brood 
densities and infestation trends on New 
Mexico study area, 5677 
Charges, see Hlectrostatics. 
Charters, Federal, consideration, authoriza- 
tion, report, 5412 
Charts, see Maps and Charts—also subjects. 
Chayt, Gerald, particular class of penti-hex- 
agonal polyhedra, 6136 
Chemical analysis, and physical tests of port- 
land cement, causes of variation, 6037 
Chemical reactions : 
effects of, on quality of stored potatoes for 
fresh market and processing usage, 5148 
radiation, of olefins with methanethiol and 
with methylsilanes and of dimethyla- 
mine, 5159 
Chemicals : 
and related products, trade and tariff in- 
formation, summaries, 6316 
chemical products, attractants for Japa- 
nese beetle, 5067 
see also Organic compounds. 
Chemistry : 
AEC basic research program (off site), 
summaries, 5172 
high temperature chemistry of materials, 
ibliography, 6 
radiopasteurized seafoods, report, 5175 
Chesapeake & Ohio Canal National Monu- 
ment, general information, 6074 
Chicago, Il., aircraft accident, 6100 
Chtekomange and Chattanooga National 
Military Park, general information, 6075 
Child development, see Children. 
Child health, see Children. 
Child labor: 
bulletin, 6346 
provisions of Fair labor standards act, 


ye e, 
Child welfare, see Children. 
Children : 
born to women, changes in average num- 
ber, 1960-69, advance data, 5213 
child nutrition act of 1966— 
amend, hearings, 5374 
strengthen and expand, hearings, 5378 
child welfare, Federal grants for train- 
ing of personnel, 5236 
children’s books, 1968, list, 5919 
disadvantaged preschool, Los Angeles 
County, Federal programs for benefit 
of, GAO report, 5687 
food service programs under National 
school— E 
strengthen and expand, hearings, 5373 
strengthen, hearings, 53 
foods for the preschool child, 5238 
handicapped, education, scholarship pro- 
gram, summer 1969, academic year, 
1969-70, 5553 
Indian, education, etc., study, authoriza- 
tion, report, 5416 
mental and emotional illnesses in young 
child, 6185 
Mexican-American, education, search for 
identity, 5558 
utilization of psychiatric facilities, current 
status, trends, implications, 6187 
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Chile: 

foreign economic trends and their impll- 
cations for United States, 5783 

labor law and practice, 5894 

Chinle formation, stratigraphy, Navajo and 
Hopi Indian Reservations, 5715 

Chinook salmon, see Salmon. 

Chlorophyll, chlorophyll a measurements in 
eastern tropical Pacific, methods used by 
senyes Tuna Oceanography Program, 


Choreography, cybernetics used in image 
conversion and dance, USSR studies, B88 

Chrisler, Donald P., world agricultural situ- 
ation, review of 1968 and outlook for 
1969, 5531 

Christopher, W. G., surface motion measure- 
ments, 5170 

Chrysanthemums, growing, in home garden, 
5 

Cincinnati, Ohio, Metropolitan Interstate 
Air Quality Control Region, 6201 

Circulars, see names of departments, etc., 
issuing circulars. 

Circulatory system, see Cardiovascular sys- 


em. 
Cities and towns: 
build civic pride with growing plants, 
icture story, 5062 
building the erican city, report, 5326 
conservation in an urbanizing society (re- 
mapzks), 5759 
legislition of interest to Housing and 
rban Development Department, sum- 
mary, 5751 
metropolitan areas— 
comparison of taxes in District of Co- 
lumbia with those of its environs 
and other metropolitan areas, GAO 
report, 5685 
projections of population, 5217 
urban & regional information systems, 
support for planning, 5749 
model cities program, questions and 
answers, 5748 
standard metropolitan statistical areas 
of 250,000 or more population major 
concentrations of poverty, maps, 5522 
urban family of four persons, stand- 
ards of living, 5895 
“2. trends for occupational groups, 


Civil Aeronautics Board, regulations, 5240 

Civil aircraft, see Aircraft. 

Civil aviation, see Aeronautics. 

Civil defense, see Civilian defense. 

Civil Defense Office, annual report, 5241 

Civil law, actions involving aviation and 
space activities, service of process, hear- 
ings, 5453 

Civil procedure, service abroad of judicial and 
extrajudicial documents, convention, 6303 

tm ices veterans, State laws, digests, 


Civil service : 
civil service and nation’s progress, 5266 
examination announcements— 
administrative staff and technical serv- 
ices, amendment, 5246 
agricultural commodity grader (meat), 
amdt., 1 
current, 5254-55 
Washington, D.C., metropolitan area, 


5256 
educators and librarians, 5272 
fireman, District of Columbia, amend- 
ment, 5248 
maintenance and service worker, exam- 


_—_e announcement, amendment. 
medical technologist, discontinuance 
notice, 5257 


messenger, amendment, 5250 
mineral specialist, discontinuance notice, 
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Civil service—Continued 
examination announcements—con. 
places where held, 527i 
printing positions, 5265 
radio broadcast technician, amendment, 


senior level positions in administratior, 
technical services, etc., 5252 
stenographers and typists, 5273 
discontinuance notice, 5259 
supplement, 5274 
veterinary medical officer, 5264 
worker trainee, amendment, 5249 
Federal civilian employment in U.S. by 
geographic area, annual report, 5267 
Federal office assistant examination, what 
it is, and how it is given, for stenogra- 
pher, typist, etc., 5260 
investigation, authorization and continua- 
tion, report, 5399 
job opportunities, local and regional, exam- 
inations, 5262-63 
veterans, best bets in Washignton, D.C. 
area, 5253 
see also Government officials and em- 
ployees. 
as Service Commission, pamphlets, 5266— 


‘ 
Civil works, see Public works. 
Civilian defense, Federal civil defense guides, 
5242-44 
Civilian employees, see Government officials 
and employees. 
Claims : 
civil action for damages arising out of op- 
eration of aircraft, proposals to create 
exclusive Federal jurisdiction, etc., hear- 
ings, 5453 
War claims act 
amend, hearing, 5378 
amendments of 1969, hearing, 5378 
Clarke, Frederick J., nomination, hearing, 
54 
Clarksville quadrangle, Ark., geology, 5717 
Clary, Warren P., relationship of different 
corset floor layers to herbage production, 
5675 


Classification, see Government officials and 
employees. 
Classification definition series, 6156—57 
sa aati of Spokane County, Wash., 
5702 
Clean air act, see Air pollution. 
Cleary, R.E., properties of high emittance 
materials, 5979 
Clerks, see Office employees—Postal clerks. 
Cleveland, Ohio: 
area wage survey, 5903 
Greater Metropolitan Intrastate Air Qual- 
ity Control Region, report for consulta- 
tion, 6200 
Climate, climatography of United States, 
climatic summaries of resort areas, 5575— 


Clinical Spinal Cord Injury Conference, pro- 
ceedings, 6335 
Clinies : 
psychiatric facilities utilization by chil- 
dren, current status, trends, implica- 
tions, 6187 
Veterans Administration, career informa- 
tion, dietitians, 633 
Clostridium : 
Clostridium botulinum— 
type E, in temperature range of 34° F. 
to 50° F., growth characteristics— 
annual reports, 5146, 5181 
summary report, 5147 
type F, physiological studies— 
progress reports, 5167-68 
3 a summary report of progress, 


516 
Clothing, and equipage, laundering, military 


standard, 5£ 
o£! artificial modification, USSR study, 
5 
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CMREF, see Marine Research, Education, 
and Facilities Committee, 
Coal: 
analyses of tipple and delivered samples, 
5954 


earbonizing properties, Nicholas, Ran- 
Golnh, and Webster Counties, W. Va., 
eo 
coal-bearing group in Nenana coal field, 
Alaska, 5703 
wae analysis, nuclear techniques, 
vo 
pulverized-coal flames, flame propagation 
in absence of recirculation, 5960 
supply and demand for energy in United 
States by States and regions, 1960 and 
1965, data, 5931 
Coal dust, control in mining, tunneling, and 
e qoarraas -* Caited Stetes, tate 
oal Hill quadrangle, Ark., geo y, 5717 
Coalfields, see Coal. ~~ 
Coast Guard: 
court martial cases, report, 5475 
publications, price list, 6170 
Coast Guard Auxiliary, volunteer non-mili- 
tary organization, and new dimension to 
your boating activities, 5284 
Coast pilots, United States coast pilot, 
5275-78 
Cobban, William A., late Cretaceous am- 
monites Scaphites leei Reeside and Sca- 
phites hippocrepis (DeKay), 5723 
COBOL, see Electronic computers. 
Cochran, William, mineral industry of New 
Hampshire, 5941 
Code of Federal regulations, 5619—3 
see also for titles, chapters, etc., of the 
code printed separately, subject in- 
volved. 
Codes : 
Federal general data standard, represen- 
tations and codes— 
calendar date identification, 6042 
counties of States of United States, 6044 
States of United States, 6043 
Federal information processing standards 
publication information interchange— 
code, 6039 
perforated tape code, 6040 
routing identifier codes, MILSTRIP, 5510 
see also subjects. 
Codes of law: 
Dees of Columbia, 1967 edition, supp., 


United States, title 38, technical correc- 
tions, report, 5355 
see also subjects. 
me international agreement, 1968, text, 


Cohen, Wilbur J., statement on premium rate 
for medicare supplementary medical in- 
surance, 5732 
Cold Regions Research and Engineering Lab- 
oratory, special report, 5110 
Cold Springs National 
birds, list, 6252: 
Collective bargaining, and community dis- 
putes, 5911 
Colleges and universities : 
enrollment, 1968, fall, summary data, 5549 
Federal grants awarded for construction 
of academic facilities, practices followed 
by Education Office in adjusting, GAO 
report, 5692 

higher education personnel training pro- 
1969-70 fellowship programs, etc., 
Jv 

matehing sheepskins with jobs, employ- 
ment outlook for college graduates, 5910 

students enrolled, advanced degrees, fall 
1967, institutional data, 5544 

toward a public policy for graduate educa- 
tion in sciences, 6099 

university training of sociologists urged, 
USSR study, 5833 


Wildlife Refuge, 
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APRIL 


Collimators, automatic, development and 
evaluation for medical diagnostic X-ray 
machines, 6191 

Collisions, see Aircraft accidents.—Motor 
vehicle accidents. 

Colloids : 
effects of ionizing radiation, report, 5150 
lyphobic, electrooptical properties, USER | 

study, 5825 

Colombia : | 
agricultural commodities, agreement, 6277 | 
air transport services, agreement, 6287 
capsule facts for Armed Forces, 5092 
U.S. aid, case history, alliance for prog- | 

ress survey, 5445 

Colonies, neocolonialism, as threat to Africa, 
Soviet view, 5853 

Color, marine sediments, Atlantic Continen- 
tal Shelf and slope of U.S., 5716 

Color blindness, induced colors 
deuteranope, 5928 

Colorado: 
mineral and water resources, report, 5387 | 
Territory, 1862-66, internal revenue as- | 

sessment lists, pamphlet accompanying 
microcopy, 6035 
Colorado River and Valley : 
lower— 
water resources, 
(series), 5714 
water supply, magnitude and distribu 
tion, 5714 

Columbia River and Valley : | 

estuary, improvements, hydraulic and 
salinity verification, model _ studies, 
5572 


seen by 


Salton Sea area | 


John Day Dam, fish ladders, hydraulic 
model investigations, 5569 
Combustion, ammonium perchlorate, USSR 
studies, 5852 
Commanders digest (periodical) : 
index, 547 


Commerce : | 


foreign trade regulations 
Belgium, 5288 
Ceylon, 5287 
Luxembourg, 5288 
foreign trade statistics, country designa- 
tion, code, classification, Schedule C, 
5209 
United States trade, annual, 
1962-68, 5290 
see also names or classes of articles of 
commerce—also names of countries and 
places. 
Commerce Committee, Senate : 
hearings, 5432-3 
report, 5401 
Commerce Department, Secretary, nomina- 
tion of Maurice H. Stans, hearing, 5435 
Commercial Fisheries Bureau : 
biological laboratory, general information, 


circulars, 5297-5300 
Radiobiological Laboratory, 
N.C., research facilities, 5298 
special scientific reports, fisheries series, 
a. 


foreign 


Beaufort, 


Commercial practices, code of Federal regu 
lations, 5626 
Commercial products, consumer products, 
radium, use in, 6188 
Commission on Hunger, see Hunger Com- 
mission. 
Committees, see Congressional committees. 
Commodities, see Agricultural products. 
Communications : 
satellite act of 1962— 
amend—- 
hearings, 5377, 5434 
report, 5401 
annual report on activities, ete., 5337 
training, use for increasing ASW helicop- 
ter effectiveness, 6134 
see also Signals—Telecommunication. 
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Communications Satellite Corporation : 
COMSAT board of directors, formula for 
election, amend act 
hearings, 5377, 5434 
report, 5401 
Communism : 
African Communists’ struggle reported, 
USSR study, 5812 
Communist organizations, study and in- 
vestigation, report, 5413 
international, doctrine, reiterated, USSR 
study, 5838 
Lenin views of ownership, centralization 
aired, USSR study, 5868 





| Communist Party of Belorussia, 50th an- 


niversary meeting, 5849 


| Communist Party of Soviet Union : 


control of art, literature at regional level, 
5843 : 
effectiveness of ideological work reviewed, 


leadership of Armed Forces emphasized, 
5 


military leadership conflicts denied, USSR 
study, 5856 
problems and goals in party work dis 
cussed, 5842 
Republic party activities 
newspapers, 5851 
Community Action Programs, see Economic 
Opportunity Office. 
Community centers, right spirit all year 
long, 5552 
Community development programs: 


examined in 


community resource development, how 
cooperative extension works, 5061 
Federal assistance programs, catalog, 
5519 


Community facilities, mental health centers, 
comprehensive program, grants for con- 
struction and staffing, 6173 

| Community health, see Health. 
Community surveys, supplemental courses 
for case studies in surveys and censuses, 
| ISP series, 5232 
| Como la FHA syuda en las permutas de vi- 
viendas, 5745 
Compatibility, molten 
tungsten and tungsten 1.5 
hafnium, tests, 6020 
Compensation, see Pensions. 
Competition : 
automobile industry, 1968, are planning 
and regulation replacing competition in 
American economy? case study, hear- 


uranium with 
percent 


ings, 5465 
| nuclear power supply industry, report, 
| 5165 


Complexes, see Coordinates. 
Compost: 
composting ponderosa pine bark, effects 
of nitrogen addition and aeration, 5678 

solid waste management, composting, 
European activity and American 
potential, 6207 

Composite materials, structural composites, 
viscoelastic shear-damped, loss factor and 
resonant frequency, 5976 

Composites, see Composite materials. 

Compressibility, factors for helium and 
carbon dioxide mixtures at 0°, 10°, 20°, 
23°, and 35°C and to 900 psia, 5957 

Compressors, salt deposits in, of flight gas 
turbine engines, survey, 5994 

a General, see General Accounting 

ce. 

Computers, computer program, for calculat- 
ing external thermal-radiation heat loads 
and temperatures of spacecraft orbiting 
the planets or the moon, 6023 
see also Electronic computers—Elec- 

tronic data processing systems. 

COMSAT, see Communications 
Corporation. 

Conceicao do Rio Acima quadrangle, Brazil, 
geology and ore deposits, 5713 


Satellite 
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Concentration camps, Stalin-type prison 
camps still exist in USSR, 5813 

Condemnation of property, private, for pub- 
wer” how Federal income tax applies, 


Conduits : 
engineering and design manual, 5570 
outlets, Federal item identification guide, 

change, 5487 

Conference on Small-Area Statistics, Ameri- 
can Statistical Association, papers 
presented, 5208 

Conferences, congresses, etc. see names of 
conferences—also subject of conference. 

Configurations, aerodynamic characteristics 
of sailwing of aspect ratio 5.9, full-scale 
investigation, 6007 

Conflict of interests, CPSU military leader- 
ship conflicts denied, USSR study, 5856 

Congo (Kinshasa) : 
= commodities, agreement, 

Congress of United States, congressional 
oversight of administrative agencies, Na- 
tional Labor Relations Board, hearings, 
appendix, 5454 

Congressional committees, employees, pay- 
ment of compensation, report, 5345 

Congressional districts, 91st Congress, 
population, 5201 

Congressional Medal of Honor, see Medal of 
Honor. 

Congressional serial set, 5308-15 

Connectors (electric) : 
posts, splices and terminals, Federal item 

identification guide, change, 5488 

Conservation, see Natural resources. 

Constitution of United States: 
—, study, authorization, report, 
constitutional rights, authoriza- 
tion, report, 5410 

constitutional separation of powers be- 
tween executive, judicial, and legisla- 
tive branches of Govt., study, author- 
ization, report, 5411 

ee 90th Cong., 1st sess., 


study, 


Constitutional rights, see Constitution of 
United States. 
Construction, see 
(military). 

Construction industry : 
metals consumed in construction, 5198 
safe work guide, Department of Labor 
safety training program, SWG LS 
series, 5891 
Consuls, U.S. despatches, pamphlet accom- 
panying microcopy, Manzanillo, Mexico, 
6031 


Building—Installations 


Consumer education, what it is and what it 
is not, 6163 
Consumer goods, see Commercial products. 
Consumers: 
buying indicators, series, 5225 
consumer bulletins, 5744-47 
Utility consumers’ counsel act of 1969, 
hearings, 5449 
see also Consumer education. 
Contests, tax information for sponsors of 
contests and sporting events, 5778 
Continental Shelf : 
Atlantic, and slope of United States, color 
of marine sediments, 5716 
— gravel off northeastern U.S., 
Contract Appeals Board, Veterans, Adminis- 
tration, contract appeals decisions, index- 
digest, 6334 
Contractor report NASA CR (series), 5970 
86 


Contractors, see Government contracts. 


Contracts, see Government contracts. 
Control equipment, see Ships. 
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Control systems: 

eybernetics and control theory, USSR 
studies, 5810 
cybernetics and regulation theory, USSR 
study, 5831 

Conventions and treaties, see subjects. 

Converters, see Electric current converters. 

Conway, Bruce, analysis of operation of mass 
measuring system in an orbiting space- 
craft, 6005 

Cooperative Hxtension Service, community 
resource development, how cooperative ex- 
tension works, 5061 

Cooperatives, see Banks for cooperatives. 

Coordinates, + gaan systems modeling, 
USSR book, 585 

Copeet dispersion-strengthened, its prepara- 
tion and properties, 5955 

Copyright : 
catalog of copyright entries, 5471-72 
— authorization, report, 


Corporations : 
income tax— 
returns, statistics, 5777 
speed-up payments, conferees decisions, 
summary, 

Corps of Engineers, Army, Chief, in grade of 
lieutenant general, nomination of Fred- 
erick J. Clarke, hearing, 5427 

Correspondence schools and courses, Army 
courses, announcement, 5113 

Corrosion and anticorrosives, salt deposits in 
compressors of flight gas turbine engines, 
survey, 5994 

Cosmetics, food, drug, and cosmetic act as 
amended, laws, compilation, 5458 

Cosmonauts, biotelemetry gives data on space 
fliers, USSR study, 5863 

Cost : 
farm cost situation, 5529 
reduction and management improvement, 

guide, 6181 
see also subjects. 

Cost and standard of living: 
living costs abroad, State Department in- 

dexes, 5913 
three standards of living for urban family 
of four persons, 5895 
Costagliola, Francesco, Mar. 4, 
1969, 5189 
Cotton : 
production, crops of 1966 and 1967, 6307 
textile industry, earnings and supplemen- 
tary benefits, 5909 

textiles, trade Serecment with United Arab 
Republic (Egypt 

variety tests, re onal, results, 5020 
Counselors, guidance, and Job Corps teacher, 
examination announcement, 527: 
Counties : 
estimates of population, July 1, 1966, cur- 
rent population reports, 5214 

States of United States, Federal general 
data standard, representations and 
codes, 6044 

Counts, James C., nomination, hearing, 5461 

Courses of study, see Curriculum. 

Court of Military Appeals, report, 5475 

Courts of United States, narcotic addicts, 
dealing more effectively with individuals, 
public health laws, compilation, 5458 

Cowboys, American (poster), 6331 

Cows 
free stall barn for— 

50 cows, housing only, farm building 
plan, 5055 
62 -— arrangement for dairy system, 
05 


remarks, 


5 
see also Dairy herd improvement associa- 
tions. 
CPSU, see Communist Party of Soviet Union. 
Crab meat, radiation-pasteurization proc- 
esses, annual report, 5173 
Crabs, see King crabs. 
Cracking of metals, see Fracture of metals. 
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Cranes (birds) : 
whooping cranes, 
6255 
Crashes, see Aircraft accidents. 
Craters, surface motion measurements, 5170 
Crawfish, biology of crayfish, and its use for 
control of aquatic weeds in trout lakes, 

6258 

Crawford, Hewlette S., 

wildlife plants, 5027 

Crayfish, see Crawfish. 

Creativity, elementary and secondary edu 
cation act, PACE, projects to advance 
creativity in education, supplementary 

services and centers, etc., 555 

Credit, participation certificates issued by 
Federal National Mortgage Association, 
opinion of Attorney General, 5879 

Credit unions, see Federal credit unions. 

Cretaceous period : 

Cretaceous-Tertiary boundary in New Jer- 
sey, Delaware, and eastern Maryland, 
5704 

late Cretaceous ammonites Scaphites leei 

eeside and Scaphites hippocrepis (De- 
Kay) in Western interior of United 
States, 5723 
upper, rocks, Berkeley and San Leandro 
ills, Calif., 5699 

Crooker, T. W., fatigue crack propagation 
is a high-strength steel under constant 

cyclic load with variable mean loads, 6151 

Crosthwaite, E. G., water resources of Sal- 
mon Falls Creek basin, Idaho-Nev., 5728 

Crawiy County, Colo., soil survey report, 


CRREL, see Cold Regions Research and 
Engineering Laboratory. 

Crude petroleum, see Petroleum. 

Crudes, see Tar. 

Crump, Lulie_ H., ‘eo and demand for 
energy in United States by States and 
regions, 1960 and 1965, data, dry natural 
gas, 3 

Cryogenics : 

Seep, eetptent and developed cavitation, 


general information, 


Ozark range and 


slush hydrogen fluid characterization and 
instrumentation, 605 
Csiky, George A., measurements of some prop- 
erties of discharge from hollow cathode, 
Cuba, aircraft piracy, preliminary report, 
5360 


Cucchiara, Orlando, kryptonate hydrogen 
detection system, final report, 5164 

Culture, cultural relations, agreement with 
Romania, 6296 

Culvert pipe, see Pipe and pipe fittings. 

— engineering and design manual, 


Cuprous sulfide, see Sulfides. 
Current fishery statistics, C.F.S. series, 5295 


96 

Current industrial reports, 5210-11 

Curriculum : 

effect of differences in curricula and ex- 
periences on social work student at- 
titudes and knowledge about mental 
retardation, 6060 

grain, feed, seed, and farm supply tech- 
nology, 2-year post high school program, 


see also Education. 

Customs, see Tariff. 

Cutting of metals, see Metal cutting. 

Cuyo region, Argentina, natural vegetation 
of uraniferous deposits, possible influence 
of radiation, 513 

Cybernetics : 
and control theory, USSR studies, 5810 
and regulation theory, USSR study, 5831, 


5866 
applications in Latvia, USSR study, 5854 
b — modeling, USSR article, 
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Cybernetics—Continued 
bright future predicted, USSR study, 5864 
compeex systems modeling, USSR book, 
5857 


used in image conversion and dance, USSR 
studies, 

Cyclotrons, electron-cyclotron resonance in 
magnetic trap with plugs, plasma-elec- 
tron confinement region, 5139 

Cylinders, lateral sloshing under low-gravity 
conditions, 6010 

Czechoslovakia, background notes, 6261 


Daane, J. Dewey, remarks, Feb. 17, 1969, 


5645 
Dairy herd improvement associations, DHIA 
cow performance index list, registered 
progeny of DHIA sires, 5022 
Dairying, see Barns. 
Damages, see Claims. 
Damping: 
two alternate damping systems for GEOS 
gravity gradient stabilized satellite, 
analysis, 5980 

viscoelastic shear-damped structural com- 
posites, loss factor and resonant fre- 
quency, 5976 

Dance, Ray E., soil survey, East Baton Rouge 
Parish, La., 6242 

Dancing, see Choreography. 

Data processing, see Electronic data process- 
ing system. 

Dates (fruit) : 
growing in United States, 5030 

Daughters of American Revolution, National 
Society of, see National Society of Daugh- 
ters of American Revolution. 

Davis, Donald R., American moths of family 
Carposinidae (Lepidoptera, Carposino- 
idea), 6071 

Davis, Lee D., pricing in a services business, 
6224 


Davis, William G. Jr., effects of right and left 
vagal cooling on heart rate, 5084 

Day, James V., remarks, Jan. 27, 1969, 5612 

Day care of children, food service programs 
under national school lunch act, strengthen 
and expand, hearings, 5373 

DCA, see Defense Communications Agency. 

Dead, socioeconomic characteristics of de- 
aoe persons, United States, 1962-1963, 


oe clerk-carriers in post office experiment, 

075 

Dealers, subject to certain sections of title I, 
National housing act, list, 5606 

Dean, Jack L., biology of crayfish Orconectes 
causeyi and its use for control of aquatic 
weeds in trout lakes, 6258 

Death, fatal and injury accident rates, 1967, 
on Federal-aid and other highway systems, 


see also Dead. 

Death certificates, comparison of classifica- 
tion of place of residence on death cer- 
—— and matching census records, 

Death Valley National Monument, dunes 
(poster), 6087 

Deceased, see Dead. 

Decelerators, towed, 48-inch-diameter (121. 
92-cm) ballute decelerator tested in free 
flight at Mach numbers from 4.2 to 0.4, 
performance, 5990 

Deceptive programing 
5363 

Decision-making, safety aids, progressive new 
approach to systems safety management, 
5757 


practices, report, 


Decisions, see names of courts, etc., render- 
ing decisions, also subjects. 
Deductions, see Income tax. 
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Deer, thinning, clearcutting, and reseeding 
affect deer and elk use, of ponderosa pine 
forests in Arizona, 5671. 

Defense, see National defense. 

Defense communications, see Military com- 
munications. 

Defense Communications Agency, DCA cir- 
culars, 5474 

Defense contracts, see Government contracts. 

Defense Department : 
appropriations, 1969, supplemental mili- 

tary procurement, hearings, 5367 
Assistant Secretary— 
comptroller, nomination of Robert C. 
Moot, hearing, 5428 
international security affairs, nomina- 
tion of G. Warren Nutter, hearing, 
5427 
manpower and reserve, nomination of 
Robert T. Kelley, hearing, 5428 
cataloging and standardization program, 
semiannual report, 5368 
cataloging manual M series, 5477-78 
commanders digest, index, 5479 
contracting for research with sponsored 
nonprofit contractors, need for improv- 
ing guidelines, GAO report, 5689 
Director, research and engineering, nomi- 
nation of John S. Foster, Jr., hearing, 


5 
handbook DSAH series, 5480-82 
manual DSAM series, 5483-85 
military family housing and bachelor of- 
ficer and enlisted quarters, policies, etc., 
for determining requirements, GAO 
report, 5691 

military standards, 5497-5509 

overseas schools, extend program for allo- 
eation of funds, elementary and sec- 
ondary education act amendments of 
1969, hearings, 5372 

procurement, personnel, ete., investiga- 
tion, authorization, report, 5351 

utilization and marketing handbook, sup- 
plement, 5486 

Defense disposal manual, 5484 

Defense Logistics Services Center, DSA- 
DLSA handbooks, 5486 

Defense Supply Agency : 

DSA-DLSC handbooks, 5486 

files maintenance and disposition, manual, 
change, 5485 

handbook DSAH series, 5480—-S2 

introduction to, 5494 

manual DSAM series, 5483-85 

poster series, 5515 

Degrees (colleges, universities, etc.) : 
advanced, fall 1967, students enrolled, 

institutional data, 5544 
college degree, training for a job, 5548 

Delaware : 

Cretaceous-Tertiary boundary, 5704 
population, special census, 5221 
Delta National Wildlife Refuge, general in- 
formation, 6254 
Delta wings, see Wings (aircraft). 
Demineralization of water, see Water. 
Demography, lectures, case studies in sur- 
veys and censuses, 5232 
Density: 
source density representation, improve- 
ment of integral equation method in 
plane elasticity through modification, 
5977 

stellar temperatures and densities, foniza- 
tion equilibrium equation of state at, 
tables, 6142 

Dental care, see Dentistry. 

Dental caries, see Teeth. 

Dental health, see Teeth. 

Dental Health Center, applied research 
facility of Division of Dental Health, 
mission and programs, 6176 

Dental Health Division, Dental Health Cen- 
ter, applied research facility, mission and 
programs, 6176 
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Dentistry, prepaid dental care plans, 1967, 
directory, 605¢ 

Dentists, dental residencies and internships, 
a summary of recommendations, 
6: 

Denton, Thomas C., mineral industry of 
Republic of South Africa, 5945 

Dependents, see Veterans. 


Derby, Thomas F., loss factor and resonant 
frequency of viscoelastic shear-damped 
structural composites, 5976 

Desalination, see Sea water. 

Desalting of sea water. see Sea water. 

eames in education, see Race prob- 
ems. 

Designs (aircraft) : 
development of design concepts for de- 

— of JP-4 fuel emulsions, 
5 

Designs (architectural), see Architecture. 

Designs (industrial) : 
ejection-type atomizer, theory and design, 

USSR study, 5820 

Desolation Wilderness in California, desig- 
nate as wilderness area, proposal, hear- 
ing, 5451 


DeSoto National 
list, 6251 


Wildlife Refuge, birds, 


Desy, Donald H., dispersion-strengthened 
copper, its preparation and properties, 


5955 
Detectors, vacuum UV _  detectors-spectro- 
scopy systems for capsule reentry 


measurements, evaluation, 5975 


Detonations, surface motion measurements, 
vl 

Deuteranopia, see Color blindness. 

Devils Postpile National Monument, lava 
columns (poster), 6091 

DHIA, see Dairy herd improvement associa- 
tion. 

Diagnostic X-ray, see X-rays. 

Dethlefsen, Rolf, experiments on high 
+ pulsed, constricted are heater, 
5973 

Dialysis, electrodialysis membranes, electri- 
cal properties, 5763 

Diamond, J. J., bibliography on high 

temperature chemistry and physics of ma- 
terials, 604 

Dickerson, R. W., jr., performance tests for 
plate heat exchangers used for ultra- 
high-temperature pasteurization processes, 


6196 
Dielectrics, displaced dielectric-dielectric 
boundary, admittance of parallel-plate 


aperture illuminating, 6004 

Diesel engines, diesel exhaust gas, continuous 
monitoring for carbon dioxide, carbon 
monoxide, oxygen, methane, and nitrogen 
oxides, 5961 

Diet, hospital diets, technical manual, 5126 

Dietitians, Veterans Administration hospital 
and clinics, nationwide, career informa 
tion, 6337 

Diffraction, X-ray diffraction and spectro- 
graphic equipment, radiation safety recom- 
mendations, 6193 

Diffusion, oxygen in tantalum, 5978 

Digests, see names of departments, etc. ; is- 
suing digests, also subjects. 

Digital computers, see Electronic computers. 
Dimethylamine, radiation chemical reactions 
of olefins with methanethiol, etc., 5159 
Diodes, waveguide tunnel-diode amplifier, de- 

sign considerations, 6143 
Directories : 
Air Force, active duty promotion list, 5078 
nae 1967-68, education associations, 
5538 
military assistance program address di- 
rectory, 5511-14 
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Directories—Continued 
prepaid dental care plans, 6059 
telephone, State Department, International 
Development Agency, Arms Control and 
Disarmament Agency, 6274 
Disability insurance: 
if you have become disabled, social security 
benefits, 6237 
oneal SOrStry calendar year benefit data, 
veterans, disability ratings in effect 20 or 
more years, protection, report, 5353 
Disabled : 
disability studies note, series B, 6230 
health insurance, protection under social 
security, report, 5730 
medical care utilization, 6231 
return to work after severe disability, fol- 
low-up of 1963 Levenson and Green 
study sample, 6230 
Social security survey, reports, 6231 
see also Disability insurance.——Pensions— 
Veterans. 
Disabled American Veterans, report, 1968 
convention, 53830 
Disadvantaged children, see Children. 
Disasters : 
educational assistance in major disaster 
areas, elementary and secondary educa- 
tion act amendments of 1969, hearings, 
5372 ; 
emergency construction, architectural de 
sign, Army technical manual, 5124 
natural, survival gm chee “a for rural 
areas, programed instruction, 5667 
post attack resource management (PARM) 
prototype model, petroleum and natural 
gas submodel, technical report, 5560 
preparedness, general military training. 
5079 


radiological emergency procedures for non- 
specialist, 5190 
Discharges (electrical), see Electrical dis- 
charges. 
Discounts, Federal reserve discount mechan- 
ism, system proposals for change, 5403 
Discrimination, see Race problems. 
Discrimination in employment, high cost of 
sex discrimination in employment prac- 
tices, 5566 
Diseases, international classification, 8th re- 
vision, adapted for use in United States, 
6178 
see alao names or classes of diseases. 
Dispersion, strengthened copper, its prepara 
tion and properties, 5955 
Display systems, radar, Eidophor, technical 
evaluation, 6314 
Disputes, see Arbitration. 
Dissociation, dissociation energy of gaseous 
titanium mononitride, 5999 
Distribution (statistics) : 
ellipsoidal velocity distribution function, 
5998 
Distribution system, sce Military supplies. 
District of Columbia : 
area wage survey, 5906 
Bail Agency— 
act, amend, hearing, 5436 
staff, increase, hearing, 5436 
city council members, nomination of Gil- 
bert Hahn, jr., Sterling Tucker, and 
Jerry Moore, jr., hearings, 5437 
code of laws, 1967 edition, supp., 5380 
commissioner nomination of Walter E. 
Washington, hearings, 5437 
comparison of taxes with those of its en- 
virons and other metropolitan areas, 
GAO report, 5685 
current local civil service examinations 
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District of Columbia—Continued 

Government, organization, etc., investiga- 
tion, authorization, report, 5349 

legislation, summary report, 5371 

national parks of Washington, D.C., gen- 
eral information, 6086 

District of Columbia Committee, House : 

committee print, 5371 

investigations and studies, organization, 
etc., of D.C. Government, authorization, 
report, 5349 

District of Columbia Committee, Senate, 

hearings, 5436-37 

Dixon Entrance to Cape Spencer, coast pilot, 

supplement, 5277 

DLSC, see Defense Logistics Services Center. 

Do your own thing and stay in school, 5536 

Documents, see Government publications.— 
Records.—also subject of documents. 

Documents Office, see Public Documents Di- 
vision. 

DoD pamphlets, 5092-5103 

Dogwood, flowering, growing, 5041 

Domes (geology) : 
face of Half Dome, Yosemite National 

Park, (poster), 6088 

Domicile, comparison of classification of 
place of residence on death certificates and 
matching census records, 6208 

Dominican Republic : 
background notes, 6262 
economic trends and their implications for 

United States, 5789 
economy, basic data, 5289 

Donations, see Gifts. 

Doordan, Martin L., evaluation of on-premise 
and bake-off bakery departments in retail 
foodstores, 5051 

Dortch (destroyer DD—670),: 
loan, extension, agreement with Argentina, 


6301 
Doucette, C. F., narcissus bulb fly, how to 
prevent its damage in home gardens, 5046 
Doud, Bobbie, education associations, direc- 
tory, 5538 
Doughman, C. L., inverter-converter auto- 
matic paralleling and protection, 5971 
Douglas fir, see Fir. 
Douglas fir beetles, see Beetles. 
Doves, see Mourning doves. 
Draftsmen, draftsman, entry, 
guide for training course, 553 
Dragoo, Mary C., Fredella Village, Vicksburg, 
Miss., 5752 
Dripping Spring Quartzite Formation, Gila 
County, Ariz., geology of uranium de- 
posits, 5720 
Drug addiction, see Narcotic habit. 
Drug addicts, see Narcotic habit. 
Drugs : 
FDA’s efficacy review, Washington brief- 
ing, 5662 
food, drug, and cosmetic act, as amended, 
laws, compilation, 5458 
informed consent for trial of new drugs, 
5659 
respect for drugs, community service pro- 
gram, 
Drugs, Prescription, Task Force on, see Task 
Force on Prescription Drugs. 
DSA, see Defense Supply Agency. 
DuBridge, Lee A., nomination, hearing, 5460 
Ductility, notch, and tensile property of 
M-2A reactor pressure vessel, evaluation, 
140 
Dunes, Death Valley National Monument 
(poster), 6087 
Dust, see Coal dust. 
Duties, see Tariff. 
Dyes and dyeing, trade and tariff informa- 
tion, summaries, 6316 
Dynamics, dynamic tear test definition of 
temperature transition from linear elastic 


suggested 





covering metropolitan area, 5256 
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to gross strain fracture conditions, 6147 
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Eagle Lake, southeastern Alaska, geologic 
~~ reas of possible power sites, 
569 


Earnings, see Wages. 
Earth resources satellite system, 5382 
Earth Sciences Laboratory, ESSA technical 
report, EDL—ESL series, 5577 
Earthquakes : 
Alaska, 1964— 
erosion and deposition on raised beach, 
Montague Island, 5718 
regional effects (series), 5718 
resistant design of nuclear power plarts, 
considerations, 5156 
safety and survival, 5724 
East (Middle East) : 
tricontinental hub, bibliographic survey, 


5120 
East Baton Rouge Parish, La., soil survey 
report, 6242 
East Central States, see Central States. 


East North Central States, see Central 
States. 

East South Central States, see Central 
States 


East Tintic district, Utah, Burgin mine, 
micromineralogy of galena ores, 5722 
Eastport to Cape Cod, coast pilot, supple- 
ment, 5276 
Eber, L. E., monthly mean charts sea surface 
temperature North Pacific Ocean, 5297 
Economic conditions : 
economic trends and their implications for 
United States, DT series, 5782 
foreign economic trends and their implica- 
tions for United States, ET series, 5783 


99 
Murmansk Oblast national economy sur- 
veyed, USSR study, 5828 
USSR economy and industry, reports on 
economy, finance, and planning at Re- 
public Supreme Soviet sessions, 5819 
see also names of countries, States, etc. 
Economic development, Public works and eco 
nomic development act of 1965, maximum 
grant rates in qualified areas, 5517 
Economic Development Administration, plan- 
ning grants for economic development, 
requirements for approved projects, 5518 
Economic Joint Committee : 
hearings, 5316 
report, 5403 
Economic Opportunity Office: 
community action programs— 
STAP, special technical assistance pro 
gram 1967-68, 1st year activity pro- 
gram, 5524 
what is STAP?, 5523 
nutrition and human needs, statements by 
OEO officials. hearings, 5463 
pamphlets, 5523-24 
programs for benefit of disadvantaged pre 
school children, GAO report, 5687 
salaries of certain officers and employees of 
organizations funded under Economic 
opportunity act, report, 5328 
Economic policy : 
Federal assistance programs, catalog, 5519 
USSR economy and industry, reports on 
economy, finances, and planning at Re- 
public Supreme Soviet sessions, 5819 
Economic Research Service : 
ERS-foreign series, 5527-28 
ERS series, 5526 
foreign agricultural economic reports, 5531 
Economics : 
automobile industry, 1968, are planning 
and regulation replacing competition in 
American economy? case study, hear- 
ings, 5465 
economics of military procurement, hear- 
ings, 53 
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Ecuador : 
background notes, 6267 
foreign economic trends and their implica- 
tiors for United States, 5787 
EDA, see Economic Development Adminis- 
tration. 
Edmonds, D. K., incipient and develeped cavi- 
tation in liquid cryogens, 6050 
Edpac, utility programs for computer-assisted 
editing, copr-protuetion, and data re- 
trieval, 605: 
EXDPS, see Electronic data processing system. 
Education : 
adult basic education program of Educa- 
tion Office, 5014 
and training, studies and reports, 1968 
fiscal year, 5268 
associations, directory, 5538 
Business, Industry & Education, Inc., cor- 
porations and educators form partner- 
ship in learning, 5534 
directory, 5538 
elementary and secondary education act of 
1965, title 3, central city educational 
projects, 5535 
exchanges, agreement with Romania, 6296 
high school and college work-study pro- 
grams, do your own thing and stay in 
school, 5536 
ideological, improvement needed for Soviet 
people, 5846 
improving through research, development, 
demonstration, dissemination, training, 
annual report, 5545 
Indian children, study, authorization, re- 
port, 5416 
Mexican-American education, 
identity, 5558 
more education, more opportunity, 5548 
NASA educational publications, 5987 
national defense education act, awards for 
modern foreign language and area study, 


search for 


political education of scientists discussed, 
USSR study, 5867 

professions development act, articles, 5539 

research in education (periodical), index, 
report resume, 5551 

right spirit all year long, 5552 

Teacher Corps, futures in education, 5542 

where the money is, American education’s 
annual guide to OE programs, 5559 

See also Consumer education—Curricu- 
lum—Elementary education—Secondary 
education—also subjects taught. 

Education and Labor Committee, 
hearings, 5372-74 
Education Office: 

adult basic education programs, 5014 

practices followed in adjusting Federal 
grants awarded for construction of aca- 
demic facilities, GAO report, 5692 

programs, American education’s annual 
guide, 5559 

sponsors programs that can assist you!, 


House, 


554 
vocational-technical education program, 


Education Resources Information Center : 
pacesetters in innovation, PACE program, 
etc., 5550 
research in education (periodical), index, 
report resume, 5551 
F.ducational associations, directory, 5538 
Educators, education specialist and education 
services officer, program specialist and ad- 
visor, public health educator, examination 
announcement, 5272 
Efron, Daniel H., psychopharmacology, re- 
view of progress, 6197 
Eggs, western budworm, 24-inch branch as 
sample unit for mass surveys, 5674 
Eichler, John B., SWIMM code, stress wave 
propagation in elastic-plastic-compactible 
media, 5158 
EFidopher, see Display systems. 
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Eisenhower, John S. D., nomination, hearing, 
5443 
Ejectors, ejection-type atomizer, theory and 
design, USSR study, 5820 
Elastic strain, see Strains and stresses. 
Elasticity : 
photoviscoelastic model testing, 5983 
plane elasticity, improvement of integral 
equation method in plane elasticity 
through modification of source density 
representation, 5977 
viscoelastic shear-damped structural com- 
posies, loss factor and resonant fre- 
quency, 5976 
Elastomers, elastomeric bearings for UH-1 
tail rotor assembly, improved concept, 5130 
Elections, investigation, expenses, report, 
“4 


54 
— batteries, for space power systems, 


Electric current converters, inverter-con- 
verter automatic paralleling and protec- 
tion, 5971 

Electric fields, motion of particles in helical 
fields having equipotentials coinciding with 
magnetic surfaces, 5140 

Electric prong see Machinery. 

Electric power plants, powersites at Tyee, 
Eagle, and Spur Mountain Lakes, south- 
eastern Alaska, D  saeeeas reconnaissance of 
possible sites, 5697 

Electric probes, see Probes. 

Blectric ranges, see Stoves. 

Electric switchgear, switches, magnetically 
operated, classification definition, 6157 
Electric utilities, supply and demand for 
energy in United States by States and 

regions, 5932 

Blectrical, see headings beginning Electric. 

Electrical discharges, hollow cathode, meas- 
urements of some properties of discharge, 


5991 
Electricity : 
borrowers, suggested work order proce- 
dure, REA bulletin, revisions, 6221 
classification definitions, 6157 
electrical properties of electrodialysis mem- 
branes, 5763 
hospital facilities, 6183 
hydroelectric power resources of United 
States, developed and undeveloped, 5617 
national electric rate book, 5618 
rural— 
materials acceptable on systems of REA 
borrowers, list, 6220 
publications, price list, 6171 
utility, supply and demand for energy in 
United States by States and regions, 
data, 5932 
Electrochemistry, electrochemical demineral- 
ization of saline water, activated carbon 
used as electrodes, 5760 
BDlectrodes, activated carbon used as elec- 
trodes, in electrochemical demineralization 
of saline water, 5760 
Electrodialysis, see Dialysis. 


Electromagnets, classification definitions, 
7 
Electronic computers : 
analog and analog digital computers, 
USSR articles, 5850 
computer based biomedical information 


system logic foundation and techniques, 
5133 
digital— 

COBOL, common business oriented lan- 
guage, fundamentals, programmers, 
6152 

method of optimal processing of radio 
signals, USSR book, 5872 

solution of modified Berggren equation 
to calculate depths of freeze or thaw 
in multi-layered systems, 5110 
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Electronic computers—Continued 
gital—Continued 
use of superposition to obtain wind 
tunnel interference factors fer arbi- 
trary configurations, with particular 
reference to V/STOL models, 6025 
Edpac utility programs for computer-as- 
sisted editing, copy-production, and data 
retrieval, 6052 
Electronic data processing system: 
automatic data processing systems and 
procedures, base level EDP procedures, 
HAF-E6 reporting system, 5076-77 
computer-aided reliability data analysis, 
introduction, 5995 
Federal information processing standards 
publications, FIPS pubs, 6039-44 
FORTRAN programs— 
Edpac, utility programs for computer-as- 
sisted editing, copy-production, and 
data retrieval, 6052 
to estimate off-design performance of 
radial-inflow turbines, 6011 
urban and regional information systems, 
support for planning in metropolitan 
areas, 574 
Electronic equipment, guided missiles pre- 
ferred items list, military standards, 5508 
Blectrons: 
plasma-electron confinement region for 
electron-cyclotron resonance in mag- 
netic trap with plugs, 5139 
temperatures, determination between 50 
eV and 100 keV from X-ray continuum 
radiation in plasmas, 6139 


transmission, through thick silicon tar- 
gets, 6019 
Electrooptics, electrooptical properties of 


lyophobie colloids, USSR study, 5825 
Electrophotometers, see Photometers. 
Electrostatics, interaction between ion flux 

ao plasma during change exchange, 

v 


Elementary education : 
elementary and secondary education act— 
amendments of 1969, hearings, 5372 
PACE, projects to advance creativity 
in education, supplementary centers, 
and services, etc., 5550 
model elementary teachers education pro- 
gram, 5547 
teachers, specifications for comprehensive 
Seen teacher education programs, 
Hlevators, see Grain elevators. 
— velocity distribution function, 


Elk, ponderosa pine forests in Arizona, thin- 
ning, clearcutting, and reseeding affect 
use, 

El Salvator, background notes, 6268 

Elton, R. C., determination of electron tem- 
peratures between 50 eV and 100 keV from 
X-ray continuum radiation in plasmas, 
6139 

EM series, 5570 

Emanation isotopes, see Radon. 

Emergencies, see Disasters. 

Emergency Preparedness Office, Deputy Di- 
rector, nomination of Fred J. Russell, 
hearing, 5429 

Emissions : 
aircraft engine exhaust, nature and con- 

trol, HEW report, 5392 
national emission standards act, law, com- 
pilation, 5458 

Emittance, high, materials, properties, 5979 

Employees, drinking, key step, program to 
combat problem, 5261 

Employees’ Compensation Appeals Board : 
decisions, 5562 

v.16-18, index digest, 5561 

Employers’ liability and workman’s compen- 
sation, Federal employees’ compensation 
act, work injuries sustained, 5563 
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Employment: 

charncteriatics, junior college teachers of 
science, engineering, and technology, 
6098 : 

Federal civilian, in U.S., by geographic 
area, annual report, 5267 

Federal, work injuries sustained, 1967 
report, 5563 

Internal Revenue Service, we thought 
you’d never ask, 5781 

manpower services, reference guide to job 
recruitment, training, and placement 
aids, 5883 

matching sheepskins with jobs, employ- 
ment outlook for college graduates, 
5910 ‘ 

return to work after severe disability, fol- 
low-up of 1963 Levenson and Green 
study sample, 6230 : 

right job, guide for returning servicemen, 
6345 


youth opportunity centers, focus on youth 
and jobs, 5889 
see also Discrimination in employment— 


r. 
Employment Security Bureau, BES series, 


Employment taxes: 
IRS loose leaf regulations system, 5769 
rates by industry, 556 
Emotions, mental and emotional illnesses in 
young child, 6185 
Emphysema, chronic respiratory diseases, 
current research, 11th Aspen Emphysema 
Conference, 1968, proceedings, 6175 
Emulsions, optimization of JP—4 fuel emul- 
sions and development of design concepts 
for their demulsification, 5129 
Energy, see Electricity—Force and energy, 
Energy resources, see Power resources. 
Engineering : 
administration, Navy training text, 613 
defense communications system, installa- 
tion standards, manual, 5474 : 
junior college teachers, 1967, experience 
and employment characteristics, 6098 
see also Value engineering. : 
Engineering psychology, see Human engi- 
neering. 
Engineers, 
handbook, 
Engineers Corps, Army: 
manuals, 5570 2 
report, 1967 civil works activities, specific 
project data— 
departmental edition, 5568 
document edition, 5319 
Engines: 
radioisotope-fueled stirling engine, appli- 
os a to circulatory support systems, 
517 
small engine repair, suggested guide for 
training course, 5554 
Engines (aircraft), : 
exhaust emissions, nature and control, 
HEW report, 5392 
flight gas turbine engines, salt deposits in 
compressors, survey, 5994 
M-—1 facilities, hydrogen gas pressure ves- 
sel problems, 5986 
T63 regenerative engine program, extended 
endurance and environmental testing, 


Gosign administration, GSA 
616 


England, see Great Britain. 
— Channel, lights and fog signals, list, 
612 
Enlisted personnel, see Armed Forces. 
Enrollment, see Colleges and universities. 
Environment : 
basic environmental problems of man in 
space, 3d International Symposium on 
USSR papers, 5821 
for innovation, Southern Forest Experi- 
ment Station, 5666 
tritium sources and its behavior upon re- 
lease to environment, 5176 
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Environmental Science Services Administra- 
tion, technical reports, 5577-79 
Equal employment opportunity, see Discrim- 
ination in employment. 
Equal pay for equal work, see Women. 
Equations: 
ealculation of organ and tissue burdens 
and doses resulting from acute exposure 
to radioactive aerosol, using ICRP Task 
Group report on human respiratory 
tract, 5157 
digital solution of modified Berggren equa- 
tion to calculated depth ot rreeze or thaw 
in multi-layered systems, 5110 
integral— 
plane elasticity through modification of 
source density representation, im- 
provement, 5977 
spherical harmonic expansion of hydro- 
magnetic equations, 5577 
linearized velocity corrections, second- 
order errors in, and their effects on rate 
SE _Seaverquace of iterative solutions, 


see also Mathematics. 
Equations of motion: 
ee —~ pa velocity distribution function, 


experimental verification of scale factors 
for parawing opening characteristics 
with dimensional ratios, 6017 
Equations of state, ionization equilibrium, at 
— temperatures and densities, tables, 
Dd 
Equipage, see Clothing. 
Ber aant, see Foundry supplies. 
ERIC, see Educational Resources Informa- 
tion Center. 
Erie, Lake, pollution of, and its tributaries, 
Indiana, Michigan, New York, Ohio, 
Pennsylvania, conference proceedings, 
5654, 5656 
ERL, see Essa Research Laboratories. 
Erosion, multiple liquid impact, experimen- 
tal and analytical investigations, 5982 
Errors, see Probabilities (mathematics). 
ERS, see Economic Research Service. 
ESEA (elementary and secondary education 
act), see Elementary education—Second- 
ary education, 
Espionage, internal security laws, etc., 
study and investigation, report, 5413 
ESSA Research Laboratories, ESSA techni- 
cal report, ERL-SDL series, 5578 
— Se polyol ester lubricants, de- 
termination of ester composition, 6141 
Estuaries, Columbia River, improvements, 
hydraulic and salinity verification, model 
studies, 5572 
Ethics, medical, discussion by A. Bilibin, 
USSR study, 5836 
Jurope : 
dastern, 1950-66 agricultural statistics, 
5527 

European activity and American poten- 
tial solid waste management, compost- 
ing, 6207 

European countries, mineral industry, 
minerals yearbook chapter, 5943 

Evaporated milk, see Milk. 

Kivening and continuation 
Schools. 

Everett, Robert A. Memorial Bridge, see 
Robert A. Everett Memorial Bridge. 

Everly, Elaine C., selected series of records 
issued by Commissioner of Bureau of 
Refugees, Freedmen, and Abandoned 
Lands, 1865-72, pamphlet, 6034 

Examinations, airman qualifying examina- 
tion and Armed Forces qualifying test 
norms, relationship, 5069 
see also Civil service. 

Excise taxes, automobiles and telephone 
service, postpone reduction and extend 
rates, conferees decisions, summary, 5439 


schools, see 
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Executive departments, see Government of- 
fices—Government reorganization plans. 
er oe Mansion, general information, 

6096 


Exhaust systems, diesel exhaust gas for car- 
bon dioxide, carbon monoxide, oxygen, 
methane, and nitrogen oxides, continuous 
monitoring, 5961 
Expenditures, revenue and expenditure con- 
trol act of 1968, decisions of conferees on 
H.R. 15414, summary, 5439 
see also Building. 
Expenditures of United States Government, 
combined statement, 5009 
Experiments and experimentation, experi- 
mental and demonstration program, ex- 
ploring new approaches to manpower 
problems, 5881 
Explosions, see Detonations. 
Exports : 
expansion, regional products, hearings, 
5466 

our export goals (address), 5802 

see also Tariff—also names or classes of 
articles exported. 

Exposure meters, see Photometers. 

Extraterrestrial Resources Working Group, 
annual meeting, proceedings, 5989 

Extravehicular activity, see Outer space. 


F 


F.S.L.1.C., see Federal Savings and Loan 
Insurance Corporation. 

FAA, see Federal Aviation Administration. 

Facility operation, 5587 

Fagan, C. H., improved concept of elastomeric 
bearings for UH-1 tail motor assembly, 
5130 


Failing newspaper act, see Newspapers. 
Fair labor standards, see Labor standards. 
Fair labor standards act, see Labor stand- 
ards. 
Fair packaging and labeling act, see Pack- 
aging. 
Fair wage and hour law, see Labor standards. 
Fallout, see Radioactivity. 
Families : 
low income, rent supplement program, 
general information, Spanish edition, 
57 
urban, of four persons, 3 standards of 
living, 5895 
see also Children. 
Family planning, see Birth control. 
Fanseen, James F. : 
remarks— 
Jan. 30, 1969, 5613 
Feb. 19, 1969, 5614 
Farm beef herd, 5032 
Farm buildings : 
building plans— 
free-stall barn for 50 cows, 
only, 5055 
free-stall barn for 62 cows, arrange- 
ment for dairy system, 5056 
potato storage 25,000 cwt. pallet box, 


housing 


oe 
poultry house floor management, 5054 
Farm labor, migratory, problem in U.S., re- 
port, 5422 
Farm management, see Farms. 
Farmers’ bulletins, 5032—33 
Farmers Home Administration, Adminis- 
trator, nomination of James V. Smith, 
hearing, 5425 
Farms: 
cost situation, 5529 
grain, feed, seed, and farm supply tech- 


nology, 2-year post high school cur- | 


riculum, 5543 
management— 
poultry house floor management, farm 
building plan, 505 
publications, price list, 6171 
real estate market developments, 5530 
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Fast reactors, see Reactors (atomic). 

Fasteners, see 'astenings. 

Fastenings : 
mechanical fasteners and _ materials, 

guided missiles preferred items list, mil- 
itary standard, 5509 

threaded fasteners, Federal item identifica- 
tion guide, change, 5492 

Fatalities, see Death. 

Fawcett. John, internal revenue assessment 
lists, 1862-66. for Territory of Colorado, 
pamphlet, 6035 
C, see Federal Communications Commis- 
sion. 

FDA, see Food and Drug Administration. 

Federal agencies, see Government offices. 

Federal aid, see Grants-in-aid. 

Federal Aviation Administration : 

Federal aviation regulations, 5588-91 

handbook series, 5592—93 

man in maintenance, reliability system, 
symposium, 5585 

Report RD series, 5596 

rule making procedures, Federal aviation 
regulations, 5588 

Federal buildings, see Public buildings. 

Federal civil service, see Civil service. 

Federal Communications Commission, pub- 
lie safety, industrial, and land transporta- 
tion radio services, recommended operating 
techniques and procedures manual, 5601 

Federal credit unions: 
act, and related statutes, amended to 

Dec. 31, 1968, 5602 

bylaws, Spanish edition, 5603 

Federal employees, see Government officials 
and employees. 

Federal employees’ compensation act, sce 
Employers’ liability and workmen’s com- 
pensation. 

Federal employment, see Employment. 

Federal expenditures, see Finance. 

Federal fair employment practice act, see 
Discrimination in employment. 

Federal Government, see Government. 

Federal grants for clean water, 5655 

Federal Health Programs Service, PHS, an- 
nual statistical summary, management 
data, 6179 

Federal Housing Administration : 

FHA homes, insuring operations under 
sec. 203, 1967 data for States and se- 
lected areas, 5607 

financial statements, 1967, GAO examina- 
tion, 5323 

low FHA helps on home trade ins, Spanish 
edition, 5745 

Rossmoor Leisure World developments, 
decision not to require builder’s cost 
certification, GAO report, 5686 

Federal intermediate credit banks, banks of 
Farm Credit System supervised by Farm 
Credit Administration, audit report, 5340 

Federal item identification guides : 
conduit outlets, change, 5487 
electric posts, splices and 

change, 5488 

keys and pins, change, 5489 

rod and rod section, ground, change, 5490 

cee tubes and components, change, 

threaded fasteners, change, 5492 

threaded studs, change, 5493 

Federal manual for supply 
5477-78 

Federal Maritime Commission, SP series, 


terminals, 


cataloging, 





5610-14 
Federal Mediation and Conciliation Service: 
annual report, 5615 
Director, nomination of James C. Counts, 
hearing, 5461 
| Federal National Mortgage Association, par- 
| ticipation certificates issued, opinion of 
Attorney General, 5879 
| Federal planning, see Bconomic policy. 
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Federal Power Commission : 
P series, 5617 
reports, opinions, decisions, and orders, 
und volume, 5616 
Federal Prison Industries, Inc., financial 
statement, 1968, GAO examination, 5342 
Federal reserve banks, Federal reserve dis- 
count mechanism, system proposals for 
change, report, 540 
Federal reserve par list, 5643 
Federal reserve system, discount mechanism, 
proposals for change, report, 540 
Federal regulations, see Code of Federal reg- 
ulations.—also subjects. 
Federal Safety Council, safety aids decision- 
—. 5 
Federal Savings and Loan Insurance Cor- 
gecettes : 
audit repost, 5343, 5683 _ 
financial statements, 5605 
— specifications, see Government sup- 
lies. 
Federal standards, 5647-48 
Federal test method standards, 5650 
Federal Trade Commission, statutes and 
court decisions, 1967 supplement, 5653 
Federal Water Pollution Control Adminis- 
tration, Federal grants administered for 
clean water, 5655 
Feed, see Food for livestock. 
Feed systems (antennas), see Antennas. 
Fellowships : 
higher education, 1969-70, 
training programs, 5541 
international postdoctoral research, Pub- 
lic Health Service, 1968 awards for 
study in U.S., 6065 
national defense education act, awards for 
modern foreign languages and area 


personnel 


Ferguson, Robert E.. return to work after 
severe disability, 6230 

Ferrous metals, metalliferrous deposits near 
Granite Mountain, eastern Seward Penin- 
sula, Alaska, 5712 

Fess, Lawrence R., preliminary results of 
5263 X-ray protection surveys of facilities 
with medical X-ray equipment, 6189 

Ffolliott, Peter F., observations of snowpack 
accumulation, melt, and runoff on small 
Arizona watershed, 5676 

FHA, see Federal Housing Administration. 

Fibers, cotton, man-made fiber textile in- 
dustries, earnings and supplementary bene- 


fits, 5909 
FIIG, see Federal item identification guide. 
Fiji Islands, economic trends and their im- 
plications for United States, 5792 
Filaments, boron-filament-reinforced epoxy 
rings and belts, tensile behavior, 6008 
Files and filing (documents) : 
files maintenance and disposition, DSA, 
manual change, 5485 
Files, pension and bounty-land warrant ap- 
lications in National Archives, 6030 
Fillers (in wood, metal, etc.) : 
friction and wear of 9 polymers with vari- 
ous fillers in liquid hydrogen, 601 
Films, see Motion pictures. 
Filmstrips, what’s new on smoking, 6214 
Filters and filtration, hyperfiltration mem- 
branes, water transport, 5761 
Filtration, see Filters and filtration. 
Finance : 
financial assistance for nonprofit sponsors 
id and moderate income housing, 


Snsneial fieveinpmenta in 1968, 4th quar- 
er, 
financial statements— 
Federal Housing Administration, GAO 
examination, 5323 
Federal Prison Industries, Inc., GAO 
examination, 5342 
Federal Savings and Loan Insurance 
Corporation, 5605 
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Finance—Continued 
financial statements—-Continued 
Gorgas Memorial Laboratory, 5325 
low-rent public housing program fund, 
Housin and rban Development 
Dept., GAO audit, 5684 
National Guard, quarterly review of State 
operating budget, administration, 6057 
receipts and expenditures of U.S., com- 
bined statement, 5009 
rehabilitation financing, RAA programs 
handbook, 5743 
State and local finances, significant fea- 
tures, 5013 
USSR economy and industry, reports on 
economy, finance, and planning at Re- 
public Supreme Soviet sessions, 5819 

Finance Committee, Senate, committee 
prints, 5438-40 

Finance companies, business finance com- 
panies, 5642 

Financial assistance, see Grants-in-aid. 

Financial statements, see Finance. 

Finch, Harold L., computer program for cal- 
culating external thermal-radiation heat 
loads and temperatures of spacecraft orbit- 
ing the planets or the moon, 60238 

Fink, Marvin P., full-scale investigation of 
aerodynamic characteristics of sailwing of 
aspects ratio 5.9, 6007 

FIPS (Federal information processing stand- 
ards), see Standards and standardization. 

Fir, Douglas, reforestation in southwestern 
Oregon, economic guides, 5917 

Firemen (firefighters) : 

District of Columbia, examination an- 
nouncement, amendment, 5248 

Firemen (stokers) : 

boilerman I & C, Navy training course, 


6130 
Fires, see Forest fires. 
First aid, general military training, Air 
Force pamphlet, 5080 
Fish and fisheries : 
current fishery 
5295-96 


statistics, CFS series, 


fisheries, agreement with Japan, 6292 
fishery leaflets, 5301 
fishery problems on high seas in western 
areas of middle Atlantic Ocean, agree- 
ment with Union of Soviet Socialists 
Republics, 6294 
fishery products, shipboard 
studies, final report, 5174 
fishes of Mooseborn National Wildlife 
Refuge, list, 6253 
floating fishing pier, 6321 
freshwater fish, irradiation preservation, 
_ annual report, 5180 
King crab fisheries, agreement with Japan, 
management of fish on Federal lands, by 
States, hearings, 5432 ; 
marine fishes from coastal 
length relations of some, 5304 
Maryland landings, annual summary, 5296 
Middle Atlantic Ocean, western areas, 
agreement with Union of Soviet Social- 
ist Republics, 6295 
publications, price list, 6169 
radiation-pasteurization, Pacific crab and 
flounder annual report, 5173 
— landings, annual summary, 
vo v0 
special scientific reports, fisheries series, 
5302-7 
sport fish programs, 6257 
see also names or classes of fish. 
Fish ladders, see Fishways. 
Fish scales, see Scales (fishes). 
Fisher, Carl F., soil survey, 
County, Okla., 6246 
Fisheries, see Fish and fisheries. 
Fishery products, see Fish and fisheries. 
Fishing, see Fish and fisheries. 


irradiator 


Georgia, 


Oklahoma 
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Fishing gear, commercial, selected items, 
United States tariffs on, 5301 
Fishways, fish ladders for John Day Dam, 
Columbia River, Oreg. and Wash., 5569 
Fisk, Allen L., Missouri Basin Inter-Agency 
Committee, minutes of 155th meeting, 5964 
Fitzpatrick, Robert, performance of nuclear 
reactor operators, 5161 
Fitzsimons General Hospital, Medical Re- 
——— and Nutrition Laboratory, reports, 
Flames, pulverized-coal fiz.r.es flame propa- 
gation in absence of reci.cu'ation, 596 
Fleming, Walter E., attractants for Japanese 
beetle, 5067 
Flies, narcissus bulb fiy damage in home 
gardens, prevention methods, 5046 
Flight : 
flight gas turbine enginer salt deposits 
in compressors, survey, 0994 
inspection manual, 5600 
Morida, postal map, 6160 
F lounders, radiation-pastecurization pro- 
D cesses, annual report, 5175 


Flow 
nov in VTOL lift fan inlets without cross- 
flow, theoretical analysis, 6013 
fluid, slush hydrogen fluid characterization 
and instrumentation, 6051 
two dimensional inviscid jet flow from 
two nozzles at angle to plane surface, 
6012 
Flow of water, see Hydraulics. 
Fluid flow, see Flow. 
Flux, ion flux and target plasma interaction 
during charge exchange, 5144 
FMC SP series, 5610—14 
Fog, artificial modification, USSR study, 


5841 
Fog signals, Naval Oceanographic Office, list, 
North and South America, west coasts, 
etc., change, 6127 
Food : 
costs, retail, farm, marketing, 5057 
distribution facilities for Salt Lake City, 
(Utah, 5050 
fair packaging and labeling act, food pack- 
aging and labeling regulations, synopsis, 
Federal food service program, hearings, 
537% 
food, drug, and cosmetic act, as amended, 
laws, compilation, 5458 
foods for the preschool child, 5238 
for your baby’s first year, 5237 
human needs, problems and prospects, 
hearings, 5463 
lack of food, study, authorization, report, 
5420 
retailing, structure and competitive be- 
havior, economic report, 5652 
worktime required to buy food, 5915 
see also Food poisoning. 
Food and Drug Administration, FDA's drug 
efficacy review, Washington briefing, 5662 
Food for livestock, farms supply technology, 
2-year post high school curriculum, 5543 
Food poisoning, natural food poisons, 5660 
ood stores, see Stores. 
Force and energy, dissociation energy of gas- 
eous titanium monoitride. 5999 
Ford, William F., Hartree-Fock calculations 
with Wood-Saxon basis functions, 6014 
Forecasts, see Weather forecasts. 
Foreign Affairs Committee, House : 
committee print, 5441 
report, 5358 
Foreign agriculture, see Agriculture. 
Foreign aid 
Colombia, case history of U.S. aid, alliance 
for progress, survey, 5445 
technical cooperation, agreement with 
Australia, 6285 
Foreign assistance, see Foreign aid. 
Foreign Claims Settlement Commission, an- 
nual report, 5665 
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Foreign countries : 
background notes, 6260-71 
designation used in compiling U.S. foreign 
trade statistics, code classification, 
schedule C, changes, 5209 
foreign economic trends and their impli- 
cations for United States, ET series, 
5783-99 
living costs abroad, State Department 
indexes, 5913 
on-the-job training and wage-hour stand- 
ards, 5898 
service abroad of judicial and extrajudicial 
documents, convention, 6303 
Foreign currencies, see Money. 
Foreign languages, see Language and 
languages. 
Foreign policy, see International relations. 
Foreign relations, see International relations. 
Foreign Relations Committee, Senate: 
committee prints, 5441, 5445-46 
hearings, 5442-44 
Foreign trade, see Commerce. 
Forest fires: 
critical fire weather patterns in contermi- 
nous United States, 5579 
protecting forests from fire, 5029 
Forest lands, see Forests and forestry. 
Forest planting 
Douglas Fir T caisetation in southwestern 
Oregon, economic guides, 5917 
ponderosa pine forests in Arizona, thin- 
ning, clearcutting, and reseeding affect 
deer and elk use, 5671 
Forest products, demand and price situation, 
5052 
Forest Service: 
research notes, 5669—78 
research papers, 5679 
survival preparedness in rural areas, pro- 
gramed instruction, 5667 
Forests and forestry: 
even-aged silviculture for upland central 
hardwoods, 5026 
forest cover types in northern New Mexico, 
soil temperatures. 5670 
forest floor, different layers. relationship 
to herbage production, 5675 
forest inventory statistics, Humphreys- 
Perry Connty unit. Tenn., 6323 
forestry bulletins, Tennessee Valley Au- 
thority, 63232 
industries. opportunities in 10 counties of 
Tennessee and Virginia, #322 
ponderosa pine forests in Arizona, thin- 
ning, clearcutting. and reseeding affect 
deer and elk. use, 5671 
publie assistance for forest landowners, 
5060 


research notes, 5#R9-—78 
research napers, 5679 
see also Forest fires—National forests. 


Forms. blanks, etc., index of AMC blank 
forms, 5106 

FORTRAN, see Electronic data processing 
systems. 

Foster. John S., jr., nomination, hearing, 
5428 


Foundry sunplies. foundry equipment and 
supply industry, 5196 
Fourney, W. L.. normal mode theory for 
combined structures, 6146 
Fowlkes. Charles W., photoviscoelastic model 
testing. 5983 
Fox. John L.. literature relating ta neuro- 
surgery and neurologic sclences, 6333 
Fracture of metals: 
erack propagation in bigh-strength steel 
under constart eyclic load with variable 
mean loads, 6151 
erack toughness characteristics of several 
alloys for use in heavy sections of high 
sneed aircraft, 5992 
dynamic tear test of temperature ftranst- 
tion from linear elastie to gross strain 
fracture conditions, 6147 
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France, background notes, 6263 

Francis Marion National Forest, birds, list, 
5664 

Franco, J. J., Kaskaskia River navigation 
project, Ill., 55 

Fredella Village, ‘Vicksburg, Miss., low-in- 
come housing demonstration project, 5752 

Freedmen, Refuges, and Abandoned Lands 
Bureau, see Refuges, Freedmen, and Aban- 
doned Lands Bureau. 

Free-stall barn for 50 cows, housing only, 
5055 

Free-stall barn for 62 cows, arrangement 
for dairy system, 5056 

Freight. commodity statistics, annual report, 


French Lick, Indiana, climatic summaries of 
resort areas, 5575 
Frequencies : 
biological effect of nig®: poveener ultra- 
sound, USSR study, 5816 
loss factor and resonant frequency of vis- 
coelastic shear-damped structural com- 
posites, 5976 
Frequency response, of forced-flow single- 
tube boiler with inserts and exit restric- 
tion, 5996 
Friction, and wear of 9 polymers with vari- 
ous fillers in liquid hydrogen, 6018 
Friedelson, Ina, fair packaging, synopsis of 
food packaging and labeling regulations, 
5658 
Friedly. Philip H.. benefit-cost applications 
in urban renewal, summary of feasibility 
study, 5750 
Frosch, Robert A., nomination, hearing, 5428 
Frozen food warehouses, affiliated, improved 
handling methods and layout, 5049 
Fruit, irradiation, 5149 
FPC, see Federal Power Commission. 
FSLIC, see Federal Savings and Loan Insur- 
ance Corporation. 
Fuel: 
hydrocarbon missile fuels, identification 
methods, military standard, 5497 
radioisotope-fueled stirling engine, appli- 
= to circulatory support systems, 
5175 
see alao Turbine fuel. 
Functions (mathematics), see Mathematics. 
Funds, see subjects for which funds are used. 
Furniture, manufacturing, industry trend, 
5197 


G 


G.A.O., see General Accounting Office. 

Gabon, mineral industry, minerals yearbook 
chapter, 5937 

taging stations, Pacific Northwest, average 
water discharge, 1953-67, and change of 
storage in certain lakes and reservoirs, 
5696 

Gainer, Thomas G., investigation of open- 
ing characteristics of all-flexible parawing, 
6001 

Galena, see Blue lead. 

Gallium arsenide, changes in minority-car- 
riers, lifetime resulting from irradiation 
with 22- and 40-MeV protons, 6000 

Galveston Harbor, entrance, model study, 
hydraulic model, investigation, 5574 

Gamma rays: 
effects on quality of stored potatoes for 

fresh market and processing usage, 5148 
gamma dose rates at Rongelap Atoll, 5182 

GAO, see General Accounting Office. 

Gardening, see Gardens. 

Gardens: 
build civic pride with growing plants, 

picture story, 5062 
home and garden bulletins, 5034-45 


Page 116 





Gardens—Continued 
home gardens— 
cabbage insect control, 5035 
chrysanthemum growing, 5038 
narcissus bulb fiy, how to prevent 
damage, 5046 
minigardens for vegetables, 5044 
water management, picture story, 5063 
Gary, Howard L., soil temperatures under 
forest and grassland cover types in 
northern New Mexico, 567 
Gas: 
crude products, production and sales, 6318 
diesel exhaust gas for carbon dioxide, 
carbon monoxide oxygen, methane, 
—, oxides, continuous monitoring, 
5 


dry natural, supply and demand for 
energy in United States by States and 
regions, 1960 and 1965, data, 5933 

hydrogen, pressure vessel problems in 
M-1 facilities, 5986 

natural gas, submodel of PARM (post at- 
tack resource management) prototype 
model, technical report, 5560 

see also Gases. 

Gas ranges, see Stoves. 
Gas turbines, see Turbines, 
Gases: 

gaseous titanium Lssonentintte, dissociation 
energy of, 5999 

produced by burning aircraft interior 
materials, 6038 

transverse gas flow, dynamic response of 
hydrazine-nitrogen tetroxide combus- 
tion, 5992 

Gateway to leadership, United States Air 

Force Officer Training School, 5082 

GATT, see General agreement on tariffs and 
trade. 
Gelatin, trade and tariff information, sum- 

maries, 6316 

Gemini Pos oo § see Project Gemini (man-in- 

space program). 

General Accounting Office : 

Comptroller General decisions, scope line 
index, 5680 

transportation manual for guidance of 
Federal agencies, transmittal sheet, 
5681 

General agreement on tariffs and trade: 
Kennedy round— 
medical and X-ray equipment, special 
report, 5800 
textile machinery, special report, 5801 
General Counsel of Trans te ge Depart- 
ment, report for Coast Gu ard, 5475 
General Services Administration, 
report, 5695 
Generators, see names or types of gener- 
ators. 
Gentile, Columbus R. : 

mineral industry of— 
other European countries, 5943 
United Kingdom, 5950 

Geochemistry, studies in part of Virginia 

City quadrangle, Nev., 5707 

Geodetic satellites, sce Satellites. 
Geological Survey : 

bulletins, 5697-5705 

circulars, 5706-12 

professional papers, 5713-23 

water supply papers, 5726-28 

Geology: 

Antonio dos Santos, Gongo Soco, and 
Conceicao do Rio Acima quadrangles, 
Minas Gerais, Brazil, 5713 

Coal Hill, Hartman, and Clarksville quad- 
rangles, Johnson County and vicinity, 
Ark., 5717 

contributions to general geology 
5699 

Minas Gerais, Brazil (series), 5713 

North American, 1965, bibliography, 5698 


annual 


(series), 
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Geology—Continued 
shorter contributions to general geology 
(series), 5722 
studies in _ ot Virginia City quadran 
gle, Nev., 570 
uranium deposits in Dripping Spring 
Quartzite, Gila County, Ariz., 5720 
Geometry, sailwing of aspect ratio 5.9, 
aerodynamic characteristics, full-scale 
investigation, 6007 
Geophysical Sciences Library og litera- 
ture accessions, guides, 5581- 
Geophysics, studies in part "ot Virginia City 
quadrangle, Nev., 5707 
George Washington Memorial Parkway, 
Mount Vernon section, general informa- 
tion, 6076 
Georgia: 
Appalachian region, raw materials for 
lightweight aggregate, 5963 
coastal, length relations of some marine 
fishes, 53' 
Germany : 
Federal Republic— 
foreign economic trends and their im- 
plications for United States, 5798 
Wuergassen nuclear power plant site, 
design and safety, informatory re- 
port, 5136 
Ghetti, Joseph L., costs of storing and 
handling grain in commercial elevators, 
1967-68 and 1967-70 projections, 5526 
Giant sequoias, see Sequoia. 
Gifts, donated property, valuation, tax in- 
formation, 5780 
Gila County, Ariz., geology of uranium 
— in Dripping Spring Quartzite, 
Glacier poy ae Monument, iceberg 
(poster), 6 
Glennon, John > American foreign policy, 
1966, current documents, 6259 
Glue, trade and tariff information, sum- 
ae 6316 


gold in igneous, sedimentary and meta- 
morphic rocks, 57 
gold in minerals and composition of 
native gold, 5710 
Golden Spike National Historic Site, gen- 
eral information, 6077 
Goldstein, Marvin E., two dimensional in- 
viscid jet flow from two nozzles at angle 
to plane surface, 6012 
Gomez, Manuel, application of statistical 
response surface fitting in predicting lig 
nite properties, 5959 
Gongo Soco quadrangle, Brazil, geology and 
ore deposits, 5713 
Goranson, R. B., application of radioisotope- 
fueled stirling engine to circulatory sup- 
port systems, final report, 5178 
Gorgas Memorial Laboratory : 
annual report, 5325 
financial statements, 5325 
Goring, Sylvia M., census of U.S. civil air- 
craft as of Dec. 31, 1967, 5586 
Gosman, A. L., thermodynamic properties 
of argon from triple point to 300 K at 
pressure to 1,000 atmospheres, 6045 
Gottfried, G. J., shielded thermistor probe 
with portable instrument for measuring 
snowpack temperatures, 5672 
Government: 
and trade problems, some relations of 
metals industry (address), 5200 
Federal— 
domestic programs to assist American 
people in furthering their social and 
economic progress, description, 5519 
job evaluation and ranking, report, 5359 
research and development programs 
financed by, investigation and study, 
authorization, report, 5407 
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Government— Continued 
Federal—Continued 
role in health care, organization, 
financing, ete., of public and private 
activities, examination and review, 
hearings, 5447 
four- a Sean problem solving 
(address), 573 
State and JEM hv 
coustruction expenditures, 5228-29 
. finances, significant features, 5013 
Government contracts : 
code of Federal regulations, 5632-33 
contract pricing, Armed services procure- 
ment, regulation manual, 547 
design adiainistration, GSA handbook, 
6166 
management of value engineering in de- 
fense contracts, course book, 5496 
need for improved guidelines in contract- 
ing for research with Government- 
sponsored nonprofit contractors, Defense 
Dept., Atomic Energy Commission, 
National Aeronautics and Space Ad- 
ministration, GAO report, 5689 
Government employment, see Employment. 
Government offices : 
air pollution abatement by 
facilities, report, 5393 
congressional oversight of administra- 
tive agencies, hearings, appendix, 5454 
cooperation in this Administration (ex- 
eerpt of remarks), 5738 
executive reorganization 
extend authority, 5341 
study, authorization, report, 5406 
files maintenance and disposition, DSA 
manual change, 5485 
Government organization manual, 168, 
supplement, 5637 
reorganization, see, in main alphabet, 
Government reorganization plans. 
training and education programs, stud- 
ies and reports, 1968 fiscal year, 5268 
water pollution control and abatement, 
1966-68 survey, report, 5361 
Government officials and employees: 
ompieres training in Federal service, 


Federal 





statistical annex, 5270 

Federal civilian employment in U.S., by 
geographic area, annual report, 5267 

key step, program to combat drinking 
problems among employees, 5261 

pay comparability procedures, how 
white-collar salaries in Federal serv- 
ice are tied to wage rates in private 
industry, 5912 

salaries of certain officers and em- 
ployees of organizations funded under 
Economie opportunity act, report, 5328 

salary classification laws, compilation, 


5317 
selected public-employee retirement sys- 
tems, holdings, quarterly report, 5226 
work injuries, 1967 report, 5563 
see also Civil service. 
Government Operations Committee, House: 
activities, 90th Congress, Ist and 2d 
sessions, 5376 
committee print, 5376 
reports, 5361-62 
Government Operations Committee, Senate: 
hearings, 5447, 5449 
investigations and studies— 
executive reorganization, 
tion, report, 5406 
Permanent Subcommittee operations, 
authorization, report, 05 
research and development programs, 
authorization, report, 5407 
Government publications: 
monthly catalog, decennial cumulative 
index, 1951-60, 6168 
price lists, Public Documents Division, 
PL series, 6169-71 


authoriza- 
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Government reorganization plans: 
enacted 90th Cong., 1st sess, 5638 
executive— 

extend authority, amend U.S. code, 
5341 
study, authorize, report, 5406 
Government supplies: 
Federal manual for supply cataloging— 
format, content, and preparation of 
Federal supply catalog publications, 
change, 5478 
operating procedures, change, 5477 
Federal specifications, 5646 
Federal standards, 5647-48 
Federal supply catalog, GSA 
catalog, identification list, 5649 
Federal test method standards, 5650 

Graders, agricultural commodity (meat), 
examination announcement, amdt., 5251 

Gradients (mathematics) : 

EOS gravity gradient stabilized satel- 
lite, two alternate damping systems, 
analysis, 5980 

Graduate schools, see Colleges and uni- 
versities. 

Graduate work, 
versities. 

Graduates, matching sheepskins with jobs, 
employment outlook for college grad- 
uates, 5910 

Graikoski, J. T., irradiation preservation 
of freshwater fish, annual report, 5180 

Grain: 
cereals, etc., trade agreement with 

other governments, 6275 
costs of storing and handling grain in 


stock 


see Colleges and _ uni- 


commercial elevators, 1967-68 and 
1969-70 projections, 5526 
farm supply technology, 2-year post 
high school curriculum, 5543 
Grain elevators, costs of storing and 


handling grain in commercial elevators, 
1967-68 and 1969-70 projections, 5526 
Grand County, Colo., Poison Ridge vol- 
ay center, and related mineralization, 
57 
Granger, Harry C., geology of uranium 
deposits in Dripping Spring Quartzite, 
Gila County, Ariz., 5720 
Granite, 3 large granitic bodies in Inyo 
Mountains, Calif., 5721 
Granite Mountain, eastern Seward Penin- 
sula Alaska, metalliferous deposits, 5712 
Grants-in-aid : 
aging projects, 5014-17 
airport program, projects which spon- 
sors are prepared to undertake dur- 
ing fiscal year 1969 and for which 
a have souines Federal financial 
assistance, list, 5089 
child welfare caeeee. Federal grants 
for cae, & 
clean water, % | grants, 5655 
community mental health centers, grants 
for construction and staffing, 6173 
construction of academic facilities, 
gee me followed by aeeeeee Office 
adjusting, GAO report, 5692 
crime control and safe streets act, 
gant and loans awarded, 1968, list, 


Economic Development Administration, 
planning grants for economic develop- 


ment, requirements for approved 
projects, 5518 
education— 


elementary and secondary amend- 
ments of 1969, programs, extend, 
hearings, 5372 

more opportunity, college degree, train- 
ing for a job, Office of Education 
sponsors programs that can assist 
you! 5548 

where the money is, American edu- 
eation’s annual guide to OE pro- 
grams, 5559 
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Grants-in-aid—Continued 


highway program, research and _  de- 
velopment studies using TFederal-aid 
funds, 6217 

law enforcement, grants for compre- 
hensive planning, 5877 

National Institute of Mental Health, 


training support, 5016 

nonprofit organizations, sponsors of low 
and moderate income housing, 5741 

nursing research grants supported by 
a Division, list, 6058 

partnership for health, health services 
development project grants, policy 
statement, 6195 

public works grant rates in qualified 
areas under Public works and eco- 
nomic development act, 5517 


State planning agency grants under 
Omnibus crime control and _ safe 
streets act, guide, 5877 

student financial aid, what, where, 
how, 5556 


water resources planning act of 1965, 
river basin commissions established, 
report, 5332 

Grasslands, grassland cover types in 
= New Mexico, soil temperatures, 

67 

Gravel, on Continental Shelf off north- 

eastern U.S., 5708 

Gravity : 

GEOS gravity gradient stabilized satel- 
lite, two alternate damping sys- 
tems, analysis, 5980 

lateral sloshing in cylinders under low- 
gravity conditions, 6010 

Great Britain: 

ambassador, nomination of Walter H. 
Annenberg, hearing, 5443 

east coast of England, sailing directions, 
change, 6116 

foreign economic trends and their im- 
plications for United States, 5786 

lights and fog signals, list, 6128 

mineral industry, minerals 
chapter, 5950 

west coasts of England and Wales, 
sailing directions, change, 6115 


yearbook 


Great Lakes, light list, and other marine 
aids, 5282 

Great | Lakes Basins Commission, report, 

Great Smoky Mountains National Park, 
general information, 6078 

Greece, air transport services, agree- 


ment, 

Griffin, Noyce L., hospital electrical facil- 
ities, 6183 

Griffiths, Raymond C., physical, chemical, 
and biological oceanography of en- 
trance to Gulf of California, spring of 
1960, 5303 

Gross, D., smoke and gases produced by 
burning aircraft interior materials, 6038 

Gross, Jack E., respect for drugs, com- 
munity service program, 5966 

Ground rods, rod and rod section, Fed- 
~ item identification guide, change, 


Ground water, see Water. 
Growing camellias, 5040 
Growing dates in United States, 5030 
Growing flowering dogwood, 5041 
Growth : 
characteristics of type BE Clostridium 
botulinum in temperature range of 
34° F. to 50°F.— 
annual reports, 5146, 5181 
summary report, 5147 
Guaranties and _ sureties, investments, 
agreement with, St. Christopher, Nevis 
and Anguilla, 6290 
Guidance, see Counselors. 
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Guide for social services in nursing 
homes and related facilities, 6180 

Guide to cost reduction and management 
improvement, 6181 


Guide to record retention requirements, 


5635-36 
Guided missiles, see Missiles. 
Guidelines, regional medical programs, 


6182 

Gulf of Aden, see Aden, Gulf of. 

Gulf of Mexico, see Mexico, Gulf of. 

Gulf of Suez, see Suez, Gulf of. 

Gulick, James W., remarks, Feb. 24, 1969, 
5925 

Gurney, Margaret, New Florencia, case 
study for 1970 censuses of population 
and housing, sampling, 5231 


Guyana: 

agricultural commodities, agreements, 
6282 

mineral industry, minerals yearbook 


chapter, 5938 
H 


H.U.D., see Housing and Urban Development 
Department. 

Hafnium, molybdenum-hafnium-carbon al- 
loys, mechanical properties and heat treat- 
ment, exploratory study, 5997 

Hahn, Gilbert, jr., nomination, 
5437 


Hair, Dwight, demand and price situation 
for forest products, 5052 
Hall, Franklin P., supply and demand for 
energy in United States by States and 
regions, 1960 and 1965, data, utility 
electricity, 5932 
Hamil, David A., nomination, hearing, 5425 
Hammers, safe work guide, 5891 
Hand tools, safety in industry, instructor 
outline, 5890 
Handbooks, see names of departments, etc., 
issuing handbooks—also subjects. 
Handicapped : 
children, education, scholarship program, 
summer 1969, academic year, 3 
education, extend programs, elementary 
and secondary education act amend- 
ments of 1969, hearings, 5372 
— legislation relating to, summary, 


hearings, 


Handle yourself with care, instructor’s guide 
for accident prevention course for older 
Americans, 5018 

Hansen, Grant, nomination, hearings, 5427 

Hardware: 
high-performance turboalternator and as- 

sociated hardware, design of backup gas 
bearings, 5984 
standard interchange codes and media, in- 
formation interchange— 
code, 6039 
perforated tape code, 6040 
recorded magnetic tape, 6041 

Hardwoods, upland central, even-aged silvi- 
culture for, 5026 

Hardy, Edward P., jr., Health and Safety 
Laboratory fallout program, quarterly 
summary report, 5154 

Bazgsem, James W., nomination, hearing, 


Harllee, John, remarks, Nov. 9, 1968, 5610 

Harris, J.C., optimization of JP-4 fuel 
emulsions and development of design con- 
cepts for their demulsification, 5129 

Hart, Ellis D., radioactive sediment tracer 
tests, Houston Ship Channel, Houston, 
Tex., 5571 

Hart, Samuel A., solid waste management, 
composting, European activity and Ameri- 
can potential, 6207 

Hartman quadrangle, Ark., geology, 5717 
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Hartfree-Fock calculations, with Wood- 
Saxon basis functions, 6014 
Hasbrook, A. Howard, peripheral vision cues, 
effect on pilot performance, 4 
Haslett, J. C., two-channel photometers for 
use in smail sounding rockets, 5578 
Hatcheries, see Poultry—Turkeys. 
Hawthorne, J. Russell: 
hot cell equipment ‘developed for remote 
tension test specimen evaluations at 
NRL, 6144 
initial assessments of notch ductility be- 
havior of A533 pressure vessel steel 
with neutron irradiation, 6145 
Hayes, Jack, science for better living, year- 
book of agriculture, 5065, 5321 
te substances, act, laws, compilation, 


Health : 
consumer health services, Public Health 
Service-Labor Seminar, papers, 6198 
documents and committee reports, 6210 
—- miscellaneous laws, compilation, 


a public health workers confer, 


necessities of food, medical assistance 
etc., study, authorization, report, 5426 
partnership for health, 6195 
public— 
laws, compilation, 5458 
RSFSR public health 
tasks, USSR study, 5 
public health educator, 
nouncement, 5272 
radiological, particle accelerator safety 
manual, 619 
respect for drugs, community service pro- 
gram, 5966 
services 9 project grants, policy 
statement, 6195 
smoking and health bibliographical bulle- 
tin, 6206 
statistics— 
data evaluation and methods research, 
6208-9 


organizations, 


examination an- 


data from national health survey, 6211 

data from national Vital Statistics 
System, 6212-13 

United States National Committee on 
Vital and Health Statistics, report, 


6210 
toward a social report, 5736 
USSR, Soviet public health reviewed, 5835 
see also Medical care. 
Health and Safety Laboratory : 
AEC fallout program, quarterly summary 
report, 5154 
appendix, 5155 
Health care in America, 5447 
Health, Education, and Welfare Depart- 
ment 
mental retardation activities, 5731 
nutrition and human needs, statements by 
HEW officials, hearings, 3 
programs for benefit of disadvantaged pre- 
school children, GAO report, 5687 
progress in prevention an cues of air 
pollution, report, 5394 
telephone directory, 5729 
this is HEW, general information, 5735 
Health insurance: 
disabled, 7 aeana under social security, 
report, 
medicare— 
for people 65 or older, brief explanation, 
6238 


important facts about medical insur- 
ance, 6 
supplementary medical insurance pre- 
mium rate, statement, 5732 
utilization of short- “stay hospitals, sel- 
ected characteristics of discharged 
patients, 6232 
statistics, HI series, 6232 
see also Old- -age, survivors, disability and 
health insurance, 
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Hearn, Jackson B., foreign trade regulations 
of Ceylon, 5287 
Heart, effects of right and left vagal cooling 
on heart rate, 5084 
Heat: 
comparison of Brayton and Rankine cycle, 
mugnetogasdynamic spice-power gel- 
eration systems, 6022 

external thermal radiation heat loads and 
temperatures of spacecraft orbiting the 
planets or the moon, computer program 
for calculating, 6023 

Ileat exchangers, performance tests for 
plate heat exchangers used for ultra-high- 
temperature pasteurization processes, 6196 

Heat treatment of molybdenum-hafnium- 
carbon alloys, exploration study, 5997 

Heating Hs scam and “ger industrial 
plant equipment handbook, 5481 

Heermann (destroyer DD-532) : 
loan, extension, agreement with Argen 

tina, 6301 

Held, Edward F.: 

atoll soil types in relation to distribution 
of fallout radionuclides, 5183 
gamina dose rates at Rongelap Atoll, 5182 
Helicopters, ASW helicopter effectiveness, 
increase through communications train- 
ing, 6134 
Helium : 
compressibility factors for helium and 
carbon dioxide mixtures at 0°, 20°, 23°, 
and 35°C and to 900 psia, 5957 

oxygen mixture at simulated altitude, and 
room air at ground level, speech record- 
ings in, comparison, 5083 

Hellman, Hal, spectroscopy, 5192 

Hellman, Ida L., utilization of short-stay 
hospitals under Medicare, selected char- 
acteristics of discharged patients, 6232 

Hely, Allen G., lower Colorado River water 
supply, its magnitude and distribution, 

71 

Henderson, John B., address, Feb. 21, 1969, 

5285 

Heras, C. A., phenomenological and micro- 
scopic analysis of properties of even-even 
nuclei, 5160 

Herbage, production, relationship of differ- 
ent forest floor layers, 5675 

Herbicides, use in controlling ironweed and 
buckrush, evaluation of methdos of ap- 
ype and combinations of treatments, 
506 

Herrmann, Frank A., jr., model studies of 
navigation improvements, Columbia River 
estuary, hydraulic and salinity verifica- 
tion, 5572 

Hess, H. L., analytical and experimental 
study of dynamics of single-tube counter- 
flow boiler, 5972 

HEW, see Health, Education, and Welfare 
Department. 

Heyson, Harry H., use of superposition in 
digital computers to obtain wind-tunnel 
interference factors for arbitrary config- 
urations, with particular reference to 
v /STOL models, 6025 

Hickel, Walter J. 
remarks— 

Mar. 1, 1969, 5758 
Mar. 3, 1969, 5759 

Higher education, see Colleges and univer- 
sities. 

Highway safety, see Safety of life. 

Highways, see Roads and highways. 

Hill-Burton program, hospital and medical 
facilities series under Hill-Burton pro- 
gram, 6183 

Hittle, James D., nomination, hearing, 5428 

Hodgson, James D., nomination, hearing, 
5462 


Hogs. see Swine. 

Holding companies, see Banks and banking. 

Holidays, Federal, consideration, authoriza- 
tion, report, 5412 
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Hollenbeck, Ronald P., raw materials for 
lightweight aggregate in Appalachian re- 
gion, Ala. and Ga., 5963 

Ilolmes, Robert W., description and evalua- 
tion of method for earemning incident 
solar radiation, etc., 5302 

Home economics, home and garden bulletins, 


—45 
Homemaking, see Home economics. 
Homeowners, see Homes. 
Homes: 
FHA, insuring sgreeiene under sec. 203, 
1st data for States and selected areas, 


mortg nanan’ guide, assistance and interest 
eduction payments, change, 5739 
selene storage, safe and sanitary han- 
dling, 6205 
trade-ins, how FHA helps, Spanish edi- 
tion, 5745 
veterans, home-buying guide, 6342 
Hoover, B., seismic activity during 1968 
test pumping at Rocky Mountain arsenal 
disposal well, 5711 
Hopi Reservation : 
hydrogeology (series), 5715 
stratigraphy, Chinle and Moenkopi for- 
mations, 5715 
Horizon, radiance profiles, technique to infer 
atmospheric temperature, structure, 6015 
Hospitals : 
computer based biomedical information 
— logic foundation and techniques, 


diets, technical mraneel. 5126 
electric facilities, 618 
— cost to design, 
equip, GAO survey, 56 93 
hospital and medical facilities series under 
Hill-Burton program, 6183 
medicare program, utilization of short- 
stay hospitals, selected characteristics 
of discharged patients, 6232 
persons hospitalized by number of hos- 
pital episodes and days in year, 1965-— 
66, statistics, 6211 
see also Veterans hospitals. 
Hosterman, John W., clay deposits of Spo- 
kane County, Wash., 5702 
Hot cells, equipment developed for remote 
tension - ed specimen evaluation at 


construct, and 


Hours of labor : 
fair labor standards act, hours worked, 


in foreign countries, wage-hour standards, 
5898 


“a per man-hour indexes, industry, 
House Administration Committee, 
report, i 
House documents, 5319-43 
House of Representatives : 
journal, 90th Cong., 2d sess. 5318 
payment of compensation for committee 
employees, report, 5345 
rules, amend to change name of Un- 
Suestenn Activities Committee, report, 


House reports, public bills, 5344-63 
Household goods, durables, recent pur- 
chases and expectations to buy during 
months ahead, 5225 
Households, income, 1967, by selected char- 
acteristics of the head, 5224 
Houseman, Kenneth A., nomination, hear- 
ing, 5 
Houses : 
military man who wants to buy a house, 
Spanish edition, 5747 
recent purchases and expectations to buy 
during months ahead, 5225 
Same: 
building the American city, report, 5326 
census 1970, New Florencia, sampling, 
case study, 5231 


House, 
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Housing—Continued 
dealers and individuals subject to certain 
sections of title 1, National housing act, 
list, 5606 


exception income limits, 5740 
legislation of interest to Housing and 
Urban Development Dept., summary, 


5751 
living units, minimum gesneety standards, 
interim revision, 560 

low and moderate income, financial as- 
sistance for non-profit sponsors, 5741 

low-income, Fredella Village, Vicksburg, 
Miss., demonstration project, 5752 

low rent, public housing program fund, 
Housing and Urban Development Dept., 
financial statements, GAO audit, 5684 

military family, policies, procedures, and 
practices for determining requirements, 
Defense Dept., GAO report, 5691 

— property standards, multifamily, 

) 

mortgagees’ guide, assistance and interest 
reduction payments, change, 5739 

national goals, annual report, 5338 

veterans, home-buying guide, 6342 

Sane see Urban Development Depart- 
ment : 

Assistant Secretaries, nominations of 
Floyd H. Hyde, Samuel C. Jackson, and 
Samuel J. Simmons, hearing, 5431 

consumer bulletins, 5744-47 

General Counsel, nomination of Sherman 
Unger, hearing, 5431 

HUD guide series, 5739 

HUD handbooks, 5740-43 

IP series, 5744-48 

legislation of interest enacted during 90th 
Congress, summary, 5751 

low-rent public housing program fund, 
financial statements, GAO audit, 5684 

MP series, 5749—50 

Rossmoor Leisure World developments, 
FHA’s decision not to require builders 
cost certification, GAO report, 5686 

Secretary, nomination of George W. Rom- 
ney, hearing, 5430 

TS series, 5752 

Under Secretary. nomination of Richard 
C. Van Dusen, hearing, 5431 

Housing insurance, see Mortgage insurance. 

Houston Ship Channel, radioactive sediment 
tracer tests, 5571 

Howard, B. Y., radiation chemical reactions 
of olefins with methanethiol and with 

methylsilanes and of dimethylamine, 5159 

HUD, see Housing and Urban Development 

Department. 

Hughes County, Okla., soil survey report, 

6245 

Human engineering, human factors research 
and development, 14th annual confer- 

ence, proceedings, 5128 

Human personality and modern technology, 

USSR, 5865 

Humphreys County, Tenn., forest inventory 
statistics, 6323 
Hunger: 

American Hunger Commission act, hear- 
ings, 5373 

human needs, problems and prospects, 
hearings, 5463 

hunger and malnutrition in United States, 
hearings, 5373 

lack of food, study, authorization, report, 


4a 
Hunger Commission, establish, hearings, 
5373 


Huntington Beach, Calif., population, spe- 
cial census, 5223 

Hurley, Evelyn M., business financing by 
business finance companies, 5642 

Huss, Ralph E., despatches from U.S. con- 
suls in Manzanillo, Mex., 6031 

Hutchins, Clayton D., statistics of State 
school systems, 5555 
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Hyde, Floyd H., nomination, hearing, 5431 
Hydraulics : 
applications of hydraulics, 5725 " 
Columbia River, estuary, verification, 
model studies, 5572 
model investigations— 
fish ladders for John Day Dam, Co- 
lumbia River, Oreg. and Wash., 5569 
Galveston Harbor entrance, Tex., study, 
55 


Hydrazine, hydrazine-nitrogen tetroxide 
combustion, dynamic response to trans- 
verse gas flow, 5992 

Hydrocarbons, missile fuels, identification 
methods, military standard, 5497 

Hydroelectric power, see Electricity. 

Hydrogen: 
anodic oxidation, on iron and platinum in 

sodium hydroxide solution, 613 
gas pressure vessel problems in M-—1 fa- 
cilities, 5986 
kryptonate hydrogen 
final report, 5164 
liquid friction and wear of 9 polymers 
with various fillers, 6018 
slush, fluid characterization and instru- 
mentation, 6051 


detection system, 


Hydrogeology, Navajo and Hopi Indian 
reservations (series), 5715 

Hydrology : 

eontributions to hydrology of United 


States (series), 5728 
course in hydrologic services, 6348 
Hydromagnetic systems, equations, spher- 
ical harmonic expansion, tables of inte- 
grals for, 5577 
Hydromagnetic waves, see Magnetohydro- 
dynamics. 
Hydrometeorology, hydrometeorological re- 
ports, 6349 


I 


1.G.Y., see International Geophysical Year, 
1957-58. 

Icebergs. Glacier Bay National Monument 
(poster), 6090 

Iceland, agricultural commodities, agreement, 
9 


6279 
Identification, aircraft and related products, 
Federal aviation regulations, 55 
Ideology : 
effectiveness of ideological work, USSR 
review, 5848 
Soviet people need improved ideological 
education, 5846 
Igneous rocks: 
gold in igneous, sedimentary and meta- 
morphie rocks, 5709 
Poison Ridge volcanic center, Grand and 
Jackson Counties, Colo., 5706 
sce also Lava. 
IGY, see International Geophysical Year, 
1957-58. 
Illinois, Agricultural Stabilization and Con- 
servation Service annual report, 5025 
Image intensifiers, intensification and re- 
duction of Kodak no-screen medical x-ray 
film, 6138 
Images: 
conversion, use of cybernetics, USSR stud- 
ies, 5858 
image enhancement with prolate spheroidal 
wave functions, 6148 
Impact, erosion, multiple liquid, experi- 
mental and analytical investigations, 5982 
Impedance, admittance of parallel-plate aper- 
ture illuminating displaced dielectric- 
dielectric boundary, 6004 
Important facts about medical insurance 
part of medicare, 6236 
Importers, American, and Shipping act, 1916 
{remarks), 5611 
Imports, see also names or classes of articles 





imported. 
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Imprint on living, report on progress, 5031 
Impurity profile and energy band diagram 
for cuprous sulfide-cadmium sulfide hetero- 
junction, 6021 
Inauguration of the President, see President 
of United States. 
Incentives in industry : 
new incentives increase industrial output, 
USSR study, 5829 
work incentive program for public assist- 
ance recipients, 5440 
Incipient and developed, cavitation in liquid 
eryogens, 6050 
Income : 
consumer income, series, 5224 
exception income limits for housing, 5740 
household, 1967, by selected characteristics 
of the head, 5224 
tax returns, statistics, corporations, 5777 
Income tax: 
corpotations, speed-payments conferees de- 
cisions, summary, 5439 
deduction for contributions, 5768 
double taxation, agreement with Trinidad 
and Tobago, 6300 
employer’s tax guide, 5765 
how Federal tax applies to condemnations 
of private property for public use, 5767 
returns, statistics, corporations, 5777 
valuation of donated property, 5780 
Indexes : 
AMC publications and blank forms, 5106 
— Energy Commission news release, 


commanders digest, 5479 

Comptroller General decisions, 5680 

Employees’ Compensation Appeals Board 
decisions, index digest, 5561 

Government publications, monthly catalog, 
decennial cumulative index, 1951-60, 


6168 

outdoor recreation literature, 6155 

output per man-hour, motor vehicles and 
equipment industry, 5900 

RBA publications, 6219 

research in education (periodical) report 
résumé, 5551 

Indiana, water pollution, pollution of Lake 
Erie and its tributaries, etc., conference, 
proceedings, 4th session, 5656 

Indians: 

American, calendar, 5753 

children, education, etc., study, authori- 
zation, report, 5416 

education of children, extend programs 
elementary and secondary education act 
amendments of 1969 hearings, 5372 

ae miscellaneous laws, compilation, 

see also names of reservations or tribes. 

Indian lands, disposal of rights in Indian 
tribal lands without tribal consent, pro- 
posal, 5362 

Industrial arbitration, see Collective bar- 
gaining. 

Industrial management, solid waste manage- 
ment, composting, European activity and 
American porsatiet, 6207 

Industrial anew see Plants (industrial). 

Industrial Property, International Bureau 
for Protection of, see International Bureau 
for Protection of Industrial Property. 

Industrial safety, see Safety of life. 

Industry : 

Business, Industry & Education, Ine., cor- 
porations and educators form partner- 
ship in learning, 5534 

current industrial reports, 5210-11 

industry trend series, 5197 

scientific and technical personnel in in- 
dustry, 5897 

unemployment insurance tax rates by in- 
dustry, 5 

USSR economy and industry reports on 
ss finance, and planning at Re- 
public Supreme Soviet sessions, 5819 
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Industry—Continued. 
wage survey, pulp, paper, and paperboard 
mills, 5896 
see also names of industries. 
Infants: 
a milk a good formula for babies, 
5233-35 


food for your baby’s first year, 5237 
Information, see also Public information. 
Information services : 

Federal information processing standards 

publication— 
Federal general data standards, repre- 
sentations and codes— 
ealendar date identification, 6042 
come of States of United States, 


044 
States of United States, 6043 
FIPS pubs, 6039-44 
hardware standard interchange codes 
and media, information  inter- 
change— 
code, 6039 
perforated tape code, 6040 
recorded magnetic tape, 6041 
Information storage and retrieval systems: 
computer-based biomedical information 
system, logic foundations and techni- 
ques, 5133 
MARC pilot project, final report, 5921 
urban and regional information systems 
for planning in metropolitan areas, 5749 
Informed consent, 5659 
Infrared rays, horizon radiance profiles, tech- 
nique to infer atmospheric temperature 
structure, 6015 
Injuries : 
fatal and injury accident rates, 1967, on 
spt and other highway systems, 


mineral industries injury experience and 
worktime, 5935 
spinal cord clinical conference, proceed- 
ings, 6335 
see also Employers’ liability and work- 
men’s compensation. 
Insecticides : 
attractants for Japanese beetle, 5067 
narcissus bulb fly damage prevention, 5046 
see also names of insecticides. 
Insects : 
cabbage in home gardens, 5035 
cactus-feeding insects and mites, 6070 
lawn, how to control them, 5036 
Inspection (industrial) ; 
how to inspect chart— 
HTIC LS series, 5892-93 
radial saw, 5892 
table saw, 5893 
visual inspection guide for rubber sheet 
material, military standard, 5499 
Inspection (military), see Military supplies. 
Installations (military) : 
defense disposal manual, change, 5484 
emergency construction, architectural de- 
sign, Army technical manual, 5124 
facility design and construction, Air Force 
design manual criteria and standards for 
Air Force construction, 5073 
roads, walks, storage areas, geometric de- 
sign, ete., Army technical manual, 5125 
see also Roads and highways. 
Institutions, higher educational personnel 
training programs, 1969-70 institutes 
and short-term training programs, 5541 
see also Mental institutions. 
Instrument flying, handbook, 5594 
Instrumentation, slush hydrogen fluid charac- 
terization and instrumentation, 6051 
Insurance, see types of insurance. 
Integrals, tables, for spherical harmonic ex- 
pansion of hydromagnetic equations, 5577 
Intellectual Property Organization, World, 
see World Intellectual Property Organiza- 
tion. 


Do not order from index; see indicated entry 





Inter 
Inte! 


Inte! 
as 


8) 


Tnt 
Int 


n 
Inti 


re- 


les 
er- 


is: 
ni- 
ns 
49 


h- 
re 





Aprin 1969 


Intelligence (military), see Military intelli- 
gence. 

Interior and Insular Affairs Committee, 
House, investigations and studies au- 
thorization, report, 5346 

Interior and Insular Affairs Committee, 

Senate: 

hearings, 5450-52 

investigations and studies authorization, 
report, 5408 

Interior Department : 
conservation yearbook series, 5756 

Interior Department : 
saline water research and development 

progress report, 5760-63 
Under Secretary, nomination of Russell 
E. Train hearing, 5452 
Intermediate credit banks, see Federal inter- 
mediate credit banks. 
Intermolecular forces and liquid state, 5762 
Internal revenue: 
assessment lists, 1862-66, for Territory of 
Colorado, pamphlet to accompany micro- 
copy, 6035 

code of Federal regulations, 5627-28 

code, tax reform, proposals and studies, 
5327 

procedure and administration, IRS, loose- 
leaf regulations system, 5770 

revenue procedures, 5771-76 

see also Taxation. 
Internal Revenue Service: 
circulars, 5765 
examination of returns and claims for re- 
fund, credit or abatement, determina- 
tion of correct tax liability, 5772 

looseleaf regulations system procedure and 
administration, 5770 

report 1968— 
departmental edition, 5766 
document edition, 5324 

revenue procedures, 5771-76 

rulings and determination letters, issuance 
procedures, 5771, 5773-76 

summer employment opportunities, we 
thought you’d never ask, 5781 

Internal security, see National security. 

Internal Security Committee, House, desig- 
nate report, 5356 

International agreements : 
in force, list, 6304 
treaties and other international agree- 

ments, 6305 
see also subjects, names of countries, etc. 
International Atomic Energy Agency : 
nuclear power and water desalting plants 

for southwest United States and 
northwest Mexico, preliminary assess- 
ment conducted by joint United 
States-Mexico-International Atomic 
Energy Agency study team— 

executive summary, 5177 

report, 5179 

International Bureau for Protection of In- 
dustrial Property, Paris convention as re- 
vised at Stockholm, text, 5395 

International classification of diseases, 
adapted for use in United States, 6178 

International code signals, see Signals. 

International Development Agency, tele- 
phone directory, 6274 

International Development Association, par- 
ticipation by U.S., increase hearing, 5370 

International Geophysical Year, 1957-58, 
aurorae and airglow, results of research on 
International Geophysical projects, 6026 

International law digest, 6272 

International negotiations on Treaty on Non- 
proliferation of Nuclear Weapons, 5105 

International relations : 
foreign policy of U.S., American foreign 

policy, 1966, current documents, 6259 
general foreign policy series, 6273 
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International relations—Continued 
legislation on foreign relations, collec- 
tion, 5441 
International Statistical Training and Work- 
shop Office supplemental courses for case 
studies in surveys and censuses, ISP series, 
5232 
Interns, see Dentists. 
Interpretative bulletins, Wage and Hour 
and Public Contracts Divisions, 6347 
Interstate agreements, water resources plan- 
ning act of 1965 river basin commissions 
established report, 5332 
Interstate and Foreign Commerce Committee, 
House: 
hearings, 5377-78 
investigations and studies authorization, 
report, 5352 
joint committee print, 5458 
reports, 5360, 5363 
Interstate Commerce Commission : 
decisions (bound reports), 5805 
rules of practice, 5807 
Inventories, livestock and poultry, 6311 
Inverter-converter automatic paralleling and 
protection, 5971 
Investments : 
foreign, living with direct controls (re- 
marks), 5293 
guaranties, argeement with St. Christoper, 
Nevis and Anguilla, 
Inyo Mountains, descriptive petrography of 
3 large granitic bodies, 5721 
Ionization, equilibrium equation of state at 
stellar temperatures and densities, tables, 


6142 
—a radiation, effects on colloids, report, 
515 


Ions, 
ion flux and target plasma interaction 
during change exchange, 5144 
IP series, 5744-48 
any military missions, agreement, 6288 
ron: 
anodic oxidation of hydrogen on iron in 
sodium hydroxide solution, 6137 
ore Steep Rock iron-bearing materials, 
reduction roasting operations, 5962 
Ironweed, response to herbicides and to her- 
bicides in combinations with mowing, nito- 
gen fertilizer, and surfactants, 5068 
Irradiation, see Gamma rays—neutrons— 
Radiation. 
Irradiators, fishery products shipboard ir- 
radiator studies, final report, 5174 
Irrigation : 
and land reclamation in Soviet agriculture, 


quality of surface waters, Western States, 
5726 


IRS, see Internal Revenue Service. 
Irwin, Richard, projections of population of 
metropolitan areas, 5217 
Islands, see Caribbean area. 
Isotopes : 
alpha emitting, production of monoener- 
getic X-rays, generation and practical 
use, 5163 
radioisotepe-fueled stirling engine, appli- 
eation to circulatory support systems, 
5178 
ISP series, 5231 
Israel, foreign economic trends and their 
implications for United States, 5795 
Iteration (mathematics) : 
iterative solutions, second-order errors in 
linearized velocity corrections and their 
effects on rate of convergence of, 6003 
It’s your choice, how to choose the military 
service program that will serve you best, 
5495 
It’s your world, 5756 
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It’s your world, grassroots conservation 
story, 5754 

Ivory Coast, capsule facts for Armed Forces, 
5101 


J 


J. N. Ding Darling National Wildlife, Refuge, 
general information, 6249 
as ye Samuel C., nomination, hearing, 


Jackson County, Colo., Poison Ridge vol- 
come center and related mineralization, 
Jacobs, D. G., sources of tritium and its 
1 ied upon release to environment, 


Jamaica, background notes, 6264 


—- 
sheries— 
King crab, agreement, 6293 
off U.S. coast and salmon fisheries agree- 
ment, 6292 
Japanese beetles, see Beetles. 
ICH series, 5520-21 
Jenkins, Julian L., jr., parametric study of 
blade-motion stabil lity boundaries for 
articulated rotor, 6002 
Jenkins County, Ga. ., SOil survey report, 6244 
Jennings, John, Rx label, basis for all pre- 
’ agg ng information, 5661 
Jets: 
mechanisms of plasma jet cutoff by trans- 
wae magnetic fields, investigation, 


two dimenstional inviscid jet flow from 
two nozzles at angle to plane surface, 


6012 

Job analysis, job evaluation and ranking 
in — Government, report, 5359 

Job Corp 
handbooks, 5520-21 
teacher, and guidance counselor, examina- 

tion announcement, 
training standard for painiter, 5521 
women’s centers vocational programs, 5520 

Job evaluation, see Job analysis. 

Jobs, see Civil service—Employment— 
Occupations. 

John Day Dam, Columbia River, Oreg. and 
Wash., fish ladders, hydraulic model in- 
vestigatons, 5569 

Johnson, Lyndon B., see President of United 
States. 

Johnson, Mrs. Lyndon B., tributes to, in 
Congress of United States, 5390 

Johnson, R. L., fish ladders for John Day 
a Columbia River, Oreg. and Wash., 


55 
Johnson, Thys B., improving returns for 
mine products through use of operations 
research a 5956 
Johnson County, Ark., Coal Hill, Hartman, 
and Clarksville quadrangles, geology, 5717 
Joint Publications Research Service, JPRS 
series, 5809-76 
Jones, J. Earl, admittance of parallel-plate 
aperture illuminating displaced dielectric- 
a electric boundary, 6004 
Jones, Robert S.: 
gold in igneous, sedimentary and meta- 
morphic rocks, 5709 
gold in minerals ‘and composition of native 
gold, 5710 
Jorgenson, Sherrell C., length relations of 
some marine fishes from coastal Georgia, 


J 

Journals, House of Representatives, 90th 
Cong., 2d sess., 5318 

Joyce, Bruce R., teacher-innovator, program 
to prepare teachers, 5557 

JPRS series, 5809-76 

Judge Advocate General, Air Force, report, 
« v0 

Judge Advocate General, Army, report, 5475 

Judge Advocate General, Navy, report, 5475 
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Judicial Conference of United States, pro- 
ceedings, reports, 5011 
Judicial procedure, see Civil procedure. 
Judiciary Committee, House, investigations 
and studies, authorization, report, 5350 
Judiciary Committee, Senate: 
hearings. 5453-55, 5457 
investigations and studies— 
constitutional amendments, authoriza- 
tion, reports, 5409 
ae rights, authorization, re- 
constitutional separation of powers be- 
tween executive, judicial, and legisla- 
tive branches of Govt., authorization, 
report, 
Federal charters, holidays, and celebra- 
tions, authorizaton, report, 5412 
internal security laws, etc., administra- 
tion, authorization, report, 
Patent Office administration and patent 
statutes, authorization, report, 5414 
Junior colleges, teachers of science, engineer- 
ing, and technology, 1967, experience and 
employment characteristics, 6098 
Jurisdiction, cede to Montana concurrent 
jurisdiction with United States over real 
property comprising Veterans Administra- 
i-~-4 Center, Fort Harrison, Mont, report, 
Justice Department: 
Assistant Attorney General— 
Antitrust Division, nomination of 
Richard W. McLaren, hearing, 5455 
Civil Division, nomination of William 
D. Ruckelshaus, hearing, 5455 
Civil Rights Division, nomination of 
Jerris Leonard, hearing, 
Criminal Division, nomination of Will 
Wilson, 5455 
Legal Counsel, nomination of William 
H. Rehnquist, hearing, 5455 
Tax Division, nomination of Johnnie 
M. Walters, hearing, 5455 
Deputy Attorney General, nomination of 
Richard G. Kleindienst, hearing, 5455 
opinions of Attorney General, 5879 
—— delinquency, investigation, hearings, 
5 


K 


Kaiparowits region, southeastern, Kane 
County, Utah, new members of upper cre- 
taceous Straight Cliffs Formations, 5705 

Kane County, Utah, new members of upper 
ecretaceous Straight Cliffs Formation in 
southeastern Kaiparowitz Region, 5705 

Kaplan, Paul, ete cong | of mathematical 
models for — bing ship structural re- 
sponse in waves, 6 

Kaskaskia River, Savhesties project, Ill, 
5E 

Katsuwonus pelamis, see Tuna fish. 

Kauffman, Nelson M., Pocono Mountains of 
Pennsylvania, climatic summaries of re- 
sort areas, 5576 

Kelley, Robert T., nomination, hearing, 5428 

Kelsey, Theodore L., soil survey, Belknap 
County, N.H., 6240 

Kennedy, David M.: 
addresses, etc.— 

Feb. 27, 1969, 6329 
Mar. 14, 1969, 6330 

Kennedy Round, see General agreement on 
tariffs and trade. 

Key step, program to combat drinking among 
employees, 5261 

Keys, see Lock and keys. 

Keyserling, Mary D., high cost of sex dis- 
crimination in employment practices, 5566 

mee ee, fisheries, agreement with Japan, 
6 


Kinney, Douglas M., Poison Ridge volcanic 
center and related mineralization, Grand 
and Jackson Counties, Colo., 5706 


Do not order from index; see indicated entry 





Lat 
f: 


} 
Lat 
i 


ns 


ja- 


e- 
ja- 
nm, 


nd 





Aprit 1969 


Kinney, Jo Ann §S., induced colors seen by 
tty My 5928 

Kirkby, M. J., erosion and deposition on 
raised beach, Montague Island, Alaska, 
9718 

Klassen, Elmer T., nomination, hearings, 
54 


6 
Kleindienst, Richard G., nomination, hearing, 

5455 
ney F. L., mineral industry of Sweden, 


Reonts, Elizabeth D., nemination, hearing, 
5 
ten’ 
Republic— 
— commodities, agreement, 
wan wae vessels, extension, agreement, 
6280 


Korean Mail (SS) : 
launching ceremony (remarks), 5610 

Kovar, Mary Grace, variations in_ birth 
weight, legitimate live births, United 
States, 6212 

Krupskaya, N. K., tells scenes from Lenin’s 
last months of life, 5869 

Kryptonate hydrogen detection system, final 
report, 5164 

Ku, Harry H., precision measurement and 
calibration, selected papers on statistical 
concepts and procedures, 6046 

Kushman, L. J., sweetpotato storage, 5028 

Kusler, David J., mineral industry of Vir- 
ginia, 5951 

Kwiat, Eugene V., effects of gamma radiation 
and chemical treatment on quality ol 
stored potatoes for fresh market and proc- 
essing usage, 5148 


L 


Labels : 
catalog of copyright entries, 5472 
fair packaging and labeling act— 
food paceemy sae labeling regulations, 
synopsis, 
laws, compilation, 5458 
Rx, basis for all prescribing information, 


Labor : 
man-hour output indexes— 
— vehicles and equipment industry, 


selected industries, 5899 

monthly labor rev iew, reprints, 5910—12 

offshore, agreement with Philippines, 6291 

Public Health Service-labor seminar on 
consumer heaith services, papers, 6198 

see also Farm 5 nl omen—also head- 
ings beginnin ng 

Labor and Public Welfare Committee, 

Senate: 

committee print, 5459 

hearings, 5460-62 

investigations and studies— 
authorization, report, 5415 
education, etc., of Indian children, 

authorization, report, 5416 
joint committee print, 5458 
report, 2 
Labor Department : 

Assistant Secretary— 
nomination of— 

Arnold R. Weber, hearing, 5462 
Willie J. Usery, jr., hearing, 5462 
Commissioner of Labor Statistics, nomina- 

tion of Geoffrey H. Moore, hearing, 5461 
publications, subject listing, 1963-June, 
1968, 5885 
safety training programs— 
how to inspect chart, HTIC LS series, 
5892-93 
safe work guide, SWG LS series, 5891 
Under Secretary of Labor, nomination of 
James D. Hodgson, hearing, 5462 
Labor laws and practice in Chile, 5894 
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Labor organizations, see Labor unions. 
Labor standards : 
Fair labor standards act— 
child labor provisions, guide, 6346 
hours worked, 6347 
Labor Standards Bureau, bulletins, 5890 
Labor Statistics Bureau : 
BLS report series, 5894 
bulletins, 5895-5908 
Labor unions, register of reporting labor 
organizations, revised pages, 5886 
see also Collective bargaining. 
Lakes, trout lakes, control of aquatic weeds 
with crayfish, 6258 
Lambert, Robert M., salivary acid-base levels 
during exposure to elevated carbon dioxide 
atmosphere, 5929 
Lambs: 
crop, 6310 
on feed, 6312 
Land: 
management, Douglas-fir reforestation in 
southwestern Oregon, economic guides, 


people, and recreation in Potomac River 
PRasin, final report, 5755 

see also Real estate. 

Land Management Bureau, technical bulle- 
tins, 5917 

Landing (aircraft) : 
approaches, peripheral vision cues, effect 

on pilot performance, 5194 

Landlords and tenants, rent supplement help 
for tenants, Spanish edition, 5746 

Lang, Helen W., continuous monitoring of 
diesel exhaust gas for carbon dioxide, 
carbon monoxide, oxygen, methane, and 
nitrogen oxides, 5961 

Language and languages, national defense 
education act, awards for modern foreign 
language and area study, 5533 

Lannen, Margaret A., additional interest 
earnings of OASDI trust funds resulting 
from changed interest rate provided in 
1960 amendments, 6229 

Larsen, Roy J., soil survey, Crowley County, 
Colo., 1 

Lasers, carbon dioxide, in space communi- 
cations, USSR stud 55 

Lateral sloshing, see Sioshing. 

Latin America, alliance for progress, survey, 


Columbia, S. aid, case history, 5445 
Latvia, cybernetics, applications, USSR 
Pn. A 5854 


Laundry and laundries, laundering of 
clothing and equipage, military standard, 


Lava: 
ancient lavas in Shenandoah National 
Park near Luray, Va., 57 
lava columns, Devils on National 
Monument (poster) 
Law, see Civil nee = law— 
Legislation—Statutes at large. 
Law enforcement, comprehensive law en- 
forcement planning, grants, 5877 
Law Enforcement ssistance Administra- 
tion, LEEP grants and loans awarded, 
1968, list, 5878 
Lawn insects, how to control them, 5036 
Lawns, water management, picture story, 
5063 
Laws, J. S., hydrogen gas pressure vessel 
problems in M~i facilities, 5986 
Laws, see Labor laws—also subjects. 
Leadership : 
gateway to eaters Air Force Officer 
Training School, 
greater leadershi ‘y “agriculture called 
for, USSR articles, 5826 
military, CPSU conflicts denied, USSR 
study, 5856 
USSR Armed Forces, Party leadership, 
emphasized, 5847 
Leaflets, see names of departments, etc., 
issuing leaflets, also subjects. 
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Leather, hides and skins, leather, methods 
of sampling and testing, Federal test 
method standard, 5650 
LEEP award list 69-01, 5878 . 
Leeward Islands, St. Christopher, Nevis, 
and Anguilla, investment guaranties, 
agreement, 6290 
Legislation : : 
Public Works Committee, House, activities, 
90th Congress, 5381 

selected, relating to the handicapped, 1968 
summary, 5733 

uniform body of Federal law governing 
aircraft crashes, establish, hearing, 
5453 


see also subjects. ; 
Legumes, meadow spittlebug on legumes, 
control, 5048 
Lenin, Viadimir I., Krupskaya tells scenes 
from Lenin’s last months of life, 5869 
Leninism, see Communism. 
Leonard, Jerris, nomination, hearing, 5455 
Lepidoptera, see Moths. : 
Lewis, C. F., results of 1966 regional cotton 
variety tests, 5020 
Lewis, Dorothea J., handle yourself with 
eare, instructor’s guide for accident pre- 
vention course for older Americans, 5018 
Lewis, John R.: 
mineral industry of— 
Gabon Republic, 5937 
Nigeria, 5 
Lewis, L. Barl, Federal pay comparability 
procedures, white-collar salaries in Fed- 
eral service, 5912 
Lewis and Clark Expedition, brief account, 
591 


Liberia, mineral industry, minerals year- 
book chapter, 5940 
Liberty loan acts, see Bonds of United 
States. 
Librarians: 
examination announcement, 5272 
Veterans Administration hospitals, nation- 
wide, career information, 6338 
Library accessions : 
Pakistan, American Libraries Book Pro- 
curement Centers, Karachi-Dacca, 5918 
Soviet literature accessions in Atmospheric 
Sciences Library and Geophysical Sci- 
ences Library, guides, 5581-82 
Library of Congress : 
accessions, Pakistan, American Libraries 
Book Procurement Centers, Karachi- 
Dacca, 5918 
MARC pilot project, final report, 5921 
Public law 480 project, accessions list 
Pakistan quinquennial index, 5918 
research facilities, 5922 
Lice, cattle lice, how to control them, 5047 
Lift fans, VTOL, inlets without crossflow, 
theoretical analysis of flow, 6013 
Light lists, see Lights and lighting. 
Lights and lighting: 
Coast Guard list— 
Atlantic coast, local, 5280 
Great Lakes, 5282 
Mississippi River system, 5283 
Pacific Coast and Pacific Islands, 5281 
Naval Oceanographic Office, list— 
British Isles, English Channel and 
North Sea, 6128 
North and South America, west coasts, 
etc., change, 
obstruction marking and lighting, FAA 
standards, change, 5595 
taxiway centerline lighting system, 5598 
Lignite, properties, application of statistical 
response surface fitting in predicting, 5959 
Lindane, questions of safety involving uses 
—— pesticide pellets, GAO review, 


Linear equations, see Bquations. 
Linear programing. operations 
techniques for imp 


research 
roving returns from 


Linear systems, stability indicative function, 
for linear systems with multiple delays, 
determination, 6024 

Lipset, Seymour M., American student ac- 
tivism in comparative perspective, semi- 
nar on manpower policy and program, 5888 

Liquid hydrogen, see Hydrogen. 

Liquids : 
liquid impact erosion, multiple, experi- 

mental and analytical investigations, 


5982 
liquid state and intermolecular forces, 5762 
quiescent, behavior of large particles fall- 
ing in, 571 
Literature, USSR, Party control at regional 
level, 3 
see also Russian literature. 
Lithuania, public health workers confer, 
5875 
Litigation, see Actions at law. 
Livestock, inventory, 6311 
ae conditions, see Cost and standard of 
ving. 
Living costs, see Cost and standard of living. 
Living expenses, see Cost and standard of 
living. 
Loans: 
crime control and safe streets act, grants 
and loans awarded, 1968, list, 5878 
high school and college work-study pro- 
grams, do your own thing and stay in 
school, 5536 
more education, more opportunity, college 
degree, training for a job, Office of 
Education sponsors programs that can 
assist you ! 5548 
veterans, home-buying guide, 6342 
Loats, Harry L., Jr., correlation study of 
simulation of Gemini extravehicular ac- 
tivity with flight results, 5970 
Local government, see Government. 
Locks and keys, keys, Federal item identifi- 
cation guide, change, 5489 
Logic (symbolic and mathematical) : 
logic foundations and techniques, com- 
puter based biomedical information 
' ae ang 
song, oscoe -+- Soil survey, Hughes 
County, Okla., 6243 ” ” 
Los Angeles County, Calif., disadvantaged 
pare pe children, Federal programs for 
enefit of, GAO report, 5687 
Loss, F. J., dynamic tear test definition of 
temperature transition from linear elastic 
to gross strain fracture conditions, 6147 
Loss factor and resonant frequency of vis- 
coelastic shear-damped structural com- 
posites, 5976 
Louisiana, postal map, 6161 
— rent ne see Housing. 
owery, rgil W., rogress in rea 
physics, 5185 oe — 
LSD, see Lysergic acid diethylamide. 
Lubricants, neopentyl ester, determination 
of ester composition, 6141 
Ludlow Elementary School, Philadelphia, 
right spirit all year long, 5552 
Lumber, lumber and furniture manufactur- 
ing, industry trend, 5197 
—, charts and mosaic series, U.S.A.F., 


Lunar landings, Apollo manned lunar land- 
ing GOSS, ground operational support 
me mission profile (colored poster), 


Lundquist, Arnold L., improved handling 
methods and layout in affiliated frozen 
food warehouses, 5049 
Lungs: 
chronic obstructive lung disease, current 
research, 10th Aspen Emphysema Con- 
ference proceedings, 6174 

chronic respiratory disease, current re- 
search, 11th Aspen Emphysema Confer- 





mine products, 5956 
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Luray, Va., ancient lavas in Shenandoah 
National Park, 5701 

Luxembourg, foreign trade regulations, 5288 

Lyng, Richard E., nomination, hearing, 5425 

Lyophobic colloids, see Colloids. 

Lysergic acid diethylamide, LSD and mari- 
huana abuse among young people, hear- 
ings, 5457 


M.H.D., see Magnetohydrodynamics. 
MA SP series, 5925 
McAndrew, Donald W., summary of snow 
survey measurements for Nevada, 6239 
McCann, Charles R., pulverized-coal flames, 
flame propogation in absence of recircula- 
tion, 5960 
McCarthy, Mary A., comparison of classifica- 
tion of place of residence on death certifi- 
eates and matching census records, 6208 
McCarthy, Philip J., pseudoreplication, fur- 
ther evaluation and opens of bal- 
anced half-sample technique, 6209 
McDonald, Keith L., tables of integrals for 
spherical harmonic expansion of hydro- 
magnetic equations, 557 
Mace, Arnett C., Jr., effects of soil freezing 
on water yields, 5673 
Machine operators, Federal office assistant 
examination, what it is, and how it is 
given, 5260 
Machinery : 
machining centers, way type machines, 
electrical and ultrasonic erosion ma- 
chines, industrial plant equipment hand- 
book, 5482 

medical diagnostic X-ray machines, de- 
velopment and evaluation of automatic 
collimator, 6191 

Machines, see Machinery. 

McKee, Thomas B., technique to infer at- 
mospheric — from horizon radi- 
ance profiles, 6015 

McKnight, M. B.: 
literature review of sprace, western, and 

2-year-cycle budworms, 5679 
24-inch branch as sample unit for egg 
mass surveys of western budworm, 5674 
McLaren, Richard W., nomination, hearing, 
5455 
McLean, John D., second-order errors in 
linearized velocity corrections and their 
effects on rate of convergence of iterative 
solutions, 6003 
McLuceas, John L., nomination, hearing, 5427 
Madagascar, Madagasy Republic, capsule 
facts for Armed Forces, 5098 
Magnetic fields, mechanisms of plasma jet 
cutoff by transverse magnetic fields, in- 
vestigation, 5142 
Magnetic materials, motion of particles in 
helical fields having equipotentials coin- 
ciding with magnetic surfaces, 0 
Magnetic tape, recorded, for information 
interchange hardware standard inter- 
change codes and media, 6041 
Magnetism : 
hot plasma production during injection of 
clusters of fast atoms into magnetic 
traps, 5143 

motion of transit pageeten in system with 
a minimum B, 5138 

plasma-electron confinement region for 
electrocyclotron resonance in magnetic 
trap ied vom 5139 

see also headings beginning Magnetic. 

Magnetogasdynamics, see Magnetohydrody- 
namics. 

Magnetohydrodynamics, comparison of 

rayton and Rankine cycle magnetogas- 
+ ed space-power generation systems, 
6022 


Magnets, classification definitions, 6157 
Mail carriers, deaf clerk-carriers in post of- 
fice experiment, 5565 


Do not order from index; see indicated entry 





Mail matter, military assistance program 
address directory, 5511-14 
Maintenance : 
aircraft maintenance, preventative main- 
tenance, etc., Federal aviation regula- 
tions, 5589 
maintenance and service workers examina- 
tion announcement, amendment, 5249 
man in maintenance reliability system, 
FAA symposium, 5585 
systems maintenance service organization, 
AA handbook, 5593 
Meitew, Sherman J., remarks, Feb. 24, 1969, 


5640 
Malagasy Republic, see Madagascar. 
Malaysia, economic trends and their im- 
plications for United States, 5782 
Maldive Islands, background notes, 6265 
Mali, capsule facts for Armed Forces, 5094 
Malnutrition : 
ane pene in United States, hearings, 


study, authorization, report, 5420 

Mammals: 
marine, books and articles, list, 5299 
marine, of the world, list, 5306 

Man, an endangered species?, 5756 

Man-hours, see Labor. 

Man-in-space, see Outer space. 

Management, see Administrative manage- 
ment—lIndustrial management. 

Managers, senior level positions examina- 
tion announcement, 5252 

ow ohn, cactus-feeding insects and mites, 


Manpower: 
American student activism in comparative 
perspective seminar, 5888 
biomedical research, for the eighties, 6066 
development and training act— 
experimental and demonstration pro- 
gram, enpleree new approaches to 
manpower problems, 588 
training programs, 5015 
manpower (periodical), 5882 
services, reference guide to job recruit- 
ment, training, and placement aids of 
Manpower Administration, 5883 
Manuals, see names of departments, etc., 
issuing manuals,—also subjects. 
Manufactures and manufacturers : 
census, 1967, materials consumption items, 
list, 5227 
metals consumed in manufacturing, 5198 
Manzanillo, Mexico, despatches from U.S. 
consuls, pamphiet accompanying micro- 
copy, 6031 
MAP (Military assistance program), see 
Military aid. 
Mapping, see Maps and charts. 
Maps and charts: 
facsimiles of rare historical maps, list of 
reproductions, 5920 
lunar wall mosaic, LEM-—1B, lunar earth- 
side hemisphere, 5086 
major concentrations of poverty in stand- 
ard metropolitan statistical areas of 
250,000 or more population, 5522 
multiplex mapping, Army technical man- 
ual, change, 5123 
see also names of localities—-also subjects. 
MARC (machineable-readable cataloging), 
see Cataloging. 
Marihuana : 
abuse among young people, hearings, 5457 
staging of broadcast, pot party at a uni- 
versity, deceptive programing practices, 
report, 5363 
Marine Corps: 
Assistant Commandant, grade of general, 
establish, report, 5357 
concept of close air support, annotated 
bibliography, 5924 
historical reference bibliographies, 5924 
publications, price list, 6170 
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Marine Seon. marine mammals of world, 


list, 53¢ 
Murine a see Submarine geology. 
Marine mammals, see mammals. 

Marine Research, Education, and Facilities 
Committee, pamphlets, 6054 
Marine science, see Oceanography. 
Marine zoology, see Marine fauna. 

Maritime Administration: 
research and development technical re- 
ports, index, 5926 
SP series, 5925 
Maritime industry, see Merchant marine. 
Maritime Mobile Service, radio regulations, 
partial revision, Geneva 1959, and final 
protocol, 6286 
Markakis, P., irradiation of fruits and 
vegetables, 5149 
Marketing, see Markets and marketing. 
Marketing Advisory Committee, National, see 
National Marketing Advisory Committee. 
Marketing Conference, National, see National 
Marketing Conference. 
Markets and marketing: 
defense utilization and marketing hand- 
book, supplement, 5486 
fresh market and processing usage, effects 
of gamma radiation and chemical treat- 
ment on quality of stored potatoes, 5418 
marketing research reports, 5049-51. 
marketing story, role of marketing in our 
economy, announcement and order form, 
6167 
see also names or classes of commodities, 
etc., marketed. 
Marking: 
obstruction marking and lighting FAA 
standards, change, 5595 
registration, aircraft and related products, 
Federal aviation regulations, 5590 
Maryland: 
eastern, 
5704 
landings, annual summary, 5296 
proposed Potomac National River, plan for 
preserving, 6093 
Masers, optical materials, use of nuclear 
radiation in preparation, investigation, 
2 


Cretaceous-Tertiary boundary, 


Masks, mask, CBR, military standard, 5507 
Mass (physics) 
mass measuring system, analysis of oper- 
ation in an orbiting spacecraft, 6005 
Moots list of NASA management issuances, 
59 


Matching sheepskins with jobs, employment 
outlook for college graduates, 5910 
Materials : 
consumption items, list, 1967 censuses of 
manufactures and mineral industries, 
5227 

high temperature chemistry and physics 
of, bibliography, 6049 

see also names of materials. 
Materials handling, improved handling 
methods and layout in affiliated frozen 
food warehouses, 5049 
Materiel, see Military supplies. 
Mathematical models, see Mathematics. 
Mathematics : 
development of mathematical models for 
describing ship structural response in 
waves, 6223 

ellipsoidal velocity distribution function, 
5998 


Hartree-Fock calculations 
Saxon basis functions, 6014 

penti-hexagonal polyhedra, 
class, 6136 

stability indicative function for linear sys- 
tems = multiple delays, determina- 
tion, 6024 

tables, lateral shielding requirements of 


with Wood- 


particular 


Mathematics—Continued 

two dimensional inviscid jet flow from 2 
nozzles at angle to — surface, 6012 
see also Iteration (mathematics). 

Mathis, Evelyn S., socioeconomic character- 
isties of deceased persons, United States, 
1962-1963 deaths, 6213 

MDTA (Manpower tara, and training 
act), see Manpower 

Meadow spittlebugs, gee Spittlebugs. 

Measurements, methods, for semiconductor 
materials, process control, and devices, 


6053 
sieaouting hamlet security in Vietnam, 5358 
Meat 
eo 
proved 


urchase specifications, ap- 
JSDA portion-cut products, 


purchase specifieations, requirements ap- 
proved by USDA, 5469 

a7 pasteurization of fresh meats, 
515 


Mechanical properties, and heat treatment of 
molybdenum- — carbon alloys, ex- 
ploratory study, 5: 

Medal of Honor, 18631968 recipients, 5459 

Medals, see names of medals. 

Mediation, see Arbitration. 

Medical and Occupational Radiation Pro- 
gram, MORP series, 6188-93 

Medical apparatus, see Medical instruments 
and apparatus. 

Medical care: 
health care in America, hearings, 5447 
human needs, provide for poor, problems 

and prospects, hearings, 5463 
lack of assistance, study, authorization 
report, 5420 
medicare— 
annual report, 5335 
health insurance for people 65 or older, 
brief explanation, 6238 
se facts about medical insurance, 


supplementary medical insurance, pre- 
mium rate, statement, 5732 
utilization of short-stay hospitals, 
selected characteristics of discharged 
patients, 6232 
regional medical programs, guidelines, 
a... of medical fitness, Army regu- 
lation, 5107 
cin by disabled, 6231 
Medical education, see Medicine. 
Medical facilities, see Hospitals. 
Medical instruments and apparatus: 
capacitance transducer, biomedical appli- 
eations, 5193 
Kennedy round, special report, 5800 
X-ray equipment, preliminary results of 
th protection surveys of facilities, 


Medical insurance, see Health insurance. 
Medical officers, veterinary, examination an- 
nouncement, 5264 

Medical radiology, automatic collimator for 
medical diagnostic X-ray machines, 
development and evaluation, 6191 
Medical research, see Medicine. 
Medical service, see Medical care. 
Medical technologist, examination an- 
nouncement, discontinuance notice, 5257 
Medicare, see Medical care. 


Medicine : 

atom’s expanding role in medical world 
(remarks), 6 

aviation medical report AM __ series, 
5193-94 


medical ethics, discussion by A. Bilibin, 
USSR, 5836 

medically trained veterans where do you 
go from here? Project REMED, 5546 





high energy accelerators, 5153 
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resources for medical research, reports, 
6066 
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Medicine—Continued 
School of Aerospace Medicine, technical 
reports, 5083-84 
space medicine, biotelemetry gives data 
on space fliers, USSR nae. 5863 
Mediterranean Sea, radio navigational 
aids, change, 6129 
Meier, Robert R., on plane parallel repre- 
sentation in atmospheric radiation trans- 
fer, 6149 
Mekong River and Valley, lower basin, 
physics’, economic, and social resources, 
atlas, 
= filters, see Filters and filtra- 
tion. 
Membranes, electrodialysis, electrical prop- 
erties, 5763 
Memphis, Tenn., area wage survey, 5908 
Mental disorders, see Mental illness. 
Mental health: 
community mental health centers com- 
prehensive program, grants for con- 
struction and staffing, 6173 
opportunities for nursing careers, 6194 
statistics, current reports, 618 
Mental illness, mental and emotional ill- 
nesses in young child, 6185 
Mental institutions: 
community mental health centers— 
comprehensive program, grants for 
construction and staffing, 6173 
construction, laws, compilation, 5458 
provisional patient movement and ad- 
ministrative data, public institutions 
for mentally retarded, 6186 
Mental retardation : 
effect of differences in curricula and 
experiences on social work student 
attitudes and knowledge, 6060 
facilities, construction, laws, 
tion, 5458 
Health, Education, and Welfare De- 
partment activities, 5731 
Mentally retarded, public institutions, 
provisional patient movement and ad- 
ministrative data, 6186 
Merchant marine: 
maritime industry, approach to prob- 
lems in new administration (remarks), 
5613 
maritime problems (remarks), 5614 
Seattle, prime example of progress (re- 
marks), 5612 
Merewether, E. A., geology of Coal Hill, 
Hartman, and Clarksville quadrangles, 
Johnson County and vicinity, Ark., 5717 
Meriwether, Louise, do your own thing 
and stay in school, 5536 


compila- 


Messengers, eXamination announcement, 
amendment, 5250 
Messina, Carla G., Edpac, utility ro- 


grams for computer-assisted editing, 
copy-production, and data retrieval, 6052 
Metal coating, metalizing equipment, in- 
dustrial plant equipment handbook, 5481 
Metal cutting, industrial plant equipment 
handbook, 5481 
Metalizing, see Metal coating. 


Metals: 

adhesion, surface cleanliness during 
testing, method for characterizing, 
6009 

consumed in manufacturing and con- 


struction, 519 
industry, some relations to problems of 
Government and trade (address), 


see aleo Ferrous metals. 
Metalworking machinerys, 

industrial reports, 5210 
Metamorphic rocks, see Rocks. 
Meteorological rockets, see Rockets. 
Meteorology : 

artificial modification of 

fogs, USSR study, 5841 


current  in- 


clouds and 
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Meteorology—Continued 
meteorological rocket research since 

1959 and current requirements for 
observations and analysis above 60 
kilometers, 5985 

Methanethiol, see Methyl mercaptan. 

Methodology, see subjects. 

Methyl mercaptan, radiation chemical re- 


actions of olefins with methanethiol, 
ete., 5159 
Methylsilanes, radiation chemical reac- 


tions of olefins with methanethiol, etc., 
159 


Metropolitan areas, see Cities and towns. 
Metallurgy, see names of metals. 
Mexican-Americans, viva la raza, educa- 
tion, search for identity, 5558 
Mexico: 
commuter aliens, impoct along Mexican 
border, hearings, 6351 
northwest, 
desalting 


nuclear power and water 
plants, gas wre gh as- 
sessment conducted by joint United 
States-Mexico-International Atomic 
Energy Agency study team, 5177-78 
Maxton Gulf of, coast pilot, supplement, 
v 


MHD, see Magnetohydrodynamics. 

Michigan, water pollution, pollution of 
Lake Erie and its tributaries ete., con- 
ference, proceedings, 4th session, 5656 

Microfilms, National Archives publications 
pamphlet accompanying, 6031-35 

Microforms, growth industry, 5199 

Micromineralogy, see Minerals. 

Microscopy, even-even nuclei properties, 
phenomenological and microscopic analy- 
sis, 516 

Microspheres, see Spheres. 

Micuta, Jurate E., United States tariffs 
on selected items of commercial fishing 
gear, 5301 

Mid@lle East, see East (Middle Hast). 

Midwest (U.8S.), national parks, general 
information, 6080 

Migrest labor, problem in U.S., report, 


Migration, statistics, United States Na- 
tional Committee on Vital and Health 
Statistics, report, 6210 

El militar que desea comprar una casa, 


5747 

Military aid, military assistance program, 
address directory, MILSTRIP, 5511-14 

Military Appeals Court, see Court of 
Military Appeals. 

Military art and science, special military 
cpeeptene, air traffic control service, 


Military assistance, see Military aid. 
Military communications, defense com- 
munications system engineering-installa- 
tion standards manual, 5474 
Military education: 
Army correspondence courses, announce- 
ment, 
training, first aid, Air Force pamphlet, 


5 

Military history, Marine Corps historical 
reference bibliographies, 592 

Military housing, see Housing. 

Military implications of treaty on non- 
proliferation of nuclear weapons, hear- 
ings, 5426 

Military information : 
long-range reconnaissance ranger com- 

pany, field manual, 5111 
secret, is it really? (poster), 5515 


Military installations, see Installations 
(military). 
Military intelligence, long-range recon- 


naissance ranger company, field manual, 


5111 
Military missions, agreement with Iran, 
6288 
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Military operations, see Military art and 
science. 

Military publications, index of AMC pub- 
lications —_ blank forms, 5106 
litary service: 

doe CPSU conflicts denied, USSR 

study, 5856 

es ame open to volunteers, guide, 


standards of medical fitness, Army regu- 
lations, 5107 
Military services, see Armed Forces. 
Military standards, see Standards and 
standardise ton. 
Military supplies: 
catale ing system, standardization, etc., 
semiannual! report, 53 
contract pricing, Armed services pro- 
curement regulation manual, 5476 
defense disposal manual, change, 5484 
DSA responsibilities, 5494 
Federal manual for supply cataloging, 
format content, and preparation of 
Federal supply catalog publications, 


change, 547 
MILSTRIP, military standard requisition- 
ing and issue procedures, supplements, 
5510-14 
procurement, economics, hearings, 5316 
sampling procedures and tables for inspec- 
tion by variables for percent defective, 
military standard, change, 5500 ‘ 
supply operations manual, distribution 
system procedures, 5483 
Military training, see Military education. 
Milk: 
evaporated, good formula for babies, 5233— 


food for your baby’s first year, 5237 

Miller, Thomas P., metalliferrous deposits 
near Granite Mountain eastern Seward 
Peninsula, Alaska, 5712 

MILSTRIP (Military standard requisition- 
ing and issue procedures) see Military 
supplies. 

Minard, James P., Cretaceous-Tertiary 
boundary in New Jersey, Delaware, and 
eastern Maryland, 5704 

Minas Gerais, Brazil: 
geology and mineral resources (series), 

5713 


1 
geology and ore deposits of Antonio dos 
Santos, Gongo Soco, and Conceicao do 
Rio Acima quadrangles, 5713 
Minchew, B. Harvey, informed consent, 5659 
Mineral industries, see Minerals. 


Minerals: 
census, 1967, materials consumption items, 
list, 5227 
industries— 
mine products, improving returns 


through use of operations research 
techniques, 5956 

— injury experience and worktime, 
5 


industry, minerals yearbook chapter— 
An Mozambique, and Portuguese 
uinea, 5936 
Caribbean Islands, 5939 
Buropean countries, 5943 
Gabon, 5937 
Guyana, 5938 
Liberia, 5940 
New Hampshire, 5941 
Nigeria, 5942 
South Africa, 5945 
South Dakota, 5946 
South Pacific Islands, 5944 
Sweden, 5947 
U.S.S.R., 5948 
United Arab Republic, 5949 
United Kingdom, 5950 
Virginia, 5951 
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Minerals—Continued 
micromineralogy of galena ores, Burgin 
mine, Bast Tintic district, Utah, 5722 
Poison Ridge volcanic center, Grand and 
Jackson, Counties, Colo., 5706 
resources— 
code of Federal regulations, 5629 
Colorado, report, 5387 
Minas Gerais, Brazil (series), 5713 
specialist, examination announcement, dis- 
continuance notice, 5258 
yearbook, 1967, area reports, domestic— 
departmental edition, 5952 
document edition, 5320 
Mines and mining, dust control in United 
States, 5934 
Mines Bureau : 
information circulars, 5931-34 
report of investigations, 5954-63 
Minigardens for vegetables, 5044 
Mining, see Mines and mining. 
Minnesota River, precipitation, 
maximum estimates, 6349 
Miscellaneous publications, see names of de- 
partments, etc., issuing publications. 
Missiles : 
guided, preferred items list— 
electronic and electromechanical, mili- 
le seieeees, SOS 
mechanical an materials, militar 
standard, 5509 ad 
hydrocarbon fuels, identification methods, 
military standard, 5497 
Mississippi River and Valley : 
light list and other marine aids, 5283 
Tennessee-Missouri Bridge under construc- 
tion, designate as Robert A. Everett 
Mean a a me, ae 5402 
Basin Inter-Agenc 
minutes, 155th meeting, 5963 a 
> George W., remarks, Mar. 3, 1969, 


probable 


Mites, cactus-feeding insects and mites, 6070 
—_- ta application of radiation- 
zation processes to P 
__ and flounder, 5173 rt 

Model cities, see Cities and towns. 
Model elementary teacher education pro- 
“ orem, ~~ report, 5547 
Modeling of compiex systems, USS 
Models (structural) : 4 oy Pa 
entification by use of 
i testing sane y near resonance 
Moenkopi formation, stratigraph 
ccc een Reservations, S115 
I , intermolec 
state, B76a ular forces and liquid 
Molybdenum, molybdenum-hafnium-carbon 
alloys, mechanical properties and heat 
treatment, exploratory study, 5997 
Monetary policy, see Money. 
Monetary problems, see Money. 
Money : 
—— currencies purchased with dollars, 


a 


Navajo 


guidelines for monetary polic address 
— policy ( ), 


much ado about international monetary re- 
form (remarks), 5645 

Monographs, see names of departments, etc., 
issuing monographs. 

Monopolies, antitrust laws, failing news- 
papers, exempt certain combinations and 
arrangements necessary for survival, hear- 
ings, 5456 

Montague Island, earthquake, Mar. 27, 1964, 
erosion and deposition on raised beach 
features, 5718 

Montana, real property, comprising Veterans 
Administration Center, Fort Harrison, 
code concurrent jurisdiction with United 
States, report, 5354 





Do not order from index; see indicated entry 





Montt 


Me 


vwwee eee 


id 


irgin 
5722 
and 


dis- 


lited 


able 


ITO- 


nce 
ajo 
uid 


0n 
pat 


$s), 


re- 


vS- 
nd 
ar- 


34, 
ch 


ns 
yn, 
ed 





Apri 1969 


Monthly : 

Norg.—For all publications which 
begin with the word “Monthly”, see 
subject, or name of department, etc., 
issuing publication. 

Moon: 
lunar wall mosaic, LEM-1B, lunar earth- 
side hemisphere, 5086 
spacecraft orbiting the planets or the 
moon external thermal-radiation heat 
loads and temperatures, computer pro- 
gram for calculating, 6023 
Moore, Charlotte E., bibliography of analyses 
of optical atomic spectra, 6048 
Moore, Geoffrey H., nomination, hearing, 
61 


Moore, Jerry, jr., nomination, hearings, 5437 
Moore, Robert H. experimental verification 
of seale factors for parawing opening 
characteristics with dimensional ratios, 


017 

Moore, Samuel L., geology and ore deposits 
of Antonio dos Santos, Gongo Soco, and 
Conceicao do Rio Acima quadrangles, 
(Minas Gerais, Brazil, 5713 

Moore, Thomas M., radiation safety recom- 
mendations for X-ray diffraction and 
spectrographic equipment, 6193 

Moosehorn National Wildlife Refuge, reptiles, 
amphibians and fishes, list, 6253 

Moot, Robert C., nomination, hearing, 5428 

Morocco, economic trends and their implica- 
tions for United States, 5794 

MORP, see Medical and Occupational Radia- 
tion Program. 

Mortgage insurance, dealers and individuals 
subject to certain sections of title 1, Na- 
tional housing act, list, 5606 

Mortgages : 
= of mortgage funds (remarks), 

564 


mortgagees’ guide, assistance and interest 
reduction payments, change, 5739 
see also Loans. 
Mosaics, lunar wall mosaic, LEM—1B, lunar 
earthside hemisphere, 5086 
Moscow, Russian SFSR wintry days in 
Prague and Moscow, study mission, report, 


544 

Moths, American, revision of family car- 
poaritne (Lepidoptera, Carposinoidea), 
6 


Motion pictures, what’s new on smoking in 
films, 6214 
Motivation (psychology) : 
new incentives increase industrial output, 
USSR study, 5829 
Motor carriers, see Motor vehicle accidents. 
Motor vehicle accidents : 
fatal and injury accident rates, 1967, on 
= and other highway systems, 


621 
1967 accidents of class 1 motor carriers of 
passengers, 5965 
Motor vehicles : 
and equipment industry, 1957-66, indexes 
of output per man-hour, 5900 
safety act of 1966, administration, annual 
report, 6327 
traffic and motor vehicle safety act of 1966, 
implementation, hearing, 5433 
Mountain States, see Rocky Mountain States. 
Mourning doves, status report, 6256 
Mouth, oral hygiene effectiveness monitoring, 
use of Snyder’s caries activity test, 5930 
Mozambique, see Portugese Hast Africa. 
MP series, 5749-50 
MPDI (marine products development ir- 
radiator), see Irradiators. 
Mueller, C. R., intermolecular forces and 
state, 5762 
Mueller, Lincoln A., evaluation of small- 
diameter Black Hills ponderosa pine for 
veneer and plywood, 5669 
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Multiplexing, mapping, Army _ technical 
manual, change, 5123 

Murmansk Oblast, RSFSR, national economy 
surveyed, USSR study, 5828 

Murphy, G. W., activated carbon used as 
electrodes in electro-chemical deminerali- 
zation of saline water, 5760 

Muskegon County, Mich., soil survey report, 
6245 

Myers, Robert J., comparison of actual experi- 
ence under OASOHI system with short- 
range cost estimates, 6227-28 


N 


Narcissus bulb fly, see Flies. 
Narcotic habit: 
narcotic addict rehabilitation act of 1966, 
public health laws, compilation, 5458 
respect for drugs, community service pro- 
ram, 5966 
NASA, see National Aeronautics and Space 
Administration. 
NASA SP series, 5988-89 
National Academy of Engineering: 
report, 1967— 
departmental edition, 5967 
document edition, 5386 
National Academy of Sciences: 
report, 1967— 
departmental edition, 5967 
document edition, 5386 
National Advisory Cancer Council, report, 


6 
National Aeronautics and Space Adminis- 

tration : 

act of 1958, as amended, and related 
legislation, staff report, 5423 

Administrator, nomination of Thomas O. 
Paine, hearing, 5424 

contracting for research with sponsored 
nonprofit contractors, need for improv- 
ing guidelines, GAO report, 5689 

contractor report CR (series), 5970-86 

aa Sans issuances, master list, 


poster, 5968 
publications, educational, lists, 5987 
semiannual reports— 
departmental edition, 6027-28 
document edition, 5322, 5334 
SP series, 5988—89 
technical notes, 5990-6022 
technical reports, 6023-25 
technical translations, 6026 
National Archives : 
microfilm publications, pamphlet accomp- 
anying, 6031-35 
pension and bounty-land warrant appli- 
cation files, 6030 
—see also Records. 
National Archives and Records Service, 
general information leaflets, 6030 
National Bureau of Standards: 
national standard reference data series, 


6045 
special publications, 6046—49 
technical notes, 6050-53 
National Cancer Institute, monograph, 6061 
National defense : 
code of Federal regulations, 5630-31 
disaster preparedness, general military 
training, 5079 
education act of 1958, awards for modern 
language and area study, 5533 
special military operations, 5087 
—see also Civilian defense. 
National Economy, see Eccnomic conditions. 
National electric rate book, 5618 
National Endowment for the Arts, pro- 
grams, fiscal year 1969, list, 6055 
National forests, America’s playgrounds, 
camping facilities, 5058 
National Foundation on the Arts and the 
Humanities, act of 1965, as amended, 
text, 6056 


Page 131 








INDEX 


National Guard, financial administration, 
quarterly review of State operating 
budget, 6057 

National Guard Bureau, pamphlet, 6057 

National health survey, vital and health 
statistics, 6211 

National housing act, see Housing. 

National Institute of Mental Health, train- 
ing support, 5016 

National Institute of Neurological Diseases 
and Blindness, research, summary, 6063 

National Institute of Neurological Diseases 
and Stroke, neurological research sup- 
ported by, summaries, 6062 

National Institutes of Health: 
nursing research grants supported by 

Nursing Division, list, 6058 
—— for medical research, report, 


National Labor Relations Board, congres- 
sional oversight, hearings, appendix, 5454 

National Library of Medicine, annual re- 
port, 6068 

National Marketing Advisory Committee, 
new relationship, background, programs, 
and accomplishments, report, 52. 

National Marketing Conference, proceedings, 


National Mediation Board, report, 6069 
National monuments and memorials, see 
names of monuments or memorials. 
National Museum, bulletins, 6070-71 
——aae: 
ap, 6085 


map, 608 

slawest, general information, 6080 

New York City, general information, 6079 
northeast, general information, 6081 
southeast, general information, 6082 
southwest, general information, 6083 
USA (posters), 6087-92 

— D.C., general information, 


west, general information, 6084 
National _— Adjustment Board, re- 


National Research Council : 
report, 1967— 
departmental edition, 5967 
document edition, 5386 
National Resource Evaluation Center, tech- 
nical reports, 5560 
National Science Board, NSB series, 6099 
National security : 
internal security laws, etc., study and 
investigation, ar. 5413 
secret, is it really?, have you checked 


security classification specification 
(poster), 5515 
Vietnam, hamlet security, measuring, 


special study mission, report, 5358 
National Society of Daughters of American 
Revolution, annual report, print as Sen- 
ate document, report, 5400 
— standard reference data series, 


National Stay-in-School Campaign, do your 
own thing and stay in school, 5536 
National turkey improvement plan, see 


Turkeys. 
Natural food poisons, 5660 
Natural gas, see Gas. 
Natural resources : 
conservation— 
conservation (remarks), 5758 
conservation yearbooks, 5754, 5756 
it’s your world, grassroots conservation 
story, 5754, 5756 
man, an endangered species? 5756 
new conservation era, 1964—68, 5756 
population challenge, what it means to 
America, 5756 
quest for quality, 5756 
as >a America’s new conservation, 


physical, economic, and social resources 


of lower Mekong Basin, atlas, 5803 
resource publications (series), 6255 
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Henke i zhizn’ (Science and life) (period- 
cal) : 
selections, 5809 
Navajo Reservation : 
hydrogeology (series), 5715 
stratigraphy, Chinle and Moenkopi for- 
mations, 5715 
Naval education, Navy training courses, 
6130, 6133 
Naval Oceanographic Office, 
series, 6113-29 
Naval Research Laboratory : 
hot cell equipment developed for remote 
= test specimen evaluations, NRL, 


report series, 6135-51 

Naval ships, see Ships. 

Naval Submarine Medical Center, reports, 
5927-30 

Naval Training Device Center, technical re- 
ports, 6134 

Navigation : 
aids, Coast Guard list— 

Great lakes, 5283 
nee a River system, 5283 
Columbia River estuary, improvements, 
hydraulic and _ salinity 
model studies, 5572 
Kaskaskia River, project, Ill., 5573 
radio aids, Atlantic and Mediterranean 
area, change, 6129 

NAVTRADEVCEN, see Naval Training De- 
vice Center. 

Navy: 
career planner, occupational handbook, 

manual for civilian guidance counselors, 
ete., 6131 
publications, price list, 6170 
Navy Department: 
Assistant Secretary— 
financial management, nomination of 
Charles A. Bowsher, hearing, 5428 
installations and logistics, nomination 
of Frank P. Sanders, hearing, 5429 
manpower and reserves, nomination of 
James D. Hittle, hearing, 5428 
research and development, nomination 
of Robert A. Frosch, hearing, 5428 
Under Secretary, nomination of John W. 
Warner, hearing, 5429 

Navy training courses, see Naval education. 

Negotiation : 
international, nonproliferation of nuclear 

weapons treaty, 5105 
Soviet approach, selected writings, 5448 

Nelson, David A., nomination, hearing, 5464 

Nematodes, see Nematoid worms. 

Nematoid worms, maturity and spawning of 
skipjack tuna in Atlantic Ocean, with com- 
ments on nematode infestation of ovaries, 
5307 

Nepal, foreign economic trends and their 
implications for United States, 5796 

Nevres, effects of right and left vagal cool- 
ing on heart rate, 5084 

Neurology : 
meurologic sciences, bibliography, 6333 
neurological research, supported by Na- 

tional Institute of Neurological Diseases 
and Stroke, summaries, 6062 

Neurosurgery, see Surgery. 

Neutrons, irradiation, A533 pressure vessel 
steel, initial assessments of notch ductility 
behavior, 6145 

Nevada, snow survey measurements, 1910— 
67, 6239 

Nevis, see Leeward Islands. 

New careers, jobs with a future and a 
profession, 5884 

New conservation era, 1964-68, 5756 

New England River Basins Commission, re- 
port, 5332 

New Florencia: 

case study for 1970 censuses of popula- 
tion and housing, 5231 


publications 


verification, 
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New Florencia—Continued 

sampling for 1970 censuses 4 population 
and housing, case study, 5231 

New Guinea, sailing directions, change, 6122 

New Hampshire, mineral industry, minerals 
yearbook chapter, 5941 

ee Cretaceous-Tertiary boundary, 
5704 

New Mexico: 

Douglas-fir beetle brood densities and in- 
festation trends, study area, 567 

northern, soil temperatures under forest 
and grassland cover types, 5670 

New Orleans, La., maritime problems (re- 
marks), 5614 

New York Central RR., accident report, 6111 

New York City: 
national parks, general information, 6079 
railroad accident report, 

New York State, water pollution, Lake Erie 
and its tributaries, etc., conference pro- 
ceedings, 5656 

New Zealand: 
establishing business, 5292 
foreign economic trends and their impli- 

eations for United States, 5788 
lights and fog signals, list, change, 6127 
News releases, see names of departments, 
etc., issuing releases. 
Newspapers, failing, exempt from antitrust 
laws certain combinations and arrange- 
ments necessary for survival, hearings, 
5456 
NGB, see National Guard Bureau. 
Nicholas County. W. Va., coal, carbonizing 
properties, 5958 
Nichols, Lester D., comparison of Brayton & 
Rankine cycle magnetogasdynamic space- 
power gentration systems, 6022 
Niemuth, W. E., proceedings of national topi- 
cal meeting on fast reactors systems, mate- 
rials, and components, 5145 
Nigeria, mineral industry, 
book chapter, 5942 
NINDB., see National Institute of Neurologi- 
cal Diseases and Blindness. 
Nineteenth-century gallery of distinguished 
Americans, exhibited catalog, 6097 
Nitrides, see Titanium nitride. 
Nitrogen, composting ponderosa pine bark, 
effects of nitrogen addition and aeration, 
5678 
Nitrogen textroxide, and hydrazine combus- 
tion, dynamic response to transverse gas 
flow, 5992 
Nixon. Richard M., see President of United 
States. 
Nixon Roy W., growing dates in United 
(States, 5029 
Noise, combination effcts of tone and dura- 
tion parameters on perceived noiseness, 
5981 
Nominations, see names of persons. 
Nonprofit organizations : 
financial assistance for sponsors of low 
and moderate income housing, 5741 

priority in payment of adjudicated claims 
under existing programs, amend War 
claims act, hearing, 5378 

Nonproliferation treaty, hearings, 5444 

Normal mode theory, see Vibration, 

North America : 
geology, 1965. bibliography. 5698 
west coast. lights and fog signals, list, 

change, 6127 

North Atlantic States, see Atlantic States. 

North Carolina, postal map, 6162 

North Central States, see Central States. 

North Sea: 

“a shores, sailing directions, change, 


minerals year- 


‘ 
lights and fog signals, list, 6128 
Northeast (U.S.) : 
national parks, general information, 6081 
sand and gravel on continental shelf, 5708 
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Northwest (U.S.): 
average water discharge, 1953-67, at se- 
lected gaging stations and change of 
enue in certain lakes and reservoirs, 


5 
te southwest coast, sailing directions, 
6 


Nozzles, two dimensional inviscid jet flow 
from two nozzles at angle to plane surface, 


6012 
NREC, see National Resource Evaluation 


NRL, gce Naval Research Laboratory. 
NSB, see National Science Board. 
Nuclear energy, see Atomic energy. 
Nuclear explosions, see Detonations. 
Nuclear explosives, see Atomic blasting. 
Nuclear power, see Atomic Energy. 
Nuclear power plants, see Nuclear reactor 
power plants. 
Nuclear radiation, see Radiation. 
Nuclear reactions, see Spallation. 
Nuclear reactor power plants : 
earthquake resistant, design, 
tions, 5156 
Wuergassen siite, design and safety, in- 
formatory report, 5136 
Nuclear reactors, see Reactors (atomic). 
Nuclear techniques in on-stream analysis of 
ores and coal, 5166 
Nuclear weapons, see Weapons. 

Nuclei, even-even phenomenological and 
microscopic analisis of properties, 5160 
Numerical calculations, Hartree-Fock calcu- 
— with Wood-Saxon basis functions, 

1 


considera- 


Nurses and nursing: 
careers in mental health, 6194 
nursing research grants supported by 
Nursing Division, list, 6058 
Nursing, see Nurses and nursing. 
Nursing Division : 
National Institutes of Health, current re- 
search grants, supported, list, 6058 
publications, list, 6177 
Nursing homes, and related facilities, social 
services guide, 618 
Nutrition : 
child nutrition act of 1966, strengthen and 
expand, hearings, 5373 
nutrition and human needs, problems and 
prospects, hearings, 5463 
Nutrition and Human Needs, Select Com- 
mittee on, Senate: 
hearings, 5463 
investigations and studies, lack of food. 
medical assistance, and other related 
necessities of life and health, reports, 


5420 
Nutter, G. Warren, nomination, hearings, 
5427 


0 


.A.S.D.I., see Old-age, survivors, and dis- 
ability insurance. 
OAA, see Old-age assistance. 
OASDHI, see Old-age, survivors, disability, 
and health insurance. 
OBR series, 5287-92 
O’Brien, Keran, tables for determination of 
lateral shielding requirements of high 
energy accelerators, 5153 
Obstruction marking and lighting, change, 
5595 
Occupations : 
Navy, manual for civilian guidance coun- 
selors, etc., 6131 
new careers, jobs with a future and a 
profession, 5884 
selling job development to the disadvan- 
taged, 5887 
see also Employment. 
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Ocean: 
marine acoustics, USSR study, 5839 
our Nation and the sea, plan for national 

action— 
departmental edition, 6164 
document edition, 5333 

Ocean temperature : 

field structure at surface of water, USSR 
study, 5870 

North Pacific Ocean, sea surface monthly 
mean charts, 529 

Oceanography : 

Atlantic Continental shelf and ene of 

.S. color of marine sediments, 5716 

oceanographic ship operating schedules, 
1968 fiscal year, 6054 

oceanology future within Maritime Ad- 
ministration (remarks), 5925 

physical, chemical, and biological, of en- 
trance to Gulf of California, 1960, 
spring, 5303 

Oceanology, see Copenoerayty. 

OEO, see Economic Opportunity Office. 

Office employees, Federal office assistant ex- 
— on, what it is and how it is given, 
vo 

Officers, see Armed Forces—also names of 
services to which officers belong. 

pea labor, agreement with Philippines, 
Dat 

Ohio, water pollution, pollution of Lake Brie 
and its tributaries, ete., conference, pro- 
ceedings, 4th session, 5656 

Ohlhaber, Ronald L., evaluation of vacuum 
UV detector-spectroscopy systems for 
capsule reentry measurements, 5975 

Oils, Soviet sunflowers and the world vege- 
table oil market (paper), 5532 

Oklahoma County, Okla., soil survey report, 


Old-age and survivors insurance, see Old-age, 
survivors, disability, and health insur- 
ance. 
Old-age assistance, OAA program, general 
information, 6226 
Old-age, survivors, and disability insurance: 
additional interest earnings of OASDI 
trust funds resulting from changed in- 
terest rate provided in 1960 amend- 
ments, 6229 

see also Old-age, survivors, disability, and 
health insurance. 

Old-age, survivors, disability, and health 

insurance: 

benefit statistics, monthly, 6233 

calendar year benefit data, 6233 

comparison of actual experience under 
OASDHI system with short-range cost 
estimates, 6227-28 
Older persons, see Aged. 
Olefins, radiation chemical reactions, with 
methanethiol and with methylsilanes and 
of dimethylamine, 5159 
O’Marra, John L., nomination, hearing, 5464 
Ontario, Calif., area wage survey, 5907 
Opinions, see names of courts, etc., issuing 
apemrens. 
Optical measurements, tau-measurements of 
relaxation processes with a jump, USSR 
study, 58 
Optical ee see Spectra. 
Optics, classification definitions, 6156 
Optimal processes, radio signais, 
method, USSR book, 5872 
Optimization, of JP-4 fuel emulsions and 
development of design concepts for their 
demulsification, 5129 
Oral hygiene, see Mouth. 
Orbits : 
orbiting spacecraft, analysis of operation 
of mass measuring system, 6005 

spacecraft orbiting the planets or the 
moon, computer program for calculating 
external thermal-radiation heat loads 
and temperatures of, 6023 


digital 
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Oregon, southwestern, Douglas-fir reforesta- 
tion, economic guides, 591 
Ores: 
deposits, Antenio dos Santos, Gongo Soco, 
and Conceicao do Rio Acima quadran- 
gles, Minas Gerais, Brazil, 5713 
on-stream analysis, nuclear techniques, 
5166 


see algo names of metals or minerals. 
Organic compounds: 
synthetic chemicals, 
sales— 
crude products from petroleum and nat- 
ural gas, 6318 
plastics and resin materials, 6319 
tar and tar crudes, 6320 
Organizations, income tax deduction for con- 
tributions, 5768 
Ornamental vines, see Vines. 
Orthostatic tolerance, orthostatic tolerance 
in experiments with simulation of weight- 
lessness, mechanisms of reducing, USSR 
study, 5832 
Oscillations, see Vibrations. 
Oulema melanopus, see Beetles. 
Our Nation and the sea, plan for national 
action, 5333, 6164 
Outer space : 
man in space, 3d International Symposium 
on Basic Environmental Problems of, 
USSR papers. 5821 

reentry behavior of PuO2, microspheres 
analyses and experiments, collation and 
experiments, 5184 

simulation of Gemini extravehicular ac- 
tivity with flight results, correlation 
study, 5970 

Outlying possessions, Federal general data 
standard, representation and code, 6043 

Output, see Production. 

Overseas business reports, 5287-92 

Owens, James M., address, Feb. 19, 1969, 


production and 


5200 
Oxidation, anodic, of hydrogen on iron and 
platinum in sodium hydroxide solution, 
Oxygen: 
helium mixture at simulated altitude and 
room air at ground level, comparison of 
speech recordings in, 5083 
in tantalum, solubility and diffusion, 5978 
Ozark Mountains, Ozark range and wildlife 
plants, 5027 


P 


PA series, 5058-61 
PACE (Projects to advance creativity in 
education), see Elementary education— 
Secondary education. 
Pacesetters in innovation, 5550 
Pacific Coast : 
coast pilots— 
Alaska, Cape Spencer to Beaufort Sea, 
supplement, 5278 
Alaska, Dixon Entrance to Cape Spen- 
cer, supplement, 5277 
light list, 5281 
Pacific Islands : 
light list, 5281 
lights and fog signals, list, change, 6127 
sailing directions, change, 6124 
South, mineral industry, minerals year- 
book chapter, 5944 
Pacific Northwest, see Northwest (U.S.). 
Pacific Northwest River Basins Commis 
sion, report, 5332 
Pacific Ocean : 
eastern tropical, Rertape Tuna Ocean- 
ography esearch rogram methods 
used to determine incident solar radia- 
tion, submarine daylight, ete., 5302 
North, sea surface temperature, 1949-62 
monthly mean charts, 5297 
Pacific States, truck inventory and use 
survey, 5207 
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Packaging: 
fair packaging and labeling act— 
food packaging and labeling regulations, 
synopsis, 5658 
laws, compilation, 5458 
requirements code, military 
change, 5503 
Paine, Thomas O., nomination, hearing, 5424 
Painters, Job Corps training standard, 5521 
Pakistan, accession list, Library of Con- 
gress American Libraries Book Procure- 
ment Centers, Karachi-Dacca quinquennial 
index, 5918 
Pallets (materials handling) : 
potato storage 25,000 cwt. 
farm building plan, 5053 
Palsy, talking books & cerebral palsy, 5923 
Pamphlets, catalog of copyright entries, 5471 
see also names of departments, etc., issu- 
ing pamphlets. 
Panama, background notes, 6269 
Paper: 
current industrial reports, 5211 
industrial wage survey, 5896 
Paperboard, mills, industrial wage survey, 


standard, 


pallet box, 


see also Pulpboard. 
Papers, see Records. 
Parabolic antennas 

fields, USSR, 5834 
Parageny. capsule facts for Armed Forces, 


with cross-polarized 


Parameters : 
combination effects of tone and duration 
parameters on perceived noisiness, 5981 
parametric study of blade-motion stability 
boundaries for articulated rotor, 6002 
Parawings, see Wings (aircraft). 
Parkman, M., solubility and diffusion of 
oxygen in tantalum, 5978 
Participation sales act, see Credit. 
Particle accelerators, see Accelerators. 
Particles : 
behavior of large particles falling in 
quiescent liquids, 5719 
motion, in helical fields having equipo- 
tentials coinciding with magnetic 
surfaces, 5140 
motion of transit particles in system with 
a minimum B, 513 
Partnership for health, 6195 
Passengers, 1967 accidents of class 1 motor 
carriers of passengers, 5965 
Pasteurization : 
fishery products, ie 7 a 
studies, final report, 5174 
radiation, Pacific crab 
annual report, 5173 
radiopasteurized seafoods chemistry, re- 
port, 51 
ultra-high-temperature processes, per- 
formance tests for plate heat ex- 
changers, 6196 


irradiator 


and flounder, 


Patent Office : 
administration, investigation, authoriza- 
tion, —— 5414 
classification definition series, 6156-57 
Patents: 


examining procedure, manual, change 
notice, 6158 
laws, investigation, authorization, report, 
Patients: 
discharged, utilization of short-stay hos- 
pitals under medicare, selected char- 
acteristics, 6232 
hospitalized by number of hospital episodes 
and days in year, 1965-66, statistics, 
211 


informed consent for trial of new drugs, 
5659 
provisional movement and administrative 


data, public institutions for mentally 
retarded, 6186 
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Pay, see Salaries. 

Pearse, Benjamin H., Business, Industry & 
Education, Inc., corporations and edu- 
cators form partnership in learning, 5534 

Pearson, Henry A., thinning, clearcutting, 
and reseeding affect deer and elk use of 
ponderosa pine forests in Arizona, 5671 

Pearsons, Karl S8., combination effects on 
tone and duration parameters on per- 
ceived noisiness, 5981 

Pennsylvania, water pollution, Lake Drie 
and its tributaries, etc., conference, pro- 
ceedings, 5656 

Pensions: 
and bounty-land warrant ae files 

in National Archives, 603 
veterans— 
disabilities, compensation benefits, 6339 
disability ratings in effect 20 or more 
years, protection, report, 5353 
service-connected compensation pay- 
mente, increases, enacted by Congress, 


Peonies, growing, planting, etc., 5042 
Perception : 
combination effects of tone and duration 
parameters on perceived noisiness, 5981 
peripheral vision cues, effect on pilot 
performance, 5194 
— tests (engineering, mechanical, 
etc.) : 
plate heat exchangers used for ultra-high- 
temperature pasteurization processes, 


619 
Poeun catalog of copyright entries, 


Permanent Subcommittee on Investigations, 
see Government Operations Committee, 
Senate. 

Perry County, Tenn., forest inventory sta- 
tistics, 6323 

Personal property 
Defense apartment, utilization and 

marketing handbook, supplement, 5486 
nonexpendable, management and acquisi- 
tion overseas, improvements made or to 
be made by State Department, GAO 
report, 5688 
uniformed services, traffic management, 
regulation, 5108 

Personality. human, and modern technol- 
ogy, USSR articles, 5865 

Personnel, see Social workers. 

Persons hospitalized by number of hospital 
episodes and days in year, 621 

Persse, Franklin H., mineral industry of 
South Dakota, 5946 

Peru, background notes, 6270 

Pesticides : 
attractants for Japanese beetle, 5067 
lindane pesticide pellets, questions of 

safety involving uses, GAO review, 5690 
see also Insecticides, 

Peters, Elroy J., response of ironweed and 
buckbrush to herbicides and to herbicides 
in combinations with mowing, nitrogen 
fertilizer, and surfactants, 5068 

Peterson, Fred, four new members of upper 
cretaceous Straight Cliffs Formation in 
Southeastern Breeerenns Region, Kane 
County, Utah, 570 

Petrography, see Rocks. 

Petroleum : 
bulk petroleum products system identifica- 

tion methods, military standard, 5497 
crude preducts, production and sales, 6318 
petroleum and natural gas submodel of 

PARM (post attack resource manage- 

ment) prototype model, technical re- 

port, 5560 
products survey (series), 5953 
statistics, progress report, 6154 

Petroleum gases, see Gas. 

Petroleum products, see Petroleum. 

Pharmaceuticals, see Drugs. 

Phase shift, enhancement by mode-suppres- 
sion techniques, 6135 
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Phenomenological and microscopic analisis 
of properties of even-even nuclei, 5160 
Philippines, offshore labor, agreement, 6291 
Photometers, two-channel photometer for 

use in small sounding rockets, 5578 

Photoviscoelastic model testing, 5983 

Physical chemistry, USSR Institute of Phy- 
sical Chemistry imeni L, Ya Karpov 
ew Order of Red Banner for research, 
582 

Physical measurements : 
precision measurement and calibration— 

statistical concepts and procedures, 6046 
temperature, 6047 

Physics : 

high temperature physics of materials, 
bibliography, 6049 
progress in reactor physics, 5185 

Physiological technicians, Air Force, Medical 
Service training manual, 5075 

Physiology : 
changes associated with deprivation from 

smoking, 5927 
physiological studies on Clostridium botu- 
linum type F— 
progress reports, 5167-68 
summary, 5169 

Picture story series, 5062-63 

Piers, floating fishing pier, 6321 

Pigeons, see Mourning doves. 

Figs, see Swine. 

Pilot guides, see Coast pilots. 

Pilots and pilotage, peripheral vision cues, 
effect on pilot performance, 5194 
see also Aviators. 

Pine: 
ponderosa— 

bark composting, effects of nitrogen ad- 
dition and aeration, 5678 

Black Hills, preliminary evaluation of 
small-diameter for veneer and ply- 
wood, 5669 

forests in Arizona, thinning, clearcut- 
ting, and reseeding affect deer and 
elk use, 5671 7 

Pins, Federal item identification guide, 
change, 5489 

Pipe and pipe fittings, culvert and pipes, 
engineering and design manual, 5570 

Piper, Arthur M., potential applications of 
nuclear explosives in development and 
management of water resources, prelimin- 
ary canvass of groundwater environment, 
5171 

Piracy, see Air piracy. 

Pittsburgh, Pa., Metropolitan Intrastate Air 
Quality Control Region, report for con- 
sultation, 6202 

Placement, manpower services, reference 
guide to job recruitment, training, and 
placement aids, 5883 

Planers (tools) : 
planers and shapers, industrial plant 

equipment handbook, 5480 

Planets, spacecraft orbiting the planets or 
the moon, external thermal-radiation heat 
loads and temperatures, computer program 
for calculating, 6023 

Planning : 

— of “701” planning reports, HUD, 


State airport system, guide, 5090 
urban & regional information system, 
support for planning in metropolitan 
areas, 5749 
Planning (economics), see Economic policy. 
Plants : 
Ozark range and wildlife plants, 5027 
quarantine import requirements, South 
Africa, 5023 i 
see also Vegetation. 
Plants (industrial) : 
equipment handbook— 
machining centers, way type machines, 
electrical and ultrasonic erosion ma- 
chines, 5482 
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Plants (industrial )—Continued 
equipment handbook—Continued 
planers and shapers, 5480 
welding, heating, cutting and metaliz- 
ing, equipment, 5481 
Plasma : j 
hot, production during injection of clusters 
of fast atoms into magnetic traps, 5143 
ion flux and target plasma interaction 
during charge exchange, 5144 
mechanisms of plasma jet cutoff by trans- 
—_ magnetic fields, investigation, 


plasma electron confinement region for 
electron-cyclotron resonance in magnetic 
trap with plugs, 5139 
X-ray continuum radiation in plasmas, de- 
termination of electron temperatures be- 
tween 50 eV and 100 keV from, 6139 
Plastic stress, see Strains and stresses. 
Plastics, production and sales, $319 
Platinum, anodic oxidation of hydrogen on 
|: cr in sodium hydroxide solution, 
> 
Plowshare program (civil, industrial, and 
scientific uses for nuclear explosives) : 
report, 5170 
Plutonium oxides, PuO2. microspheres re- 
entry behavior, analyses and experiments, 
collation and experiments, 5184 
Plywood, Black Hills ponderosa pine for 
plywood, preliminary evaluation of small- 
diameter trees, 5669 
Pocono Mountains, climatic summaries of 
resort areas, 5576 
Podolak, Edward, biomedical applications of 
commercial capacitance transducer, 5193 
Pointers for the veteran homeowner, 6342 
Poison Ridge, Colo., voleanic center and re- 
lated mineralization, Grand and Jackson 
Counties, Colo., 5706 
Poisons, see Food peeotee. 
Polar regions, see Antarctic regions. 
Polarization (radio) : 
parabolic antennas with cross-polarized 
fields, USSR study, 5834 
Political activity, see Politics. 
Politics : 
hamlet security in Vietnam, measuring, 
special study mission, report, 5358 
political education of scientists discussed, 
USSR study, 5867 
Pollution of air, see Air pollution. 
Pollution of streams, see Water pollution. 
Pollution of water, see Water pollution. 
Polone, Dock J., soil survey, Washington 
County, Okla., 6248 
Polyesters, see Esters. 
Polyhedrons, particular class of penti-hexa- 
gonal polyhedra, 6136 
Polymers and polymerization : 
dependence of thermal stability of poly- 
mers on their chemical structure, USSR 
study, 5815 
fiction and wear of 9 polymers with var- 
ious fillers in liquid hydrogen, 6018 
Ponderosa pine, see Pine. 
oor: 
nutrition and human needs, problems and 
prospects, hearings, 546: 
selling job developments to the disadvan- 
taged, 5887 
Pope. W. C., safety aids decision-making, 
5757 
Population : 
and family planning, 6165 
census, 1790-1890, price list of microfilm 
copies, of schedules, 6029 
census, 1970, New Florencia, sampling, 
ease study, 5231 
census, 1960, supplementary reports, 5201 
challenge, what it means to America, 5756 
counties, estimates, 5214 
current population reports— 
consumer buying indicators, series, 5225 
consumer income, series, 3 4 
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Population—Continued 
current population reports—Continued 
population characteristics, series, 5212~ 
13 


population estimates, series, 5214-20 
special censuses series, 5221-23 q 
projections of population of metropolitan 
areas, 5217 
special censuses conducted by Census Bu- 
reau, summary, 5222 
standard metropolitan statistical areas of 
250,000 or more, major concentrations 
of poverty, maps, 5522 
United States— 
estimates, 5215-16, 5219 
estimates and components of change, 
5220 
estimates by age, race, and sex, 5218 
Pork, products, cured, smoked, ete., USDA 
institutional purchase specifications, 5469 
Portland, Maine, area wage survey, 5904 
Portraits, nineteenth century gallery of dis- 
tinguished Americans, exhibition cata- 
logue, 6097 
Portugal, capsule facts for Armed Forces, 


Portuguese East Africa, Mozambique, mineral 
industry, minerals yearbook chapter, 5936 
Portuguese Guinea, see Portuguese West 
\Africa. 
Portuguese West Africa : 
Angola, mineral industry, minerals year- 
book chapter, 5936 
Guinea, mineral industry, minerals year- 
book chapter, 5936 
Post Office and ly Service Committee, 
House, report, 535 
Post Office and Cail Service Committee, 
Senate: 
hearing, 5464 
investigations and studies, authorization 
and continuation, reports, 5399, 5417 
report, 5399 
Post Office Department : 
Assistant Postmaster General— 
Facilities Bureau, nomination of John 
L. O’Marra, hearing, 5464 
Finance and Administration Bureau, 
nomination of James W. Hargrove, 
hearing, 5464 
Personnel Bureau, nomination of Ken- 
neth A. Houseman, hearing, 5464 
deaf clerk-carriers in post office experi- 
ment, 5565 
Deputy Postmaster General, nomination 
of Elmer T. Klassen, hearing, 5464 
General Counsel, nomination of David A. 
Nelson, hearing, 5464 
poster, commemorative stamp, 6159 
Postage stamps, commemorative, 
Apollo 8 (poster), 6159 
Postal carriers, see Mail carriers. 
Postal clerks, deaf clerk-carriers in post 
office experiment, 5565 
Postal service : 
investigation, authorization and continua- 
tion, report, 5399 
State postal maps, 6160-62 
Posters : 
DSA poster series, 5515 
National Aeronautics and Space Adminis- 
tration, 5968 
National Park Service, 6087-92 
Post Office Department, commemorative 
stamps, 6159 
United States Travel Service, 6331 
Potapovs, Uldis, effect of residual elements 
on 550° F irradiation response of pressure 
vessel steels and weldments, 6150 
Potatoes : 
in popular ways (recipes), 5037 
Irish, utilization of 1968 crop with com- 
parisons, 6309 


6-cent 
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Potatoes—Continued 

potato storage 25,000 cwt. pallet box, 
farm building plan, 5053 

stored, for fresh market and processing 
usage, effects of gamma radiation and 
chemical treatment on quality, 5148 

Potomac River and Valley : 
land, people, and peseeation in basin, final 

report, 5755 

proposed national river, plan for preserv- 
ing, 6093 

Poultry : 
inventory, 6311 
poultry house floor management, farm 

building plan, 5054 

radiation pasteurization, 5151 

see also Turkeys. 

Poverty, standard metropolitan statistical 
areas of 250,000 or more population, maps 
of major concentrations, 552 

Power, see Electricity. 

Power generators, comparison with Brayton 
cycle magnetogasdynamic space-puwer 
generation systems, 6022 

Power resources : 
supply and demand, in United States by 

States and regions, 1960 and 1965, 
data— 

coal, 5931 

dry natural gas, 5933 

utility electricity, 5932 

Power tools, portable, safety in industry, 
structor outline, 5890 

Prague, Czechoslovakia, wintry days in 
Prague and Moscow, study mission, report, 
5446 

Prasky, Charles, reduction roasting of Steep 
Rock iron-bearing materials, 5962 

Precipitation : 

Minnesota River, probably maximum esti- 
mates, 6349 

South Platte River, 
estimates, 6349 

Precision measurements, see Physical meas- 
urements. 

Pregitzer, Karl E., soil survey, Muskegon 
County, Mich., 6245 

Preparedness, see National defense. 

Prechool children, see Children. 

Pre-Schooner Project, see Project Pre- 
Schooner (field cratering experiment). 

Prescription Drugs, Task Force on, sce Task 
Force on Prescription Drugs. 

Prescriptions, BR label, basis for all prescrib- 
ing information, 5661 

Present and future of U.S. nuclear supply 
industry (remarks), 5189 

President of United States : 
code of Federal regulations, 5619-20 
inauguration in 1969, address, 5388, 6273 
messages, see in main alphabet, subject of 

message. 

tributes to Lyndon Baines Johnson in 
Congress of United States, 5390 

President’s Committee on Population and 
Family Planning, report, 6165 

Pressure vessels : 

A533 steel, with neutron irradiation, initial 
assessments of notch ductility behavior, 
6145 

dynamic tear test definition of temperature 
transition from linear elastic to gross 
strain fracture conditions, 6147 

hydrogen gas pressure vessel problems in 
M-—1 facilities, 5986 

PM-2A reactor, notch ductility and tensille 
property evaluation, 6140 

steels and weldments, effect of residual 
elements on 550° F irradiation response, 
6150 

Prevention of accidents, see Accidents, 

Price lists, see Government publications. 


probable maximum 
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Prices : 
contract pricing, Armed services procure- 
ment regulation manual, 5476 
pricing in a services business, manage- 
ment development program, instructor's 
manual, 6224 
see also names of commodities, etc. 
Pricing policy, see Prices. 
Prime Project, see Resources management 
system. 
Principal officials in executive branch, 5637 
Principles and applications of underwater 
sound, 6153 
Printers, examination announcement, 5265 
Printing, printing positions, examination 
announcement, 5265 
Prints, commercial, catalog of copyright 
entries, 5472 
Prisoners of war, captured during Vietnam 
conflict, payment of compensation, amend 
War claims act, hearing, 5378 
Prisons and prisoners, Stalin-type prison 
camps still exist in USSR, 5813 
Privoznik, Bdward J., T63 regenerative en- 
gine program (extended endurance and en- 
vironmental testing), 5131 
Probabilities (mathematics) : 
second-order errors in linearized velocity 
corrections and their effects on rate of 
convergence of iterative solutions, 6003 
Probable maximum precipitation over South 
Platte River, etc., 6349 
Probes, biomedical applications of commer- 
cial capacitance transducer, 5193 
Procurement, see Armed Forces—Defense 
(Department — Military supplies — also 
names of commodities procured. 
Production : 
industrial, new incentives increase output, 
USSR study, 5829 
output, indexes per man-hour selected in- 
dustries, 5899 
standards, mine products through use of 
operations research techniques, 5956 
see also names of classes of commodities. 
Productivity, see Production. 
Professiona papers, Geological Survey, 5713— 


23 

Professional workers, senior level positions, 
examination announcement, 525. 

Program aid series, 5058-61 

El progre= de pago suplementario de alquiler, 


5 
Programing (computers), see WDlectronic 
computers. 
Project Apollo (man-in-space program) : 
manned lunar landing GOSS, ground opera- 
tional support systems, mission profile 
(colored poster), 5968 
6-cent Apollo 8 commemorative postage 
stamp (poster), 6159 
Project Gemini (man-in-space program) : 
simulation of Gemini extravehicular ac- 
tivity with flight results, correlation 


study, 5970 
Project ae -Schooner (field cratering experi- 
ment 


surface motion measurements, 5170 
Project Prime, see Resource management 
system. 
Project REMED, medically trained veterans 
where do dy go from here? Project 
REMBED, 5 
Prolate ote see Spheroids. 
Promotions, Air Force, active duty promo- 
tion list, 5078 
Propagation : 
fatigue crack propagation in high-strength 
steel under constant aa load with 
variable mean loads, 6151 

stress wave propagation in elastic-plastic- 
bo sy amed media for blast shields, 


Properties of high emittance materials, 5979 
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Property, donated, valuation, tax informa- 
tion, 5780 
sce also—Condemnation of property—Per- 
sonal property—Public property—Real 
estate—Surplus property. 
Prophylaxis, radiation sickness, antimetabo- 
lities in treatment, USSR study, 5814 
Protect your future, 6234 
Protection of Industrial Property, Inter- 
national Bureau for, see International 
Bureau for Protection of Industrial 
Property. 
Protective shelters, survival preparedness 
= yet areas, programed instruction, 


5 
Pruning, ornamental shrubs and vines, 
5045 
Pseudoreplication, further evaluation and 
application of balanced half-sample 
technique, 6209 
Psychiatric clinics, see Clinics. 
Psychiatrie disorders, see Mental illness. 
Psychology, changes associated with de- 
privation from smoking, 5927 
Psychopharmacology, 1957-67, 
progress, 6197 
Public assistance: 
Federal domestic assistance programs, 
catalog, 5519 
forest landowners, 5060 
recipients, work incentive program, 5440 
Public buildings, design administration, 
GSA handbook, 6166 
Public contracts, see Government con- 


review of 


tracts. 
Public debt, redefine and increase ceiling, 
hearings, 5384 
Public ocuments Division, price lists, 
6169-71 
Public health, see Health. 
Public Health Services : 
act, as amended, laws, compilation, 5458 
international postdoctoral research 
a awards for study in U.S., 
606 


publie health laws, compilation, 5458 
Public Health Service-labor seminar on 
consumer health services, papers, 6198 
Public housing, see Housing. 
Public information: 
utility companies, subject to utility 
consumers’ counsel act of 1969, hear- 
ings, 5449 

Vietnam, hamlet security, measuring, 
special study mission, report, 

Public lands, management of fish and 
resident wildlife on Federal lands, by 
States, hearings, 5432 

Public policy, for graduate education in 
sciences, 6099 

Public property, management, code of 
Federal hs demerit 5632-33 

Public utilities, utility consumers’ counsel 
act of 1969, hearings, 5449 

Publie works: 

Engineers Corps, Army, report, 1967 
a works activities, specific project 
data— 
departmental edition, 5568 
document edition, 5319 

public works and economic development 
act of 1965, maximum grant rates in 
qualified areas, 5517 

Public Works Committee, House, legislative 
activities, 90th Congress, 5381 

eae Works Committee, Senate, report, 


5 

Publications, see names of departments, 
ete., issuing publications, also subjects. 

neste Rico, coast pilot, supplement, 5279 
-ulp: 

current industrial reports, 5211 
industrial wage survey, 5896 

Pulpboard, current industrial reports, 5211 

Pulverized-coal flames, flame propagation 
in absence of recirculation, 5960 
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arsenal dis- 
during test 


Mountain 


Pumping, Rocky 
activity 


posal well, sesmic 
pumping, 5711 
Pupils (students), see Students. 


Purchasing 

consumer buying indicators, series, 
Veer 

institutional meat purchase _ specifica- 
tions approved by USDA, pork prod- 


ucts, cured, smoked, ete., 5469 
Pyatt, David W., reentry behavior of 
PuO, micvrospheres, collation study, 5184 


@ 
Quantity indexes of U.S. agricultural ex- 
ports and imports, 5528 
Quarantine, see subjects. 
Quarries and quarrying, 
United States, 5934 
Quarterly : 


dust control in 


Note.—For all publications 


which begin with the word 
“Quarterly”. see subject, name 
of department, ete, issuing 
publication. 

Quarters, see Barracks and quarters. 


Quartzite, 
Formation. 

Quest for quality, 5756 

Quiroz, Roderick S., meteorological rocket 
research since 1959 and current require- 
ments for observations and analysis 
above 60 kilometers, 5985 


R 
RAA, see Renewal Assistance Administra- 
tion. 
Race problems: 
school desegregation, Federal role in 


selected Virginia districts, report, 5245 
viva la raza, Mexican-American educa- 
tion, search for identity, 5558 
Radar, antenna, radomes, and feeds, USSR 
studies, 5860 


Radar display systems, see Display 
systems. 

Radial saw, see Saws. 

Radiation : 


calculation of organ and tissue burdens 
and doses resulting from acute ex- 
posure to radioactive aerosol, using 

ICRP Task Group report on human 

respiratory tract, 5157 

changes in minority carrier lifetime in 
silicon and gallium arsenide result- 

ing from irradiation with 22-and 40- 

MeV protons, 6000 

chemical reactions of olefins with 
methanethiol and with methylsilanes 

and of dimethylamine, 5159 

exposure experience, 1943-67, 

Energy Commission, 5188 

fishery products, shipboard 

studies, final report, 5174 

food irradiation, preservation of fresh- 

water fish, annual report, 5180 

irradiation— 

550 degree F, response of pressure 
vessel steel and weldments, effect of 
residual elements, 6150 

fruits and vegetables, 5149 

nuclear— 

radiological emergency 
non-specialist, 5190 

survival preparedness for rural areas, 
programed instruction, 5667 

use in preparation of optical 
materials, investigation, 5162 

pasteurization— 

fresh meats and poultry, 5151 

Pacific crab and flounder, annual re- 
port, 5173 


Atomic 


irradiator 


procedures for 


maser 
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Radiation—Continued 
possible influence of radiation on natural 
vegetation of uraniferous deposits of 
Cuyo region, 5135 
protection, particle 
manual, 6192 
radiopasteurized seafoods chemistry, re- 


accelerator safety 


port, 5175 

safety recommendations for X-ray dif- 
fraction and _ spectrographic equip- 
ment, 6193 

shock layer radiative transport, abla- 
tion product absorption and line 
transitions, effect, 5974 

submarine irradiance measurements in 


eastern tropical Pacific, methods used 
by Scripps Tuna Oceanography Re- 
search Program, 5302 
see also Gamma rays—Infrared rays— 

Ionizing radiation—X-rays. 

Radiation doses, see Radiation. 

Radiation exposure, see Radiation. 

Radiation illness, antimetabolites in treat- 

and prophylaxis, USSR _ study, 


Radiation sickness, see Radiation illness. 
Radiation transfer, atmosphere, on plane 
parallel representation, 6149 
tadiators (spacecraft) : 
comparison with Brayton cycle magneto- 
gasdynamic space-power generation 
systems, 6022 


tadio broadcast technicians, examination 
announcement, amendment, 5247 
Radio communication : 


partial revision of radio regulations, 
Geneva 1959, and final protocol, Mari- 
time Mobile Service, 6286 

public safety, industrial and _ land 
transportation radio services, recom- 
mended operating techniques and 


procedures manual, 5601 
Radio in navigation, aids, Atlantic and 
Mediterranean area, change, 6129 
Radio services, see Radio communication. 
Radio signals, see Signals. 
Radioactive substances, radiological emer- 
gency procedures for non-specialist, 5190 
Radioactive tracers, radioactive sediment 


tracer tests, Houston Ship Channel, 

Houston, Tex., 5571 

Radioactivity : 

fallout— 
Health and Safety Laboratory pro- 
gram, quarterly summary report, 
5154 


appendix, 5155 
gamma dose rates at Rongelap Atoll, 
5182 


see also Radiation. 


Radiobiological Laboratory, Beaufort, N.C., 


Commercial fisheries Bureau, research 
facilities, 5298 

Radiobiology, USSR _ periodical, transla- 
tions, 5141 

Radiographs, reference radiographs for 
steel welds, military standard, 5504-5 


Radioisotopes, see Isotopes. 

Radiological health, see Health. 

Radiology, radiological emergency 
dures for nonspecialist, — 

Radionuclides, atoll soil types in relation 
to fallout distribution, 51 

Radium : 
radium incidents, review and analysis, 6190 
radon progeny, determination of, in air 

from alpha activity of air samples, 5152 

use, in consumer products, 61 

tadomes, radar antennas, radomes and feeds, 
USSR studies, 5860 

Radon, progeny, determination of, in air 
from alpha activity of air samples, 5152 

Radtke, Arthur S., micromineralogy of ga- 
lena ores, Burgin mine, Bast Tintie dis- 
trict, Utah, 5722 


proce- 


see indicated entry Page 139 








INDEX 


Raffo, Peter L., cS ene gy A study of me- 
chanical properties and heat treatments 
of molybdenlum-hafnium-carbon alloys, 
4 


5997 
Rahe, Dewaine H., quantity indexes of U.S. 
agricultural exports and imports, 5528 
Railroad accidents, investigation reports, 
6111 


Railroads: 
earload waybill statistics, 1966, State-to- 
State distribution, traffic and revenue, 


5804 
class 1, freight commodity statistics, an- 
nual report, 5806 
Randolph, John N., jr., establishing busi- 
ness in New Zealand, 5292 
Randolph County, W. Va., coal, carbonizing 
properties, 5958 
Raney, John P., identification of structural 
— by use of near-resonance testing, 
601 
Range lands, Ozark range and _ wildlife 
plants, 5027 
Ranges (stoves), see Stoves. 
Rank, job evaluation and ranking in Federal 
Government, report, 535 
Rankine cycle, comparison with Brayton cy- 
cle magnetogasdynamic space-power gen- 
eration systems, 6022 
REA, see Rural Electrification Administra- 


tion. 

Reactor Development and Technology Divi- 
sion, progress in reactor physics, summary 
of present and anticipated work, 5185 

Reactors (atomic) : 
fast reactors systems, materials, and com- 

ponents, national topical meeting, pro- 
ceedings, 5145 
nuclear reactor operators performance, 


161 
nuclear supply industry, present and fu- 
ture of U.S. (remarks), 5189 
PH-2A reactor pressure vessel, notch 
ductility and tensile property evalua- 
tion, 6140 
progress in reactor physics, 5185 
Real estate : 
condemnations of private property for 
public use, how Federal income tax ap- 
plies, 5767 
minimum property standards— 
living units, interim revision, 5609 
multifamily housing, 5608 
see also Farms. 
Receipts and expenditures, see Finance. 
Recipes, potatoes in popular ways, 5037 
Reclamation of land: 
land reclamation and irrigation in Soviet 
agriculture, 5818 
strip mine reclamation after 5 years, 6324 
Reconnaissance, see Military information. 
Record books, see Records. 
Recorder tape: 
magnetic, for information interchange 
hardware standard, interchange codes 
and media, 6041 
perforated tape code for information in- 
terchange hardware standard, inter- 
change codes and media, 6040 
Records : 
National Archives, pension and bounty- 
land warrant files, 6030 
retention requirements, guide, 5635-36 
see also subjects. 
Recreation : 
camping, national forests, America’s play- 
grounds, 5058 
land, people, and recreation in Potomac 
River Basin, final report, 5755 
outdoor, index of selected literature, 6155 
Recreation centers, see Community centers. 
Red Sea, sailing directions, change, 6120 
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Redevelopment (eity planning, etc.) : es 
abstracts of “701” planning reports, 6332 
public works grant rates in qualified areas 

under Public works and economic de- 
velopment act, 5517 . 

urban renewal, benefit-cost applications, 
summary of feasibility study, 5750 

urban renewal handbook, 5742 

Reduction roasting of Steep Rock iron-bear- 
ing materials, 5962 

Reed, John C., jr., ancient lavas in Shenan- 
doah National Park near Luray, Va., 5701 

Reference radiographs for steel welds, mili- 
tary standard, 5504-5 a 

Reflexes, conditioned, discussed by P. K. 
Anokhin, USSR study, 5862 

Reforestation, see Forest planting. 

Refrigerated storage warehouses, see Ware- 
houses. 

Refugees, Freedmen, and Abandoned Lands 
Bureau, selected series of records issued 
by Commissioner, 1865-72, pamphlet to ac- 
company microcopy, 6034 

Refuges, see Wildlife refuges—names of 
refuges. 

Refuse, safe and sanitary handling, 6205 

Regenerators (machinery) : 

T63 regenerative engine program, ex- 
tended endurance and environmental 
testing, 5131 

Registers : 
civil aircraft, United States, 5599 
labor organizations, revised pages, 5886 

Registration, see subjects. 

Reglamento Union de Credito Federal, 5603 

Regulations, see Code of Federal regula- 
tions—also names of departments, etc., 
issuing regulations—also subjects. 

Rehabilitation, financing, RAA programs 
handbook, 5743 

Rehnquist, William H., nomination, hearing, 


5455 

Reid, W. J., jr., cabbage insects, how to con- 
trol them in home gardens, 5035 

Relationship of different forest floor layers 
to herbage production, 5675 

Relaxation time (physics) : 
tau-measurements of relaxation processes 

with a jump, USSR study. 5824 

Reliability (mechanical) : 

computer-aided reliability data analysis, 
introduction, 5995 

man in maintenance reliability systems, 
FAA symposium, 5585 

REMED project, see Project REMED. 

Renewal Assistance Administration, reha- 
bilitation financing, RAA programs hand- 
book, 5743 

Rent, supplement program for low income 
families, Spanish edition, 5744, 5746 

Reorganization of Government activities, 
see Government reorganization plans. 

Repairing, see subjects. 

Repenning, C. A., stratigraphy of Chinle and 
Moenkopi formations, Navajo and Hopi 
Indian Reservations, ete., 5715 

Replication, see Variance analysis. 

Reports, see names of departments, etc., is- 
suing reports—also subjects. 

Reptiles, Moosehorn National Wildlife Ref- 
uge, list, 6253 

Requisitions, MILSTRIP, military standard 
requisitioning and issue procedures, sup- 
plement, 5510 

Research : 

Government-sponsored nonprofit contrac- 
tors, need for improved guidelines in 
contracting for research by Defense 
Dept., Atomic Energy Commission, Na- 
tional Aeronautics and Space Adminis- 
tration, GAO report, 5689 

Library of Congress facilities, 5922 

research and development federally fi- 
nanced, investigation and study, au- 
thorization, report, 5407 
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Research—-Continued 
see also names of departments, etc., doing 

research—also subjects. 

Research and development reports, Atomic 
Energy Commission, 5135-85 

Research and statistics notes, 6235 

Research laboratories, ESSA technical re- 
ports, 5577 

Research notes, Forest Service, 5669-78 

Reesarch papers, Forest Service, 5679 

Resenthal, Neal H., matching sheepskins, 
with jobs, employment outlook for college 
graduates, 5910 

Residence (law), see Domicile. 

Resins: 
epoxy, rings and belts, tensile pphevier 

of boron-filament-reinforced, 
production and sales, 6319 

Resonance: 

electron-cyclotron resonance in magnetic 
trap with plugs, plasma-electron con- 
finement region, 5139 

near-resonance testing, use for identifi- 
cation of structural systems, 
Resonant frequencies, sce Frequencies. 
Resort areas, climatic summaries, 5575-76 
Resource management system, accounting 
and reporting procedures manual for 
Project Prime, Army pamphlet, 5112 
Resource publications (series), 6255 
Respect for drugs, community service pro- 
gram, 5966 
Respiratory organs: 
calculation of organ and tissue burdens 
and doses resulting from acute expo- 
sure to radioactive aerosol using IC 
Task Group report on human respira- 
tory tract, 5157 

chronic respiratory disease, current re- 
search, 11th Aspen Emphysema Confer- 
ence 1968, proceedings, 6175 

Retail stores, see Stores. 

Retail trade, see names of commodities and 
industries. 

Retired officers, etc., retirement services for 
Army personnel and their families, hand- 
book, 5121 

Retirement, selected public-employee retire- 
ment systems, holdings, quarterly report, 
5226 
see also Army. 

Return to work after severe disability, 6230 
Reuss, M. L., jr., mage See enhancement 
by mode-suppression techniques, 6135 
Revenue, and expenditure control act of 
1968 decisions of conferees on H.R. 15414, 

summary, 5439 

Rewards, (prizes, etc.) : 

awards for modern foreign language and 
area study, 5533 
Order of Red Banner for scientific research 


by Institute of Physical Chemistry 
imeni L. Ya Karpov, 5823 
McKennan award (remarks), 


Thomas 
5758 
USSR state prizes in field of science and 
technology, roster of recipients, 5874 
Rhodes, J. R., nuclear techniques in on- 
stream analysis of ores and coal, 5166 
Rhodesia : 
capsule facts for Armed Forces, 5100 
Southern, trade, ete., message from the 
President, 5329 
Rhododendrons, growing, information, 5039 
Rice, Dale W., list of marine mammals of 
world, 5306 
Riedel, John T., probable maximum precipi- 
tation over South Platte River, Colo., and 
Minnesota River, Minn., 6349 
Right spirit all year long, 5552 
Rim Kwan. improvement of integral equa- 
tion method in plane elasticity through 
modification of source density represen- 
tation, 5977 
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Ristow, Walter W., facsimiles of rare _his- 
torical maps, list of reproductions, 5920 
ivers : 
measurement of discharge by moving- -boat 
technique, 5725 

water resources planning act of 1965, 
river basin commissions established, 
report, 5332 

Riverside, Calif., area wage survey, 5907 

Roach, Benjamin A., even-aged silviculture 
for upland central hardwoods, 

Roads and highways: 
fatal and injury accident rates, 1967, on 

a -aid and other highway systems, 


highway research and development studies 
using Federal-aid funds, 6217 
highway safety act of 1966. administra- 
tion, annual report, 6326 
military installations, geometric design, 
ete., Army technical manual, 5125 
Robert A. Everett Memorial Bridge, across 
Mississippi River, name, report, 
Robinson, Earl W.: 
review and analy sis of radium incidents. 


19 
use of radium in consumer products, 6188 
Rockets : 
meteorological rocket research since 1959 
and current requirements for observa- 
—_ and analysis above 60 kilometers, 
5 
small sounding, with two-channel photom- 
eter, 5578 
Rocks : 
descriptive petrography of 3 large gran- 
ae in Inyo Mountains, Calif., 


gold in igneous, sedimentary and meta- 
morphie rocks, 

upper Cretaceous and lower Tertiary, 
Berkeley and San Leandro Hills, Calif., 


569 

Rocky Mountain States, truck inventory 
and use survey, 5206 

Rods, see Ground rods. 

Romney, George W. 
1969, 5737-38 
nomination, hearing, 5430 

Romania, cultural relations, exchange, agree- 
ment, 6296 

Rongelap Atoll. 
dose rates, 5182 

Ronsivalli, L. J.. chemistry of radiopas- 
teurized seafoods, report, 5175 

Rosen. Beatrice M., utilization of phychi- 
atric facilities by ‘children, current status, 
trends, implications, 6187 

Rosenberg, Herbert H., biomedical research 
manpower, for the eighties, 6066 

Roses, for the home, 5034 

Rosettes, see Medal of Honor. 

Ross, Donald C., descriptive petrography of 
3 large granitic bodies in Inyo Mountains, 
Calif., 5721 

Rossmoor Leisure World, developments, Fed- 
eral Housing Administration’s decision 
not to require builder’s cost certification, 
GAO report, 5686 

Rotors: 
blade-motion stability boundaries for 

articulated rotor, parametric study, 6002 
UH-1 tail rotor assembly, elastomeric 
bearings, improved concept, 

Rouse, Carl A., tables of ionization equilib- 
rium equation of state at stellar tempera- 
tures and densities, 6142 

Rowland. Richard G., relation of scale char- 
acteristics to river of origin in four 
stocks of chinook salmon in Alaska, 5305 

RSFSR, see Russian Soviet Federated Social- 
ist Republic. 

Rubber, sheet material, visual inspection 
guide, military standard, 5499 

Ruckelshaus, William D., nomination, hear- 
ing, 5455 


: addresses, etc., Feb. 17, 


radioactive fallout, gamma 
- 
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>a Pay Administration Committee, 
een zations and studies, privileges and 
elections, — report, 54 
reports, 5400-21 
— House, reports, 5346-52, 


Runoff, snowpack accumulation, on small 
Arizona watershed, observations, 5676 
Ruos, James L., mourning dove status 
report, 6256 

Rural communities, survival preparedness in 
nuclear attack or natural disasters, pro- 
gramed instruction, 5667 

Rural electrification, see Electricity. 

Rural Electrification Administration : 
Administrator, nomination of David A. 

Hamil, hearing, 5425 
materials acceptable on electrification 
systems of REA borrowers, list, 6220 
RBA bulletins, 6221 
publications, index, numerical lists, etc., 


6219 
work order procedures for electric bor- 
rowers, 6221 
Russell, Fred J., nomination, hearing, 5429 
Russian literature, accessions in Atmospheric 

Science Library and Geophysical Sciences 
Library, guide, 5581-82 
Russian Soviet Federated Socialist Republic: 
Murmansk Oblast national economy sur- 
veyed, USSR study, 5828 
public health organizations, tacks, 5840 
Rx labels, basis for all prescribing informa- 
tion, 5661 


Sabotage, internal security laws, etc., study 
and investigation, report, 5413 
Sadowski, Henry, investigation of use of 
nuclear radiation in reparation of opti- 
eal maser materials, 5162 
Safe, sanitary home refuse storage, 6205 
Safe work guide, Department of Labor safety 
training programs, SWG LS series, 5891 
Safety in the air, see Safety of life. 
Safety of life: 
Coast Guard Auxillary, neo tradition, 
worthy mission, saving lives, 5284 
fatal and injury accident rates, 1967, on 
—- and other highway systems, 


highway safety act of 1966, administra- 
tion, annual report, 6326 
Labor Dept. training programs— 
how to inspect chart HTIC LS series, 
5892-93 


safe work guide, 5891 

mineral industries, by State, injury experi- 
ence and worktime, 5935 

motor vehicle safety act of 1966, admin- 
istration, annual report, 6327 

particle accelerator safety manual, 6192 

peripheral vision cues, effect on pilot per- 
formance, 

questions of safety involving uses of 
lindane pesticide pellets, GAO review, 
5690 

radiation safety recommendations for 
X-ray diffraction and spectrographic 
equipment, 6193 

radiological emergency procedures for non- 
specialist, 5190 

radium incidents, review and analysis, 
6190 

safety aids decision-making, progressive 
new approach to systems safety man- 
agement, 5757 

safety and survival in an earthquake, 5724 

safety in industry, instructor outline, safe 
use of hand and portable power tools, 
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Safety of life—-Continued 
traffic and motor vehicle safety act of 


1966— 
administration, annual report, 6327 
implementation, hearing, 5433 
see also Accidents. 
Sailing directions : 
ot north and west coasts, change, 


Baltic Sea, change, 6118 

England, east coast, change, 6116 

eo and Wales, west coasts, change, 
1 


61 
New Guinea, change, 6122 
North Sea, eastern shores, change, 6117 
Norway, southwest coast, 6119 
Pacific Islands, change, 6124 
oy and Gulf of Aden, etc., change, 


St. Lawrence Gulf and River, change, 6113 

Soenda Strait and western and northeast 
coast of Borneo, change, 6121 

South America, change, 6114 

South China Sea, western shores, change, 


6125 
St. Christopher, see Leeward Islands. 
St. Croix River, Maine, to Little River, S.C., 
light list, 5280 
ie awrence Gulf, sailing directions, change, 
9 « 
St. Lawrence River and Valley, sailing direc- 
tions, change, 6113 
Salaries : 
certain officers and employees of organiza- 
tions funded under Economic opportu- 
nity act, report, 5328 
Government officials and employees— 
classification laws, compilation, 5317 
pay comparability procedures, how 
white-collar salaries in Federal serv- 
ice are tied to wage rates in private 
industry, 5912 
Sales, see names of commodities, etc. 
Saline water, see Water. 
Salinity, Columbia River, estuary, verifica- 
tion, model studies, 5572 
Saliva, salivary acid-base 7 during expo- 
sure to elevated carbon dioxide atmos- 
phere, 5929 
Salmon: 
fisheries, agreement with Japan, 6292 
relation of scale characteristics to river 
of origin in four stocks of chinook sal- 
mon in Alaska, 5305 
Salmon Falls Creek, water resources of basin, 


vee 

Salt Lake City, Utah, food distribution 
facilities, 5050 

Salton Sea, area, lower Colorado River water 
resources (series), 5714 

Salts, salt deposits in compressors of flight 
as turbine engines, survey, 5994 

Salzman, Jack A., lateral sloshing in cyl- 
inders under low- gravity conditions, 6010 

SAM, see School of Aerospace Medicine. 

Sample surveys, see Social surveys. 

Samples, egg mass surveys of western bud- 
worm, 24-inch branch as sample unit, 5674 

Sampling, see names of substances or objects 


sampled. 
Sampling (statistics) : 
census, 1970, population and housing, New 
Florencia, case study, 5231 
comparison of classification of place of 
residence on death certificates and 
matching census records, 6208 
one et caan and application of bal- 
anced half sample technique, 6209 
fen. Bernardino, Calif., area wage survey, 
5g 
Sand, on continental shelf off northeastern 
+» of 
Sanders, Frank P., nomination, hearing, 5429 
Sanitation, shellfish sanitation, technical 
report, 6204 
San Jose, Calif., area wage survey, 5905 
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San Juan Island National Historical Park, 
general information, 6094 

San Leandro Hills, rocks, upper Cretaceous 
and lower Tertiary, 5699 

Santelli, James S., annotated bibliography of 


United States Marine Corps’ concept of 


close support, annotated bibliography, 
5924 


Satellites : 
communications act of 1962— 
amen 
hearings, 5377, 5434 
report, 5401 
annual report on activities, etc., 5337 
earth resources satellite system, subcom- 
mittee report, 5382 
GEOS gravity gradient stabilized satellite, 
two alternate damping systems, analy- 
sis, 5980 

Savings bonds, program, share in America 
(remarks), 6330 

Saws: 
radial saw, how to inspect chart, 5892 
table saw, how to inspect chart, 5893 

Seale factors for parawing opening charac- 
teristics with dimensional ratios, experi- 
mental verification, 6017 

Scales (fishes) : 
relation of scale characteristics to river 

of origin in four stocks of chinook sal- 
mon in Alaska, 5305 

Scaphites, see Ammonites. 

Schaal, Lawrence, A., French Lick and West 
Baden Springs, Ind., climatic summaries 
of resort areas, 5575 

Schlee, John, sand and gravel on continental 
shelf off northern U.S., 5708 

—, Edward, remarks, Nov. 6, 1968, 
5611 


Schnellbacher, E. E., address, Mar. 19, 1969, 


Scholarships, scholarship program, educa- 
tion of handicapped children, summer 
1968, academic year, 5553 

School attendance, do your own thing and 
stay in school, 5536 

School lunches : 
national school lunch act, amend, hear- 

ings, 5373-74 
national schoo! lunch programs, hearings, 


School of Aerospace Medicine, technical re- 
ports, 5083-8 
Schools: 
desegregation, Virginia, Federal role in 
selected districts, report, 5245 
right spirit all year long, 5552 
State systems, 1965-66, statistics, 5555 
see also Education. 
Soeaere, David M., paper, Aug. 13, 1968, 
5532 
Schroeder, Mark J., critical fire weather 
patterns in conterminous United States, 
Schuett, Warren, small engine repair, sug- 
gested guide for training course, 5554 
Schuldiner, Sigmund, anodic oxidation of 
hydrogen on tron and platinum in sodium 
hydroxide solution, 6187 
Science: 
Academy of Sciences, Azerbaydzhan SSR 
elects new members, 5822 
Azerbaydzhan’s scientific achievements 
detailed, USSR study, 5830 
exchanges, agreement with Romania, 629€ 
junior college teachers, 1967, experience 
and employment characteristics, 6098 
neurologic sciences, bibliography, 6333 
science for better living, agriculture year- 
book— 
departmental edition, 5065 
document edition, 5321 
scientific cooperation wih Australla, agree- 
ment, 6285 
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Science—Continued 
talent and education of the younger gen- 
eration guarantee a great potential for 
science (remarks), 5191 
toward public ag for graduate educa- 
tion in sciences, 6099 
USSR, 1968 state prizes, roster of recip- 
ients, 5874 
Science and Astronautics Committee, House, 
committee print, 5382 
Science and Technology Office, Director, 
nomination of Lee A. DuBridge, hearing, 


5460 
Scientific research, Armed Services support, 
investigation, authorization report, 5351 
Scientists : 
political education of scientists discussed, 
USSR study, 5867 
scientific and technical personnel in indus- 


ry, 589 
Scotts Bluff County, Nebr., soil survey re- 
port, 6247 
Scripps Tuna Oceanography Research Pro- 
gram, eastern tropical Pacific Ocean, 
description and evaluation of methods for 
determining incident solar radiation, sub- 
marine daylight, etc., 5302 
Sea, see Ocean. 
Sea food, radiopasteurized seafoods chem- 
istry, report, 5175 
Sea water: 
nuclear power and water desalting plants 
for southwest United States and 
northwest Mexico, preliminary assess- 
ment conducted by joint United 
States-Mexico-International Atomic 
Energy Agency study team— 
executive summary, 5177 
report, 5179 
Seaborg, Glenn T.: 
remarks— 
Mar. 3, 1969, 5191 
Mar. 6, 1969, 5186 
Seafood, see Sea food. 
Seattle, Wash., maritime industry, prime ex- 
ample of progress (remarks), 5612 
Seay, Donald N., objective forecast studies 
os their evaluation and _ vertification, 
Second-order errors in linearized velocity 
corrections and their effects on rate of 
convergence of iterative solutions, 6003 
Secondary education : 
elementary and secondary education act— 
amendments of 1969, hearings, 5372 
PACH, projects to advance creativity in 
education, supplementary centers, and 
services, etc., 5550 
Secret, is it really, (poster), 5515 
Secretary of Senate, see Senate. 
Securities, act of 1933, general rules and 
regulations, 6222 
Securities and Exchange Commission, gen- 
eral rules and regulations under securities 
act of 1933. 6222 
Security, see National security. 
Sedimentary rocks, gold in igneous, sedi- 
mentary and metamorphic rocks, 5709 
Sedimentation and deposition : 
Atlantic Continental Shelf and slope of 
U.S., color of Marine sediments, 5716 
behavior of large particles falling in 
quiescent liquids, 5719 
sediment transport in alluvial channels 
(series), 571 
Sedimentation test, radioactive sediment 
tracer tests, Houston Ship Channel, 
Houston, Tex., 5571 
Seeds, farm supply technology, 2-year post 
high school curriculum, 5543 
Seismology, seismic activity during 1968 test 
pumping at Rocky Mountain arsenal dis- 
posal well, 5711 
Sellers, Bach, generation and practical use 
of monoenergetic X-rays from alpha emit- 
ting isotopes, 5163 
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Selling job development, 5887 

Semiconductors : 
devices standards, lists, 5502 
methods of measurement for semiconduc- 

tor materials, process control, and 
devices, 

Senate, Secretary, report, 5389 

Senate documents, 5386—94 

Senate executive documents, 5395 

Senate executive reports, 5396 

Senate reports, public bills, 5397-5422 

Senegal, economic trends and their implica- 
tions for United States, 5784 

Senior Citizens Month, what is your com- 
munity doing for Senior Citizens Month, 
1969? 5019 

a processes, reduction roasting of 
Steep Rock iron-bearing materials, 5962 

Sequoia, giant sequoias, Yosemite National 
Park (poster), 6089 

Serial set (Congressional), 5308-15 

Serials. catalog of copyright entries, 5471 

Series ISP, 5231 

Serpan, Charles Z.. jr., notch ductility and 
tensile property evaluation of PM-2A 
reactor pressure vessel, 6140 

Service, Karol, labor law and practice in 
Chile, 5894 

Service abroad of judicial and extrajudicial 
documents, convention, 6303 

Servicemen, see Armed Forces. 

Seward Peninsula, Alaska, eastern. metal- 
— deposits near Granite Mountain, 


Shapers (tools) : 
industrial plant equipment handbook, 5480 

Shapiro, high performance turboalter- 
nator and associated hardware, design of 
backup gas bearings. 5984 

Shaughnessy. John D.. determination of 
stability indicative function for linear 
systems with multiple delays, 6024 

Sheep, on feed, 6312 

Shellfish : 
Maryland landings, 5296 
national conference on 

resume, 62 

sanitation technical report, 6204 
South Carolina landings, 5295 

Shelters (protective), see Protective shelters. 

Shenandoah National Park, ancient lavas 
near Luray. Va., 5701 

Shielding, lateral shielding requirements of 
high energy accelerators, tables for deter- 
mination, 5153 

Shields, shielded thermistor probe with 
portable instrument for measuring snow 
pack temperatures, 5672 

ner ieee Committee, serial no. SSC, 


depuration, 


Shipping: 
act of 1916 and American importers 
(remarks), 5611 
code of Federal regulations, 5634 
maritime problems (remarks), 5614 
Seattle, prime example of progress in 
maritime industry (remarks), 5612 
Ships: 
loan, extension, agreement with Korea, 
Republic of, 6280 
mechanical vibrations of shipboard equip- 
ment, military standard, 5498 
oceanographic ship operating schedules, 
1968 fiscal year, 6054 
status of naval ships, report, 5366 
structural response in waves, develop- 
ment of mathematical models for de- 
scribing, 6223 
see also names of ships. 
Shneidman, Edwin S., bulletin of suicid- 
ology, 6172 
Shock waves, shock layer radiative transport, 
ablation product absorportion and line 
transitions, effect, 5974 
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Shrubs, ornamental pruning, general in- 
formation, 5045 

Siam, records of Dept. of State, pamphlet 
accompanying microcopy, internal affairs, 


60 

Sidewalks, military installations. geometric 
design, etc., Army technical manual, 5125 

Siegel, Arthur I., increasing ASW helicopter 
effectiveness through communications 
training, 6134 

Sight, peripheral vision cues, effect on pilot 
performance, 5194 
see also Color blindness. 

Signalmen, 3 & 2, Navy training course, 6133 

Signals : 
international code, for visual, sound, and 

radio communications, 6126 
radio, optimal processing, digital method, 
USSR book, 5872 
Silanes, see Methylsilanes. 
Silicon : 
changes in minority-carrier lifetime re- 
sulting from irradiation with 22- and 
40-MeV protons. 6000 

transmission of electrons through thick 
silicon targets, 6019 

Silviculture, see Forests and forestry. 

Simmons, David C., maturity and spawning 
of skipjack tuna in Atlantic Ocean, with 
comments on infestation of ovaries, 5307 

Simmons, Henry B., model study of Galveston 
Harbor entrance, Tex., 5574 

om, Samuel J., nomination, hearing. 
ote 

Simulation. weightlessness, experiments. 
mechanisms of reducing orthostatis tol- 
erance, USSR study. 5832 

Sindt. C. F.. slush hydrogen fluid character- 
ization and instrumentation, 6051 

Singh, Jag J., transmission of 2.43 MeV 
Sas through thick silicon targets, 
6015 

Sites, powersites at Tyee. Eagle, and Spur 
Mountain Lakes, southeastern Alaska, 
genegie reconnaissance of possible sites, 
00086 

Skipjack tuna, see Tuna fish. 

Sloshing. lateral, in cylinders under low- 
gravity conditions, 6010 

SInsh hydrogen fluid characterization and 
instrumentation, 6051 

Small business, see Business. 

Small Business Administration, publications, 
free management assistance publications, 
list, 6225 

a Business Advisory Council, report, 
» ‘ 

Small Business, Select Committee on, House: 
final report, 90th Congress, report, 5344 
investigation and_ studies. problems, 

authorization, report, 5348 
report. 5344 

Small Business, 
Senate: 
committee print. 5467-68 
hearings, 5465-66 
investigations and studies, small and in- 

dependent business problems— 
authorization, report, 5419 
expenses, report, 5398 

Smith, Gerard C., nomination, hearing, 5442 

Smith, James V., nomination, hearing, 5425 

Smoke, produced by burning aircraft interior 
materials, 6038 

Smoking: 
and health bibliographical bulletin, 6206 
deprivation, psychological and physio- 

ogical changes, 5927 
what’s new in print? 6215 
what's new on smoking in films? 6214 

Smoot. George F., measurement of discharge 
by moving-boat technique, 5725 

Sniegosli, P. J., determination of ester com- 
position of neopentyl polyol ester lubri- 
cants, 6141 


Select Committee on, 
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Snow: 
Federal-State-private cooperative surveys, 
Nevada, summary, 1910-67, 9 
snowpack accumulation, melt, and runoff 

on smali Arizona watershed, observa- 
tions, 5676 
snowpack temperatures, shielded therm- 
istor probe with portable instrument for | 
measuring, 5672 | 
Soap, trade and tariff information, sum- | 
maries, 6316 
Social security : 
amendments, SSI—series, 6236 
employer's tax guide, 5765 | 
health insurance for the disabled, report, | 
5730 
protect your future through social secu- 
rity, 6234 
research and statistics notes, 6235 
survey of disabled, reports, 6231 
see also Disability insurance. 
Social Security Administration : 
actuarial notes, 6227-29 
SSI series, 6237-38 
Social services, see 
problems. | 
Social surveys, pseudoreplication, evalua- 
tion and application of balanced half- 
sample technique, 6209 
Social work and problems : 
four-dimensional public problem solving 
(address), 5737 
nursing homes and related facilities, social 
services guide, 6180 
social services, Federal assistance pro- 
grams, 5519 
social work student attitudes and knowl- 
ut mental retardation, effect of 
oo — in curricula and experiences, 


Social workers, child welfare 
Federal grants for Lame 6 

Soctalian, prinetonee of s control ap- 
plied, USSR study, 5: 

Sociologists, university training urged, USSR 


study 

Sodium hydroxide, solution, anodic oxidation 
of hydrogen on iron and tinum, 6137 

i Strait, sailing directions, change, 


Soils: 
atoll types in relation to distribution of 
fallout radionuclides, 5183 
multilayered systems, freeze or thaw, 
method for digital solution of modified 
Berggren equation to calculate depths, 
5110 
soil freezing effects on water yields, 5673 
soil survey reports— 
Belknap County, N.H., 6240 
Crowley County, Colo., 6241 
East Baton Rouge, La., 6242 
Hughes County, Okla., 6243 
Jenkins County, Ga., 6244 
Muskegon County, Mich., 6245 
Oklahoma County, Okla., 6246 
Scotts Bluff County, Nebr., 6247 
Washington County, Okla., 6248 
soil temperatures under forest and grass- 
land cover types in northern New 
Mexico, 5670 
Solar radiation, determination in eastern 
tropical Pacific methods used by Scripps 
Tuna Oceanography Research Program, 
5302 
Solid wastes, see Waste products. 
Solubility, oxygen in tantalum, 5978 
Soriano, Frank S.: 
records of Department of State relating 
to internal affairs of— 
British Asia, 1910-29, pamphlet, 6032 
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rsonnel, 


1969 


Sound: 
biological effect of high-frequency ultra- 
sound, USSR study, 5816 
marine acoustics, USSR study, 5839 
ss principles and applications, 
153 
Sound recordings, speech recordings, com- 
parison, in room air at ground level and 
in helium-oxygen mixture at simulated 
altitude, 5083 
Souris-Red-Rainy River Basins Commission, 
report, 5332 
South Africa: 
capsule facts for Armed Forces, 5099 
mineral industry, minerals yearbook 
chapter, 5945 
plant quarantine import 
502: 
South America : 
sailing directions, change, 6114 
west coast, lights and fog signals, list, 
change, 6127 


requirements, 


| South Atlantic States. see Atlantic States. 


— Carolina, landings, annual summary, 
vedV0 
South Central States, see Central States. 
South China Sea, western shores, sailing 
directions, change, 6125 
South Dakota, mineral industry, minerals 
yearbook chapter, 5946 
South Platte River, precipitation, probable 
maximum estimates, 6349 
Southeast (U.S.) : 
national Eaten, genened information, 6082 
Southern Forest Experiment Station: 
environment for innovation, 5666 
publications, list, 5668 
Southern Rhodesia, see Rhodesia. 
Southwest (U.8.) : 
national parks, general information, 6083 
nuclear power and water desaiting plants, 
reliminary assessment conducted by 
oint United States-Mexico-Interna- 
—— Atomic Energy Agency study 
eam— 
executive summary, 5177 
r t, 5179 
Soviet literature, eee Russian literature. 
Soviet Union, see Union of Soviet Socialist 
Republics. 
SP series, sce MA SP series—NASA SP 
series. 
Space communications, carbon dioxide lasers 
in, USSR study, 5855 
Space Disturbances ope ESSA tech- 
nical report, ERL-SDL series, 5578 
Space flight, eee Astronauts. 
Space medicine, see Medicine. 
Spacecraft : 
orbiting spacecraft, analysis of operation 
of mass measuring system, 6005 
power systems, batteries, 5988 
spacecraft orbiting the planets or the 
moon, computer program for calculating 
external thermal-radiation heat loads 
and temperatures, 6023 
ee, surface motion measurements, 
v 
Spanish Sahara, see Spanish West Africa. 
Spanish West Africa, Spanish Sahara, cap- 
sule facts for Armed Forces, 5095 
Special reports, Cold Regions Research and 
Engineering Laboratory, 5110 
Special Services Section, Army, you'll never 
be the same! brochure, 5132 
Specifications, see Government supplies— 
also subjects. 
Spectra: 
analyses of optical atomic spectra, biblio- 
graphy, 
horizon radiance profiles, technique to infer 
atmospheric temperature structure, 6015 
Spectrography, spectrographic equipment, 





Siam, 6033 
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Spectrophotometry, see Photometers. 
Spectroscopy : 
general information, 5192 
vacuum UV detector-spectroscopy systems 
for capsule reentry measurements, eval- 
uation, 5975 
Spectrum, see Spectra. 
Speech recordings, see Sound recordings. 
Speed traffic trends 6218 
Spheres, PuOz reentry behavior, analysis and 
experiments, collation and experiments, 
5184 
Spherical harmonics, spherical harmonic ex- 
pansion of hydromagnetic equations, table 
of integrals, 5577 


Spheroids, prolate, wave functions, image | 


enhancement, 6148 

Spinal cord, Clinical Spinal Cord Injury 
Conference, proceedings, 6335 

Spittlebugs, meadow spittlebug on legumes, 
control, 5048 

Splices, see Connectors (electric). 

Spokane County, Wash., clay deposits, 5702 

Sponsors, tax information for sponsors of 
contests and sporting events, 5778 

Sport Fisheries and Wildlife Bureau: 
programs, 6257 
refuge leaflets, 6249-54 
resource publications (series), 6255 
— scientific reports, wildlife series, 

«-) 

technical papers, 6258 

Sports, tax information for sponsors of con- 
tests and sporting events 5778 

Spruce budworms, see Budworms. 

Spur Mountain Lake, southeastern Alaska, 
geologic reconnaissance of possible power 
sites, 5697 

SSI series, 6237-38 

Stability : 
stability indicative function, for linear 

systems with multiple delays, deter- 
mination, 6024 

thermal stability of polymers, dependence 
on chemical structure, USSR study, 5815 

Stability of aircraft, blade-motion stability 
boundaries for articulated rotor, para- 
metric study 6002 

Staff development, see Administrative man- 
agement 

Stall barns, see Barns. 

Standards and standardization : 

Defense Department, cataloging and stand- 
ardization program, semiannual report, 
5368 

Federal general data standard, representa- 

tions and codes— 
ealendar date identification, 6042 
counties of States of United States, 6044 
States of United States, 6043 
Federal information processing standards 
publications, FIPS pubs, 6039-44 
information interchange— 
code, 6039 
perforated tape code, 6040 
recorded magnetic tape, 6041 

Federal standards, 5647-48 

Federal test method standards, 5650 

hardware standard, interchange codes and 

media, information interchange— 
code, 6039 
perforated tape code, 6040 
recorded magnetic tape, 6041 

military standards, 5497-5509 

see also subjects. 

Standards of medical fitness, 5107 

Stankiewiez, N., ellipsoidal velocity, distri- 
bution function, 5998 

Stanley, Gertrude L., medical care utiliza- 
tion by disabled, 6231 
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Stanley, Daniel J., Atlantic Continental Shelf 
and slope of United States, color of marine 
sediments, 5716 . 
Stans, Maurice H., nomination, hearing, 5435 
STAP (Special technical assistance pro- 
gram), see Technical assistance. 
State Department: 
acquisition and management of nonexpend- 
able personal property overseas, im- 
provements made or to be made, GAO 
report, 5688 

background notes, 6260—71 

indexes, living costs abroad, 5913 

records, microcopy, pamphlet to accom- 

pany, internal affairs— 

British Asia, 1910-29, 6032 
Siam, 6033 

telephone directory, 6274 
State postal map series, 6160-62 
States: 
airport system planning. guide, 5090 
counties, Federal general data standard 
representations and codes, 6044 

Federal civilian employment, by _ geo- 
graphic area. annual report, 5267 

Federal general data standard, represen- 
tations and codes, 6043 

FHA homes, insuring operations under sec. 
203, 1967 data, 5607 

government, construction expenditures, 
5228-29 

laws, veterans rights, benefits, etc., digests, 

management of fish and resident wildlife 
on Federal lands. hearings, 5432 

postal maps, 6160-62 

Public works and economic development 
act of 1945, maximum grant rates in 
qualified areas, 5517 

school systems, 1965-66, statistics, 5555 

State and local finances, significant fea- 
tures, 5013 

State planning agency grants under Omni- 
bus crime control and safe streets act, 
guide, 5877 

tax revenue, quarterly summary, 5230 

unemployment insurance laws, compart- 
son, revised series, 5564 

water resources planning act of 1965, river 
basin commissions established, report, 
5332 

Statistical processes : 

application of statistical response surface 
fitting in predicting lignite properties, 
statistical concepts and procedures, pre- 
eision measurement and calibration, 


Statistical publications, see names of depart- 
ments, ete., issuing publications. 

Statistics, Conference on Small Area Sta- 
tistics, American Statistical Association, 
papers presented, 5208 
see also Sampling (statistics)—also sub- 

jects. 

Statutes at large, 90th Cong., 1st session, 
laws and concurrent resolutions, reorgani- 
zation plans, 25th amendment to Consti- 
tution, and proclamations, 5638 

Steamships, see names of steamships. 

Stearns, Carl A., dissociation energy of 
gaseous titanium mononitride, 5999 

Steel: 

A533 pressure vessel, with neutron ir- 
radiation, initial assessments of notch 
ductility behavior, 6145 

dynamic tear test of temperature transi- 
tion from linear elastic to gross strain 
fracture conditions, 6147 

high strength, fatigue crack propagation 
under constant crete load with variable 
mean loads, 615 

pressure vessel steels and weldments, effect 
of residual elements on 550° F frradi- 
ation response, 6150 
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Steel—Continved 
welds, reference radiographs, military 
standard, 5504-5 
Steep Rock Lakes, Ontaria, iron-bearing ma- 
— reduction roasting operations, 


596) 
Stembell (destroyer DD-664) : 
loan, extension, agreement with Argentina, 
6301 
Stenographers : 
examination announcement, 5273 
discontinuance notice, 5259 
supplement, 5274 
Federal office assistant examination, what 
it is and how it is given, 5260 
Stevens, Grady H., frequency response of 
forced-flow single-tube boiler with inserts 
and exit restriction, 5996 
Stewart, Robert G., nineteenth-century gal- 
7 of distinguished Americans, catalog, 
9 


Stipp, Henry E.: 
mineral industry of— 
Angola, Mozambique, and Portuguese 
Guinea, 5936 
Liberia, 5940 
Stock, John A., mineral industry of other 
South Pacific Islands, 5044 
Stockman, Norbert O., theoretical analysis 
of fiow in VTOL lift fan inlets without 
crossflow, 6013 
Stoffel, Fred, right spirit all year long, 5552 
STOR, see Scrippe Tuna Oceanography Re- 
search Program, 
Storage : 
open areas in military installations, geo- 
pocte design, Army technical manual, 
petate tdine shew 50 25. sf ewt. pallet box, farm 
ding 
mi. i, t+ handbook, 5028 
see also names or classes of articles stored. 
Stores, retail foodstores, bakery departments, 
on-premise and bake-off, evaluation, 5051 
Stoves: 
a range, domestic, Federal standard, 


a 


gas range, domestic, Federal standard, 
5647 


Straight Cliffs Formation, upper cretaceous, 
new members in southeastern Kaiparowits 
Region, Kane County, Utah, 5705 
Strain and stresses: 
normal mode theory for combined struc- 
tures, 6146 

remote tension test specimen evaluation at 
oar hot cell equipment developed, 
, 

stress wave propagation in elastic-plastic- 
compactible media for blast shields, 5158 

tensile behavior of boron-filament-rein- 
forced epoxy rings and belts, 6008 

tensile property of PA-—2A reactor pres- 
sure vessel, evaluation, 6140 

Stratigraphy : 

Chinle and Moenkopi formations, Navajo 
and Hopi Indian Reservations, 5715 
— to stratigraphy (series), 
new members of Upper Cretaceous Straight 

Cliffs Formations in southeastern Kai- 
peceetee Region, Kane County, Utah, 
2 


Streams, see Rivers. 

Stresses, sce Strains and stresses. 

Stringham, G. B., behavior of large particles 
falling in quiescent lieuids, 5719 

Strip mined lands, see Reclamation of land. 

Strishkov, V. V., mineral industry of 
U.S.S.R., 5948 

Structural composites, see Composite ma- 
terials. 

Structural models, see Models (structural). 

Strnetures, see Strains and  stresses— 


1969 


Student work ape and training, high 
school and college work-study programs 

do your own thing and stay in school, 5536 

Students: 

American student activism in comparative 
perspective, seminar on manpower, 5888 

do your own aoe and stay in school, 5536 

pilot guide, 5597 

social work students attitudes and knowl- 
edge about mental retardation, effect of 
— in curricula, and experiences, 


ay financial aid, what, where, how, 


Studs, see Bolts and nuts. 

Study, see Curriculum. 

Stuffing tubes and components, change, 5491 

Submarine geology, Atlantic Continental 
Shelf and slope of U.S., color of marine 
sediments, 5716 

Submarine Medical Center, see Naval Sub- 
marine Medical Center. 

Submarine research, see Oceanography. 

Submarine warfare, increasing ASW heli- 
copter effectiveness through communica- 
tions training, 6134 

Suburbs, see Cities and towns. 

Subversive activities, see Un-American Ac- 
tivities. 

Suez, Gulf of, sailing directions, change, 
6120 


Suez Canal, sailing directions, change, 6120 
Sugar, statistics and related data, 5066 
Suicide, bulletin of suicidology, 6172 
Sulfides, cuprous sulfide-cadmiom sulfide 
heterojunction, impurity profile and en- 
ergy band diagram, 6021 
Summer employment, see Employment. 
Sunflowers, Soviet sunflowers and the world 
vegetable oil market (paper), 5532 
Superposition (mathematics) : 
use in digital computers to obtain wind- 
tunnel interference factors for arbitrary 
configurations, with particular refer- 
ence to V/STOL models, use, 6025 
Supplies, see Government supplies—Military 
supplies. 
Surface active agents, trade and tariff in- 
formation, summaries, 6316 
Surface area measurements, see Surfaces. 
Surface motion measurements, see Surfaces. 
Surfaces: 
application of statistical response surface 
fitting in predicting lignite properties, 
5959 
surface motion measurements, 5170 
Surgery, neurosurgery and neurologic sci- 
ences, bibliography, 6333 
Surplus military property, see Surplus 
property. 
Surplus property : 
defense disposal manual, change, 5484 
disposal of excess military property in 
Vietnam, agreement, 6283 
see also Personal property. 
Surveys, see Community surveys—Social 
surveys—also subjects of surveys. 
Survival in an earthquake, 5724 
Survival preparedness in rural areas, 5667 
Survivor’s benefits : 
social security— 
calendar year data, 6233 
statistics, monthly, 6233 
Sweden : 
foreign economic trends and grit impli- 
cations for United States, 578 
— — minerals L 4. ae chap- 
ter 
Sweet potatoes, see Sweetpotatoes. 
Sweetpotatoes, storage, agricultural hand- 
book, 5028 
SWIMM code, stress wave propagation in 
elastic-plastic-compactible media. 5158 
Swindells. J. F., precision measurement and 
calibration, selected papers on tempera- 





Vibrations. 
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Swine, hogs and pigs, U.S. and 10 corn belt 
States, 6308 
Switzerland, economy, basic data, 5291 
Sybor, Adrian, manpower (periodical), 5882 
Sycamore Creek, watershed, Maricopa 
County, Ariz., water resources, 5727 
Symposiums : 
man in maintenance reliability system, 
FAA missions, 5585 
3d_International Symposium on _ Basic 
Environmental Problems of Man in 
Space, USSR papers, 5821 
Syner, James C., computer based biomedical 
information system, logic foundations and 
techniques, 5133 
Synthetic chemicals, see Organic compounds. 
Synthetic organic chemicals, see Organic 
compounds. 
Synthetic organic compounds, see Organic 
compounds. 
Synthetic resins, see Resin 
Syphilis, tests, 1969 sneaeel 6184 
Systems: 
maintenance service organization, FAA 
handbook, 5593 
man in maintenance reliability system, 
FAA symposium, 
safety management, safety aids decision- 
aan. progressive new approach, 
‘ 


State airport system planning, guide, 5090 
see also names or types of systems, e.g., 
Electronic data Ppp seer ps J system. 
Systems Research and Development Service : 
report, 6314 
scientific and technical reports, list, 6315 


T 


Table saw, how to inspect chart, 5893 

Tables (mathematics), see Mathematics. 

Takkunen, Philip D., semeaseniy tests of 
molten uranium with tungsten and tungs- 
ten-1.5 percent hafnium, 6020 

Talking books, talking books & cerebral 
palsy, 5923 

Tannins, trade and tariff information, sum- 
maries, 6316 

Tantalum, oxygen in, solubility and diffu- 
sion, 5978 

= and tar crudes, production and sales, 


Tariff : 

customs regulations, revised pages, 5473 

schedules annotated, supplement, 6317 

see also names or classes of articles im- 
gam or exported. 

Tariffs and trade, general agreement, see 

General agreement on tariffs and trade. 

Task Force on Prescription Drugs: 
final report, 5734 
report and recommendations, 5468 
Tasmania, lights and fog signals, list, 
change, 6127 
Tax, see Taxation. 
Taxation : 

District of Columbia, comparison with 
those of its environs and other metro- 
politan areas, GAO report, 5685 

double, agreement with Trinidad and 
Tobago, 6300 

employer's tax guide, 5765 

Federal tax credits to States, advantages 
(remarks), 6329 

quarterly tax reports, 5230 

sponsors of contests and sporting events, 
tax information, 5778 

tax reform, proposals and studies, 5827 

see also Employment  taxes—Income 
tax—also names of articles, ete., sub- 
ject to tax. 

Taxes, see Employment taxes—Taxation. 
Taxiways (aeronautics) : 

taxiway centerline lighting system, 5598 
Taylor, Jeanne A., protect your future, 6234 
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Taylor, Ruth B., guide for social services in 

nursing homes and related facilities, 6180 

Teacher Corps, futures in education, 5542 
Teachers: 

elementary, specifications for comprehen- 
sive elementary teacher education pro- 
grams, 5540 

Job Corps, and guidance counselor, ex- 
amination announcement, 527 

junior college teachers of science, engi- 
neering, and technology, 1967, experi- 
ence and employment characteristics, 
6098 

model elementary teacher education pro- 
gram, final report, 5547 

teacher-innovator, program to prepare 
teachers, 5557 

Teaching, teacher-innovator program to pre- 
pare teachers, 5557 
Technical assistance : 

STAP, special technical assistance pro- 
gram, 1967-68, 1st year activity re- 
port, 5524 

what is STAP?, 5523 

Technica) bulletins : 
Agriculture Department, 5067-68 
Land Management Bureau, 5917 
Technical cooperation, see Foreign aid. 
Technical education, vocational-technical 
education, program of Education Office, 
5017 
Technical manuals : 

Army Department, 5123-27 

Army Strategic Communications Com- 
mand, 

Technical notes : 

National Aeronautics and Space Admin- 
istration, 5990-602 

National Bureau of wandards, 6050-53 

Technical papers, Sport Fisheries and Wild- 

life Bureau, 6258 

Technical reports : 

ma eg Human Resources Laboratory, 
506 

Air Weather Service, 5081 

=. — Materiel Laboratories, 
5129-3 

Army Engineer Division, North Pacific, 
5569 


Environmental Science Services Adminis- 
tration, 5577—79 

National Aeronautics and Space Admin- 
istration, 6023-26 

—— Resource Evaluation Center, 


556 
Naval Training Device Center, 6134 
School of Aerospace Medicine, 5083-84 
shellfish sanitation, 6204 
Waterways Experiment Station, 5572-74 
Technical services, examination announce- 
ment, amendment, 5246 
Technical translations, National Aeronaut- 
ies and Space Administration, 6026 
Technicians: 
scientific and technical personnel in in- 
dustry, 5897 
senior level positions, examination an- 
nouncement, 5 
see also Physiological technicians—Radio 
broadcast technicians. 
Technique to infer atmospheric temperature 
from horizon radiance profiles, 
Technologists, see Medical technologists. 
Technology : 
junior college teachers, 1967, experience 
and employment characteristics, 6098 
modern, and human personality, USSR 
articles, 5865 
USSR, 1968 state prizes, roster of recipi- 
ents, 5874 
Teeguarden, Dennis E., economic guides for 
Douglas-fir reforestation in southwestern 
Oregon, 591 
Teeth. use of Snvder’s caries activity test in 
oral hygiene effectiveness monitoring, 5930 
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Telecommunication, engineering, installa- 
tion practices, CCTM technical manual, 
5109 

Telephone: 
directories— 

Health, Education, and Welfare De- 
partment, 5729 

State Department, International De- 
velopment Agency, Arms Control and 
Disarmament Agency, 6274 

Television : 
deceptive programing practices, report, 

5363 


marihuana, pot party at a university, de- 
—" programing practices, report, 
3 


Temperature: 

atmospheric, technique to infer from hori- 
zon radiance profiles, 6015 

electron, determination, between 50 eV and 
100 keV from X-ray continuum radiation 
in plasmas, 6139 

high, chemistry and physics of materials, 
bibliography, 6049 

precision measurement and calibration, 
6 


047 
snowpack, shielded thermistor probe with 
— instrument for measuring, 
soil temperatures under forest and grass- 
land cover types in northern New Mex- 
ico, 5670 
stellar temperatures and densities, ioni- 
zation equilibrium equation of state at, 
tables, 6142 
temperatures of spacecraft orbiting the 
planets or the moon, computer program 
for calculating, 6023 
see also Heat—Ocean temperature. 
Tenants, see Landlords and tenants. 
—— forest industry opportunities, 


Tennessee Valley Authority : 
forestry bulletin, 6323 
TVA, 1968 programs, 6325 
Tensile strength, see Strains and stresses. 
Tension, see Strains and stresses. 
Terminals (transportation) : 
air traffic control, change, 5088 
= area planning, FAA handbook, 


Tertiary period : 

Cretaceous-Tertiary boundary in New 
Jersey, Delaware, and eastern Mary- 
land, 5704 

rocks, Berkeley and San Leandro Hills, 
Calif., 5699 

Testing, see names of substances or objects 
tested. 

Tests, see types, or names of tests. 

Textile fibers, see Fibers. 

Textile machinery, Kennedy round, special 
report, 5801 

Textiles, see names of textiles. 

Thailand, economic trends and their impli- 
cations for United States, 5797 

Tigeez and design of ejection-type atomizer, 
tite 4 

Thermal radiation, external thermal-radia- 
tion heat loads and temperatures of 
spacecraft orbiting the planets or the 
moon, computer program for calculating, 
6023 

Thermal stability, see Stability. 

Thermistors, shielded thermistor probe with 
portable instrument for measuring snow- 
pack temperatures, 5672 

Thermodynamics, Bee rties of argon from 
triple point to 3 at pressures to 1000 
atmospheres, 6045 

The third wave, 5756 

Thiruvengadam, A., multiple liquid impact 
erosion, 5982 

This is HEW, 5735 
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Thomas, Jess W., determination of radon 
progeny in air from alpha activity of air 
samples, 5152 

Thomsen, B. W., water resources of Syca- 
more Creek watershed, Maricopa County, 
Ariz., 5727 

Threaded studs, 5493 

Thunderstorms, general information, 5580 

TIAS series, 6275-6303 

Titanium nitride, gaseous titanium mononi- 
tride, dissociation energy of, 5999 

Tobacco: 
industries, 1967, statistics, 5764 
tax guide, 5779 

Tobago, see Trinidad and Tobago. 

Todd, Carroll A., FORTRAN IV program to 
estimate off-design performance of radial- 
inflow turbines, 6011 

Todd, Ethel I., books and articles on marine 
mammals, 5299 

Toilet articles, trade and tariff information, 
summaries, 6316 

Toilet preparations, see Toilet articles. 

Tolerances (physiology), see Orthostatic 

p tolerance. 

Tones, combination effects of tone and dura- 
oo parameters on perceived noisiness, 


Toward a social report, 5736 
Toye, Charles R., introduction to computer- 
aided reliability data analysis, H 
Trade, see Commerce—also names or classes 
of commodities. 
Trade agreements, see Commercial treaties. 
Trademarks, laws, investigation, authoriza- 
tion, report, 5414 
Traffic: 
speed trends, 6218 
traffic and Motor vehicle safety act of 1966, 
implementation, hearing, 5483 
Traftic safety, see Safety of life. 
Train, Russell E., nomination, hearing, 5452 
Training: 
apprentice, sure way to skilled craft, 5880 
ees personnel, Federal grants, 
employee training in Federal service, 5269 
statistical annex, 5270 
Job Corps standard for painter, 5521 
manpower development and training act— 
experimental and demonstration pro- 
gram, exploring new spgnencnes to 
manpower wren 588 
programs, 5015 
on-the-job training and wage-hour stand- 
ards in foreign countries, 8 
see also Apprentices—Technical educa- 
tion—Vocational education—also sub- 


jects. 

Trajectories, reentry behavior of PuO, micro- 
spheres analyses and experiments, colla- 
tion and experiments, 5184 

Transducers, capacitance, biomedical appli- 
cations, 5193 

Translations, technical, National Aero- 
nautics and Space Administration, 6026 

Transplantation (physiology) : 
or of transplantation, 1968 report, 


Transport properties, water transport in 
hyperfiltration membranes, 5761 
Transportation : 
Army regulation, 5108 
census, 1963, advance and/or preliminary 
reports, truck inventory and use survey, 
5202-7 
Transportation Department: 
Highway safety act of 1966, administra- 
tion, annual report, 6326 
apm national traffic and Motor 
vehicle safety act of 1966, review and 
progress, hearing, 5433 
Secretary, nomination of John A. Volpe, 
hearing, 5435 





Secretary's Office, regulations, 6328 
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Travel: 
Army regulation, 5108 
travel/USA, role of tourism in our econ- 
omy. announcement and order form, 


Treaties : 
in force, list, 6304 
nonproliferation of nuclear weapons, 
military implications, hearings, 5426 
trae sod other international acts series, 


treaties and other international agree- 
ments, 6305 
see also Commercial treaties—subjects. 
Trenton, N.J., area wage survey, 5902 
Trimble, Val, student financial aid, what, 
where, how, 6 
Trinidad and Tobago: 
background notes, 6271 
double taxation, agreement, 6300 
Tritium, sources and behavior upon release 
to environment, 5176 
Trucks, inventory and use survey, advance 
and/or preliminary reports, 5202-7 
Trusts (industrial) : 
antitrust laws failing newspapers, exempt 
certain combinations and arrangements 
necessary for survival, hearings, 5456 
TS series, 5752 
Tuberculosis, reported data, 6203 
Tubes, stuffing tubes and components, Fed- 
eral item identification guide, change, 5491 
Tucker, Sterling, nomination, hearings, 5437 
Tuft-grid surveys at low speeds for delta 
wings, 6006 
Tuna fish, maturity and spawning of skip- 
jack tuna in Atlantic Ocean, with com- 
~oe on nematode infestation of ovaries, 
Tungsten, and tungsten-1.5 percent hafnium, 
with molten uranium, compatability tests, 


—— agricultural commodities, agree- 

ment, 

THmpeles. dust control in United States, 

Tunney, John V., measuring hamlet security 
in Vietnam, 535 

Turbine fuel, aviation, 1968, petroleum 
products survey, 5953 

Turbines : 
gas turbine engines, flight, salt deposits 

in compressors, survey, 
radial-inflow, FORTRAN IV program to 
estimate off-design performance, 6011 
see aleo Brayton cycle. 
Turboalternators, igh-performance, and 
associated hardware, design of backup 
gas bearings, 5984 
Turkey, loan of U.S.S. Bergall, extension, 
agreement, 6284 
Turkeys: 
breeder hens, 1969 hatching season 
intentions, 6313 

national improvement plan, hatcheries, 
dealers, and independent flocks, partic- 
ipants, 1 
TVA, see Tennessee Vailey Authority. 
Tyee Lake, southeastern Alaska, geologic 
reconnaissance of possible power sites, 
5697 
Typists: 
examination announcements, 5273 
discontinuance, 5259 
supplement, 5274 

Federal office assistant examination, what 
it is, and how it is given, 5260 


U 


U.S.S.R., see Union of Soviet Socialist 
Republics. 

Udell, Gilman G., civil service classification 
and salary laws, 5317 

Ultrasonic waves, see Sound. 

Ultrasonics, see Sound. 
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Un-American activities, subversive activities, 
study and investigation, report, 5413 
Un-American Activities Committee, House, 
change name to Internal Security Com- 

mittee, report, 5356 
Underwater research, see Oceanography. 
Underwater sound, see Sound, 
Unemployment insurance: 
employer's tax guide, 5765 
State laws, comparison, 5564 
tax rates by industry, 5567 
Unger, Sherman, nomination, hearing, 5431 
Union of Soviet Socialist Republics: 
agricultural statistics, 5527 
agriculture, land reclamation and irriga- 
tion, 5818 
All-Union Academy of Agricutural Sci- 
ences imeni V.I. Lenin, agricultural 
academy plans agricultural develop- 
ment to 1980, 5837 
Ambassador, nomination of Jacob D. 
Beam, hearing, 5448 
economy and industry, reports on econ- 
omy, finance, and planning at Republic 
Supreme Soviet sessions, 5819 
fisheries, middle Atlantic Ocean, western 
areas, agreement, 6295 
fishery problems, high seas in western 
areas of middle Atlantic Ocean, agree- 
ment, 62! 
mineral industry, minerals yearbook 
chapter, 5948 
Order of Red Banner Scientific Research 
Physical-Chemistry Institute imeni L. 
Ya. Karpov, 5823 
principles of people’s control applied, 5859 
science and technology, 1968 state prizes, 
roster of recipients, 5874 
oe university training urged, 
VSde 
Soviet approach to negotiation, selected 
writings, 5448 
Soviet people need improved ideological 
education, 5846 
Soviet public health reviewed, 5835 
Soviet research in biophysics, 5817 
Soviet sunflowers and the world vegetable 
oil market (paper), 5532 
Soviet view of neocolonialism threat to 
Africa, 5858 
Stalin-type prison camps still exist, 5813 
United Airlines, Inc., aircraft accident, 6100 
United Arab Republic (Egypt) : 
eotton textiles, trade, agreement, 6278 
handbook, translation, 5876 
mineral industry, minerals yearbook 
chapter, 5949 
United Kingdom, see Great Britain. 
United States: 

Note.—For all subjects pertain- 
ing to the United States, except its 
government, general history, and 
description, see such subjects, 

United States coast pilots, see Coast pilots. 
United States Code, see Codes of law. 
United States National Committee on Vital 
and Health Statistics, migration, vital, 
and health statistics, report, 6210 
United States Travel Service, poster, 633 
Uranium: 
geology of deposits in Dripping Spring 
Quartzite, Gila County, Ariz., 5720 
molten, compatibility with tungsten and 
aaa percent hafnium, tests, 
0 


natural vegetation of uraniferous deposits 
of Cuyo region, possible influence of 
radiation, 5135 
Uranium dioxide, and water under noniso- 
thermal, quasi-isobaric conditions, chem- 
ical reactions between, experimental 
investigation, 5137 
Urbain, Walter M., radiation pasteurization 
of fresh meats and poultry, 5151 
Urban areas, see Cities and towns. 
Urban life, see Cities and towns. 
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Urban renewal, see Redevelopment (city 
planning, etc.) 

USDA, see Agriculture Department, 

Use of radium in consumer products, 6188 

Users, Willie J., jr., nomination, hearing, 
54 


Usry, J. W., performance of towed, 48-inch- 
diameter (121.92-cm) ballute decelerator 
tested in free flight at Mach numbers 
from 4.2 to 0.4, 5990 

USSR, see Union of Soviet Socialist 
Republics. 

Utilities, see Public utilities. 

Utility Consumers’ Control Office, establish, 
hearings, 5449 


Vv 


VA, see Veterans Administration. 

Vaccine, virus vaccine production, cell cul- 
tures for, conference, 6061 

Vacuum, UV detector-spectroscopy systems 
for capsule reentry measurements, evalua- 
tion, 5975 

Vagal nerve, see Nerves. 

Valentine, Lonnie D., jr., relationship be- 
tween airman qualifying examination and 
Armed Forces qualifying test norms, 5069 

Valuation, donated property, tax informa- 
tion, 5780 

Value engineering : 
concepts, ete., handbook, 5516 
management of value engineering in de- 

fense contracts, course book, 54 

Vance, A, M., lawn insects, how to control 
them, 5036 

Van Dusen, Richard C., nomination, hearing, 


543 

Van Keulen, Gail, basic data on economy of 
Switzerland, 5291 

Variance analysis, pseudoreplication, evalua- 
tion and application of balanced half- 
sample technique, 6209 

Vegetable oils, see Oils. 

Vegetables : 
irradiation, 5149 
minigardens for vegetables, 5044 

Vegetation, natural vegetation of uraniferous 
deposits of Cuyo region, possible influence 
of radiation, 5135 

Velocity, linearized velocity corrections, sec- 
ond-order errors in, and their effects on 
pd of convergence of iterative solutions, 


Veneers, Black Hills ponderosa pine for 
yeneer, preliminary evaluation of small- 
diameter trees, 5 

Ventana Wilderness in California, designate 
as wilderness area, proposal, hearing, 


5451 
Vessels, see Ships. 
Veterans: 
benefits— 
apprenticeship or other on-job training 
for those with service since Jan. 31, 
1955, pamphlet, 6341 
available for veterans and dependents, 
fact sheet, 6336 
pension and bounty-iand warrant files in 
National Archives, 6030 
State laws, digests, 5883 
technical corrections in title 38, United 
States Code, report, 5355 
best bets for returning veterans in Wash- 
ington, D.C., 5253 
disabled— 
compensation for disabilities, 6839 
service-connected compensation pay- 
ments, increases, enacted by Congress, 


5438 
home-buying guide, 6842 
legislation enaeted in 1968, summary, 6235 
medically trained, where do you go from 
here? Project REMED, 5546 


Do not order from index; see indicated entry 





Veterans—Continued 
specially adapted housing for veterans, 
questions and answers, 6348 
USVAC, assistance centers, 6340 
see also Pensions. 
Veterans Administration : 
bibliography series, 6333 
contract appeals board, contract appeals 
decisions, index-digest, 6334 
dental residencies and internships, work- 
shop, summary of recommendations, 


a examination announcement, 
63 


medical technologist, examination an- 
, discontinuance _ notice, 
5 


57 
VA fact sheet IS (series), 6336 
VA pamphlets, 6337-43 
Veterans Administration Center, Fort Har- 
rison, Mont., real property, code to Mon- 
tana concurrent jurisdiction with United 
States, report, 5354 
Veterans Affairs Committee, House: 
investigations and studies, authorization, 
report, 6847 
reports, 5353-55 
Veterans hospitals: 
career information— 
dietitians, 6337 
librarians, 6338 
Veterans of World War 1 of United States, 
Inc., convention proceedings, 533 
Veterinarians, veterinary medical officer, 
examination announcement, 5264 
Veterinary Biologics Division, notice, 5024 
Vibration : 
mechanical vibrations of shipboard equip- 
ment, military standard, 5498 
normal mode theory for combined struc- 
tures, 6146 
Vicksburg, Miss., Fredella Village, low-in- 
come housing demonstration project, 5752 
Vierling, Jacqueline, intensification and re- 
duction of Kodak no-sereen medical X-ray 
film, 6138 
Vietnam: 
agricultural commodities, agreement, 6299 
conflict, prisoners of war captured, pay- 
ment of compensation, amend ar 
claims act, hearing, 5878 
disposal of United States surplus military 
property, eement, 62838 
hamlet security, measuring, special study 
mission, report, 58 
— capsule facts for Armed Forces, 


he en pruning, general informa- 
on, 
Virgin Islands, coast pilot, supplement, 5279 
Virginia : 
forest industry opportunities, 6322 
mineral industry, minerals, yearbook 
chapter, 5951 
proposed Potomac National River, plan 
for preserving, 6098 
school desegregation, Federal role in 
selected districts, report, 5245 
Virginia City quadrangle, Nev., geological, 
geochemical, and geophysical studies, pre- 
liminary results, 5707 
Viruses, vaccine production, cell cultures for, 
conference, 6061 
Viscoelasticity, see Blasticity. 
Vision, see Sight. 
VISTA, see Volunteers in Service to America. 
Visual inspection guide for rubber sheet 
material, military standard, 5499 
Visual perception, see Perception. 
Vital statistics : 
data evaluation and methods research, 


6208-9 
data from national health survey, 6211 
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Vital statistics—Continued 
data from National Vital Statistics Sys- 
tem, 6212-13 
documents and committee reports, 6210 
United States National Committee on 
Vital and Health Statistics, report, 
6210 
Viva la raza, 5558 
Vocational education : 
Job Corps women’s centers vocational pro- 


grams, 5520 
vocational-technical education, program 
of Education Office, 5017 

see also Hducation. 

Vofsi, D., water transport in hyperfiltration 
membranes, 5761 

Voilleque, P. P., calculation of organ and 
tissue burdens and doses resulting from 
acute exposure to radioactive aerosol, us- 
ing ICRP Task Group report on human 
a tract, 5157 

Voleanic rocks, see Igneous rocks. 

Volpe, John A., nomination, hearing, 5435 

Volunteers in Service to America : 
manuals, 5525 
VISTA volunteer handbook, 5525 

Voting, voter participation in Nov. 1968, 
current population reports, 5212 

V/STOL (vertical or short takeoff and land- 
ing), see Aircraft. 

VTOL (vertical takeoff and landing), see Air- 
planes. 


w 


W.I.P.0., see World Intellectual Property 
Organization. 
Wage and Hour and Public Contracts Divi- 
sions, interpretative bulletin, 6347 
Wages: 
area survey— 
Baltimore, Md., 5901 
Cleveland, Ohio, 5903 
Memphis-Tenn.-Ark., 5908 
Portland, Maine, 59 
San Bernardino-Riverside-Ontario, 
Calif., 5907 
San Jose, Calif., 5905 
Trenton, N.J., 5902 
Washington, D.C.-Md.-Va., 5906 
earnings, statistics, cotton and man-made 
fiber textile industries, 5909 
industrial gt pulp, paper, end paper- 
board mills, 5896 
— standards, in foreign countries, 


wage trends for occupational groups in 
metropolitan areas, 5914 
Wahrhaftig, Clyde, coal-bearing group in 
Nenana coal field, Alaska, 5703 
Walchle, Ray L., development and evaluation 
of automatic collimator for medical diag- 
nostic X-ray machines, 6191 
Wales, west coast, sailing directions, change, 


Walker, Robert H., fcreign trade regulations 
of Belgium-Luxembourg, 5288 
Wallace, Richard A., electrical properties of 
electrodialysis membranes, 5763 
Walls, Nancy W.: 
physiological studies on Clostridium 
botulinum, type F— 
progress reports, 5167-68 
3 year summary report of progress, 5169 
Walters, Johnnie M., nomination, hearing, 
5455 


War claims, sce Claims. 

Warehouses : 
frozen food, affiliated, pages handling 

methods and layout, 5049 

operations, handbook, 5651 

Warner, James B., what is your community 
doing for Senior Citizens Month, 1969? 
5019 
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Warner, John W., nomination, hearing, 5429 

Warwick, B. J., farm beef herd, 5032 

Washington, Walter H., nomination, hear- 
ings, 5437 

Washington, D.C., see District of Columbia. 

Washington briefing on FDA’s drug efficacy 
review, 5 

Washington County, Okla., soil survey re- 


port, 
bal meas Monument, general information, 


Waste disposal, see Waste products. 
Waste products : 
a ~—— disposal, laws, compilation, 


5 
solid waste management, composting, Eu- 
aere activity and American potential, 


Water: 
and uranium dioxide under nonisothermal, 
quasi-isobaric conditions, chemical re- 
actions between, experimental investiga- 
tion, 5137 
Federal grants for clean water, 5655 
management for lawn and garden, picture 
story, 5063 
Pacific Northwest, average discharge 1953- 
67, at selected poo dh stations and 
change of storage in certain lakes and 
reservoirs, 5696 
resources— 
Colorado, report, 5387 
lower Colorado River, Salton Sea area 
(series), 5714 
nuclear explosives in development and 
management, potential applications, 
preliminary, 5171 
Salmon Falls Creek Basin, Idaho-Nev., 
Sycamore Creek watershed, Mari 
County, Ariz. 5727 ita 
resources planning act of 1965, river basin 
commissions established, report, 5332 
saline, electrochemical demineralization, 
—_— carbon used as electrodes in, 
a 


Saline water research and development 
supply, lower Colorado Ri 

, lower Colorado 
enn distribution, ee 

Ply outlook, wes § 

+ a SE paamngy TE, tern United States, 
ones water, quality, western States, 
techniques 

Hone erase water-resources investiga- 
water supply papers, 5726-28 
water transport in hyperfiltration mem- 

branes, 5761 
yields, effects on soil, freezing, 5673 
see also Hydrology—Sea water. 

Water measurements, measurement of dis- 
charge by moving-boat technique, 5725 
Water pollution : 
control and abatement, Federal installa- 

a tie 4 survey, report, 5361 
control, Federal costs, annual r 

Congress, 5657 6 es 
Federal grants for clean water, 5655 
Lake Erie and its tributaries— 

oreaeenen, proceedings, 4th session, 


Indiana, Michigan, New York, Ohio, 
Pennsylvania, conference, proceed- 
ings, 5654 

Water supply, see Water. 

Watersheds, Arizona, snowpack accumula- 
tion, melt, and runoff, observations, 5676 

Waterways Experiment Station : 
miscellaneous papers, 5571 
technical reports, 5572-74 

Waterweed, crayfish, use for control of 
aquatic weeds in trout lakes, 6258 
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Wave functions: 
Hartree-Fock calculations with Wood- 
Saxon basis functions, 6014 
oe spheroidal image enhancement, 
1 


Waveguides, eee, amplifier, design 
considerations, 614 
Waves 
ship structural response in waves, develop- 
ment of mathematical models, 6223 
stress wave propagation in elastic- plastic- 
compactible media for blast shields, 5158 
Waybill statistics, see Railroads. 
Ways and Means Committee House : 
committee eaat, 5439 
hearings, 
WB/TA en $9581-82 
We thought you’d never ask, 5781 
Weapons: 
nuclear— 
nonproliferation treaty— 
hearings, 5444 
international negotiations, 5105 
military implications, hearings, 5426 
text, 5396 
text ane and explanatory remarks, 


Wear, see Friction. 

Weather: 
critical fire weather patterns in conter- 

minous United States, 5579 
world weather program, plan for 1970 
fiscal year, 52 

Weather Bureau, ESSA technical report, WB 
series, 5579 

Weather forecasts: 
objective forecast studies, evaluation and 

verification, 5081 
objective forecasting, 5081 
Weber, Arnold R., nomination, hearing, 5462 
Webster County, W. Va., coal, carbonizing 
properties, 5958 
Weeds, see Ironweed. 
Weems, George W.. compressibility factors 
for helium and carbon dioxide mixtures at 
0°, 10°, 20°, 23°, and 35°C. and to 900 
psia, 5957 
Weightlessness, simulation experiments, me- 
chanisms of reducing orthostatic tolerance, 
U.S.S.R. study, 5832 
Weights and measures, see Body weight. 
Welding: 
equipment, industrial plant equipment, 
handbook, 5481 

pressure vessel steels and weldments, effect 
of residual elements on 550° F. irradi- 
ation response, 6156 

reference radiographs for steel welds, mili- 
tary standards, 5: 

Weldments, see Welding. 

Wells, Rocky Mountain arsenal disposal well, 
seismic activity during test pumping, 5711 

—— F. W., mineral industry of Guyana, 


wast ‘ U.S.) : 
irrigation, quality of surface waters, 5726 
national parks, general information, 6084 
water supply outlook, water year, 6350 

West Baden Springs, Ind.. climatic sum- 
maries of resort areas, 5575 

West South Central States, sce Central 
States. 

West Virginia, proposed ag National 
River, Fe for pemeerving © - 

Western States. see West (U 

Weybrew, Benjamin B., ot and 
physiological changes’ associated with de- 
privation from smoking, 5927 
eng Mone see sera Resources Work- 
ng Gr 

What is STAP? 5523 

What is your ag ng! doing for Senior 
Citizens Month, 1969? 5019 

What’s new on smoking ‘in print, 6215 

Where the money is, American education’s 
annual guide to OE programs, 5559 
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White-collar weukess, see Government offi- 
cials and employees. 

White House, see Executive mansion 

White House, aren de Chelly National 
Monument, 

Whitebread, Dowaia H. inka, and results 
of geological, geochemical, and geophysi- 
eal studies in part of Virginia C ty quad- 
rangle, Nev., 5707 

Whiteman, Marjorie M., digest of interna- 
tional law, 6272 

Whooping cranes, see Cranes (birds). 

Wilderness areas: 
designated, proposal— 


Desolation ilderness in California, 
hearing, 5451 

Ventana Wilderness in California, hear- 
ings, 5451 


studies related to wilderness-wildlife re- 

fuges (series), 5700 
Wildlife : 

management or resident wildlife on Fed- 
eral lands, by States, hearings, 5432 

1969 programs, 6257 

publications, price list, 616 

— scientific reports, wildlife series, 


625 
Wildlife refuges: 
refuge leaflets, 6249-54 
studies related to wilderness-wildlife re- 
fuges (series), 5700 
see also names of refuges. 
William, Philip, jr., objective forecasting, 
O08 


50S 
Williamson, R. A., considerations in earth- 
quake resistant design of nuclear power- 
plants, 5156 
Wilson, K. H., effect of ablation product 
absorption and line transitions on shock 
layer radiative transport, 5974 
Wilson, Will, nomination, hearing, 5455 
Wings (aircraft) : 
all-flexible parawing, opening characteris- 
tics, investigation, 6001 
delta winds, tuft-grid surveys at low 
speeds, 6006 
sailwing of aspect ratio 5.9, aerodynamic 
Se, full-scale investigation, 
6 


seale factors for pazewtng opening char- 
acteristics with dimensional ratios, ex- 
perimental verification, 6017 
Wisander, Donald W., friction and wear of 
9 selected polymers with various fillers in 
liquid hydrogen, 6018 
Wisconsin, electric rate book, 5618 
Wiseman, John E., use of Snyder's caries 
activity test in oral hygiene effectiveness 
monitoring, 
Withholding tax, employer’s tax guide, 5765 
Wolfson, David E., carbonizing properties of 
coals from Nicholas, Randolph, and Web- 
ster Counties, W. Va., 5958 
Women: 
children born to women, changes in aver- 
ae 1960-69, advance data, 


high cost of sex discrimination in employ- 
ment practices, 5566 
Job Corps vocational programs, 5520 
Womens Bureau, Director, nomination of 
Elizabeth Duncan Koontz, hearing, 5462 
Woodmansee, Walter C., mineral industry of 
United Arab Republic, 5949 
Woodson, Floyd B., technical evaluation of 
Eidophor, 6314 
Work 
child welfare personnel, Federal grants for 
training, 5236 
incentive pecgrem for public assistance 
recipients, 5440 
safe work guide, Department of Labor 
oy ne programs, SWG, LS 
seri 
see also Collective bargaining—also Em- 
ployment. 
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INDEX 


wee ie required to buy food and other 

articles, 

Wort pn a situation, review of 1968 

outlook for 1969, 5531 

World Intellectual Prope 
convention establishing, text, 5 

World weather program, plan for 1970 fiscal 
year, 5294 

Wuergassen Nuclear Power Plant, informa- 
tory report, 51 


nization, 


x 


X-ray apparatus: 
Kennedy round, special report, 5800 
medical X-ray diagnostic machines devel- 
opment and evaluation of automatic 
collimator, 6191 
surveys of facilities with medical X-ray 
equipment, preliminary results, of X-ray 
vere 189 
X-ray 
medical diagnostic machines development 
na eens of automatic collimator, 


medical X-ray Kodak no-screen film, in- 
tensification and reduction, 6138 

monoenergetic, from alpha emitting iso- 
topes, generation and practical use, 5163 
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X-rays—Continued 
protection, surveys of facilities with medi- 
7 ta equipment, preliminary results, 


X-ray continuum radiation in plasmas, de- 
termination electron temperatures 
between 50 eV and 100 keV, 6139 


Y 


Yearbooks : 
minerals, 1967, area reposts, domestic— 
departmental edition, 
document edition, 53 20 
Yerkes, Vern P., composting ponderosa pine 
bark, effects of nitrogen addition and aera- 
tion, 5678 
Yosemite National Park: 
face of Half Dome (poster), 6088 
giant sequoias (poster), 6089 
Yost, Donald A., soil survey, Scotts Bluff 
County, Nebr., 6247 
You'll never be the same!, 5132 
Youth, opportunity centers focus on youth 
and jobs, 5889 


Zero surfaces, see Surfaces. 
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